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HIGHLIGHTS OF THIS ISSUE 

This listing does not affect the legal status 
of any document published in this issue. Detailed 
table of contents appears inside. 

EXECUTIVE ORDERS— 

Enlarging the membership of the Interagency Commit¬ 
tee on Handicapped Employees . .... .. 2411 

Amending EO 11768, placing certain positions in Level 

IV and V of the Executive Schedule . 2413 

Establishing a National Commission on the Observance 

of International Women's Year. 1975 ... _ 2415 


FREEDOM OF INFORMATION— 

American Battle Monuments Commission proposals on 
procedures, guidelines, and fees (2 documents); 

comments by 2-13-75 . ... . .. . 

State Department proposal on fees and method of pay¬ 
ment; comments by 2-12-75 . . 

State/AID proposes to revise schedule of fees for infor¬ 
mation services; comments by 2-10-75 ... 

Justice Department proposal on fees for production and 
disclosure of information; comments by 2-12-75 
FTC proposed schedule of fees for document search, 
duplication and certification; comments by 2- 
1^^" 75 . . • ■*«»*«•• »»■«« » m i • I • •••••■ ...... . . ...... . .. ...a 

Export Import Bank proposed schedule of fees for 
search and duplication of records; comments by 

2-10-75 ... .... 

Postal Rate Commission proposal on procedures and 

fees; comments by 2-4-75 .. .. _ 

National Mediation Board proposal on search and dupli¬ 
cation fees _..__ __ ... 


2447 

2443 

2442 

2443 

2450 

2449 

2451 
2451 


(Continued inside) 


PART II: 

MARITIME CARRIERS—ICC uniform system of 
accounts; effective 1-1-75____ 2499 

PART III: 

PESTICIDE PROGRAMS—EPA proposal on submis¬ 
sion and approval of State plans for certification 
of commercial and private applicators; com¬ 


ments by 2-12-75____ 2427 

PART IV: 

URBAN MASS TRANSPORTATION—DOT/UMTA 

proposal on capital and operating assistance 
formula grants______ 2533 

PART V: 

MANDATORY PETROLEUM ALLOCATION—FEA 

rules on old oil.___ 2559 
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reminders 

(The Item* In this list were editorially complied as an aid to Federal Register users. Inclusion or exclusion from this list has no legal 
sig n ifican c e. Since this list Is Intended as a reminder. It does not lncludo effective dates that occur within 14 days of publication.) 

Rules Going Into Effect Today 

page no. 
and date 

EPA—Arizona; approval of implementation 
plans ..„. 43277; 12-12-74 


ATTENTION: Questions, corrections, or requests for information regarding the contents of this issue only may 
be made by dialing 202-523-5266. For information on obtaining extra copies, please call 202-523-5240. 

To obtain advance information from recorded highlights of selected documents to appear in the next issue, 
dial 202-523-5022. 




Published dally. Monday through Friday (no publication on Saturdays. Sundays, or on official Federal 
holidays). by the Office of the Federal Register. National Archives and Record* Service. General Services 
Administration. Washington. DO. 2CK08, under the Federal Register Act (49 8tat. 500. as amended: 44 UJ3.C., 
Ch. 15) and the regulations of the Administrative Committee of the Federal Register (1 CPU Ch. I). Distribution 
Is made only by the Superintendent of Documents, UjS. Government Printing Office. Washington, D C. 20402. 


The Federal Register provides a uniform system for making available to the public regulations and legal notices Issued 
by Federal agencies. These Include Presidential proclamations and Executive orders and Federal agency documents having 
general applicability and logal effect, documents required to be published by Act of Congress and other Federal agency 
documents of publlo Interest. 


The Federal Rrcutitr will be furnished by mall to subscribers, free of postage, for #5.00 per month or #45 per year, payable 
in advance. The charge for Individual copies is 75 cents tor each issue, or 75 cents for each group of pages as actually bound. 
Remit check or money order, made payable to the Superintendent of Documents. US. Government Printing Office. Washington. 
D.C. 20402. 


There are no restrictions on the republlcatlon of material appearing In the Frokral Racism. 
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HIGHLIGHTS—Continued 


NONDISCRIMINATION IN EMPLOYMENT—HEW/Office of 
Civil Rights memorandum to college and university 
presidents .......... 2459 

SHIPBUILDING—Commerce/MA rules on U.S. built 

vessels for foreign accounts; effective 1-1-75 _ 2434 

ANIMAL DRUGS—HEW/FDA approves use of tylosin and 

sulfamethazine in feed; effective 1-13-75 -- 2422 

PESTICIDES—EPA proposes tolerances for benomyl and 
carbophonothion (2 documents); comments by 2- 
12-75 ........- 2448 

IMPORT REGULATIONS—Treasury /Customs Service pro¬ 
poses revised administrative rulings; comments by 
3-14-75 ......- . . ~ 2437 


REAL PROPERTY INSURANCE—USDA/FmHA rules on 
use of master sets and computer printouts of certain 
forms; effective 1-13-75 .....— ..—. 2420 

AIRCRAFT REGISTRY—DOT/FAA proposal on recording of 

notices of lien; comments by 2-28-75. —... 2445 

ROTORCRAFT—FAA permits limited IFR operations; effec¬ 
tive 1-14-75 ..... 2420 

CUSTOMS—Treasury/Customs Service sets procedures 
for obtaining advice and rulings on current transactions.. 2453 

COMMUNITY WORK AND TRAINING PROGRAMS—HEW/ 

SRS reinstates regulations; effective 11-4-74 2435 

INTERNATIONAL EDUCATIONAL AND CULTURAL EX¬ 
CHANGE—State Department rules on payments to or 
on behalf of participants; effective 1-2-75 - 2423 


ANTIDUMPING— 

Treasury Department tentative decision on chicken 

eggs in the shell from Canada _____ 2455 

Treasury Department to investigate birch 3 ply door- 


skins from Japan ...... . __ 2456 

CLASS 111-8 PUBLIC COAST STATIONS—FCC rules on 

duplication of service; effective 1-17-75 ____ 2435 


EMPLOYEE BENEFIT PLANS—Labor/Labor Management 
Services Administration and Treasury/IRS propose ex¬ 
emption from prohibitions on transactions with certain 
broker dealers (2 documents); comments by 1-21-75_ 2455 

MEETINGS— 

DOO/Air. Scientific Advisory Board. 1-28 and 1-29-75 . 2456 

HEW/HSA: Maternal and Child Health Research Grants 

Review Committee, 2-13 and 2-14-75 ... 2459 

Office of Equal Opportunity: USDA Citizens Advisory 

Committee on Civil Rights. 2-18 through 2-20-75 ... 2481 

Commerce/DIBA: Computer Peripherals. Components, 
and Related Test Equipment Technical Advisory 

Committee, 1-20-75 —... ... __ 2458 

USDA/AMS: Hop Marketing Advisory Board. 1-20-75 ... 2457 

CRC: California State Advisory Committee. 1-21-75 ... 2465 

New Hampshire State Advisory Committee, 1— 

28-75 .....______..__ 2465 

New York State Advisory Committee (2 documents), 

1-28 and 1-30-75 _ 2465 

Labor National Commission for Manpower Policy, 

1-22-75 2480 

National Science Foundation: Advisory Panel for Human 

Cell Biology. 1-31 and 2-1-75 ..._ 2480 
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the Interagency Committee on 
Handicapped Employees_ 2411 

National Commission on the Ob¬ 
servance of International 
Women’s Year, 1915; estab¬ 
lishment ..._ 2415 

Placing certain positions in Levels 
IV and V of the Executive 
Schedule_ 2413 

AGENCY FOR INTERNATIONAL. 
DEVELOPMENT 

Proposed Rules 

Freedom of information fees- 2442 

AGRICULTURAL MARKETING SERVICE 

Notices 

Hop Marketing Advisory Board... 2457 

AGRICULTURE DEPARTMENT 

Sec also Agricultural Marketing 
Service; Farmers Home Ad¬ 
ministration; Packers and 

Stockyards Administration. 

Rules 

Authority delegations (3 docu¬ 
ments) _2419 

Notices 

Walker River, et aL; feed grain 
donations_ 2458 


AIR FORCE DEPARTMENT 
Notices’ 

Meetings: 

Scientific Advisory Board_ 2456 

AMERICAN BATTLE MONUMENTS 
COMMISSION 

Proposed Rules 

Freedom of information: 

Procedures and guidelines for 


compliance__ 2447 

Schedule of fees for search and 
duplication of records_ 2447 


ATOMIC ENERGY COMMISSION 
Notices 

Applications, etc.: 

New York State Electric & Gas 

Corp _ 2463 

Rochester Gas L Electric Corp.. 2463 

CIVIL AERONAUTICS BOARD 

Notices 

Hearings, etc 

Canadian Pacific Air Lines, 

Ltd . 2463 

Central B. C. Air Services, Ltd. . 2463 

Kuoni Travel. Ltd_ 2464 

Overseas National Airways, Inc., 

ct al. 2464 

Pacific Western Airlines. Ltd.. 2464 
Pan American World Airways, 


Inc, and Trans World Airlines, 

Inc- 2464 

CIVIL RIGHTS COMMISSION 
Notices 

Meetings, State advisory commit¬ 


tees: 

California_ 2465 

New Hampshire_ 2465 

New York (2 documents)_ 2465 


CIVIL RIGHTS OFFICE 

Notices 

Nondiscrimination In higher edu¬ 
cation employment; memoran¬ 
dum to college, university presi¬ 
dents - 2459 

CIVIL SERVICE COMMISSION 

Rules 

Excepted service: 

Temporary boards and commis¬ 
sions _ 2435 

Information; availability of_ 2436 

Notices 

Noncareer executive assignments: 

Defense Department_ 2464 

Housing and Urban Develop¬ 
ment Department_ 2464 

Interior Department (2 docu¬ 
ments) _ 2464 

Justice Deportment_ 2465 

Treasury Department_ 2465 

Transportation Department (2 
documents)_ 2465 
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COMMERCE DEPARTMENT 

See Domestic and International 
Business Administration; Mari¬ 
time Administration. 

COMMITTEE FOR THE IMPLEMENTATION 
OF TEXTILE AGREEMENTS 
Notices 

Bilateral discussions on GATT 
Arrangement _ 2466 

COUNCIL ON ENVIRONMENTAL QUALITY 
Notices 

Environmental Statements; avail¬ 
ability _ 2466 

CUSTOMS SERVICE 
Proposed Rules 

Administrative rulings_ 2437 

Notices 

Internal advice procedures; used 
to obtain advice or rulings_ 2453 

DOMESTIC AND INTERNATIONAL 
8USINESS ADMINISTRATION 
Notices 
Meetings; 

Computer Peripherals, Compo¬ 
nents and Related Test Equip¬ 
ment Technical Advisory 


Committee_ 2458 

DRUG ENFORCEMENT ADMINISTRATION 
Notices 

Registration hearings: 

Novich, Samuel D.. D.VAf. 2456 

EDUCATION OFFICE 
Notices 

Organization, functions, delega¬ 
tions of authority statement... 24S9 

ENVIRONMENTAL PROTECTION AGENCY 
Proposed Rules 

Air quality implementation plans; 

Maryland. 2448 

Pesticide chemicals; tolerances, 
etc.: 

Benomyl _ 2448 

Carbophenothion_ 2448 

Pesticide programs; submission 
and approval of state plans for 
certification of commercial and 

private applicators- 2527 

Notices 

Food additives tolerance petitions: 
Chemagro Division of Mobay 

Chemical Corp___ 2468 

Pesticide registrations: 

Applications_ 2469 

EQUAL OPPORTUNITY OFFICE 

Notices 

Meetings: 

Citizens Advisory Committee on 
Civil Rights_ 2481 


EXPORT-IMPORT BANK 
Proposed Rules 

Freedom of Information; fee 
schedule for search and dupli¬ 
cation of agency records_ 2449 


CONTENTS 

FARMERS HOME ADMINISTRATION 

Rules 

Real property insurance _ 2420 

FEDERAL AVIATION ADMINISTRATION 

Rules 

Control zones and transition areas 
(5 documents)_ 2421. 2422 

IFR operations, limited; In rotor- 
craft; study_ 2420 

Proposed Rules 

Notice of lien; recordation with 
PAA Aircraft Registry_ 2445 

Transition area_ 2445 

FEDERAL COMMUNICATIONS 
COMMISSION 

Rules 

Stations on land In maritime serv¬ 
ices and Alaska: public fixed 
stations; editorial amendments. 2435 

Proposed Rules 

Television; table of assignments: 


Nebraska_ 2449 

Notices 

Hearings, etc.: 

Lake County Broadcasters and 

KBMR Radio. Inc... 2471 

Town & Country Radio. Inc.. 

et al. 2472 

Triplett Broadcasting Co.. Inc, 
and Electrocom. Inc_ 2473 


FEDERAL DISASTER ASSISTANCE 
ADMINISTRATION 


Notices 

Disaster area: 

Puerto Rico_ 2463 

Texas_ 2463 


FEDERAL ENERGY ADMINISTRATION 

Rules 

Mandatory petroleum allocation 
regulations: 

Old oil; entitlement notice_ 2559 

FEDERAL INSURANCE ADMINISTRATION 

Rules 

National flood insurance program: 

Areas eligible for sale of insur¬ 
ance (4 documents)_ 2424. 2425 

FEDERAL MARITIME COMMISSION 

Notices 

Agreement; filed, etc.: 

Dart Containerllne Inc_ 2474 

Port of Oakland, et al, (2 docu¬ 
ments) - 2474 

FEDERAL POWER COMMISSION 

Notices 

Hearings, etc.: 

Cities Service Oil Co_ 2478 

Exxon Corp. et al. (2 docu¬ 
ments) - 2475, 2479 

Kerr-McGee Corp_ 2477 

Mississippi River Transmission 

Corp. 2477 

Natural Gas Pipe Line Co. of 
America_ 2477 


Phillips Petroleum Co_ 2475 

Southwest Gas Corp.._ 2476 

Transcontinental Gas Pipe Line 

Co.. 2478 

United Natural Gas Co_ 2479 


FEDERAL TRADE COMMISSION 
Proposed Rules 

Advertising, disclosure, cooling off 
and refund requirements con¬ 
cerning proprietary vocational 
and home study schools; post¬ 
ponement of hearing..... 2450 

Flammability of pla- ics; disclo¬ 
sure requirements and prohibi¬ 
tions; postponement of hearing. 2451 
Freedom of information; schedule 
of fees for document search, du¬ 
plication, and certification_ 2450 

FISH AND WILDLIFE SERVICE 
Proposed Rules 

Marking regulations for captive- 
reared migratory waterfowl; 


extension of comments period.. 2444 
FOOD AND DRUG ADMINISTRATION 
Rules 

Animal drugs_ 2422 


HAZARDOUS MATERIALS REGULATIONS 
BOARD 

Rules 

Radioactive materials; miscellane¬ 
ous amendments_ 2435 

HEALTH, EDUCATION, AND WELFARE 
DEPARTMENT 

See Civil Rights Office; Education 
Office; Food and Drug Adminis¬ 
tration; Health Services Admin¬ 
istration; Social and Rehabilita¬ 
tion Service. 

HEALTH SERVICES ADMINISTRATION 
Notices 

Meetings: 

Maternal and Child Health Re¬ 
search Grants Review Com¬ 
mittee _ 2459 

HEARINGS AND APPEALS OFFICE 
Notices 

Applications, etc.: 

Island Creek Coal Co.. 2456 

HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 

See Federal Disaster Assistance 
Administration; Federal Insur¬ 
ance Administration; Low-Rent 
Public Housing Office. 

INTERIOR DEPARTMENT 

See Fish and Wildlife Service; 
Hearings and Appeals Office; 

Land Management Bureau. 

INTERNAL REVENUE SERVICE 
Notices 

Employee benefit plans; prohibi¬ 
tions on certain transactions: 


Exemption proceeding_ 2455 

Exemption proceeding; public 
hearing_ 2454 
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formation Act- 2452 
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portation Co- 2484 
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Hearing assignments- 2484 
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riers; gateway elimination .. 2485 
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tions _ 2495 

Transfer proceedings- 2498 


JUSTICE DEPARTMENT 

See also Drug Enforcement Ad¬ 
ministration. 

Proposed Rules 

Freedom of information; fees for 
production and disclosure- 2443 

LABOR DEPARTMENT 

See also Labor-Management Serv¬ 
ices Administration. 

Notices 

Review and renewal: 

Advisory Committees_ 2484 

LABOR-MANAGEMENT SERVICES 
ADMINISTRATION 

Notices 

Proposed exemption from prohibi¬ 
tions on transactions between 
employee benefit plans and cer¬ 
tain broker-dealers <2 docu¬ 
ments) _ 2483 

LAND MANAGEMENT BUREAU 

Notices 

Outer Continental Shelf, oil and 
gas leasing; relocation; hear¬ 
ings _-_ 2456 


LOW RENT PUBLIC HOUSING OFFICE 
Proposed Rules 

Pagination error_ 2452 

MANAGEMENT AND BUDGET OFFICE 
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Clearance of reports; list of re¬ 
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U.S. shipyards for foreign ac¬ 
counts _._ 2434 
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tension of comments period_ 2445 
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Meeting_ 2480 
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SMALL BUSINESS ADMINISTRATION 

Rules 

Field offices, listing: correction.. 2419 
Notices 

Applications, etc.: 

Dayton MESB1C. Inc_ 2481 

Western Venture Resources, 

Inc _ 2482 

Disaster areas: 

Oklahoma_ 2481 

SOCIAL AND REHABILITATION SERVICE 
Rules 

Public assistance; eligibility_ 2435 

Notices 

Organization, functions, and au¬ 
thority delegation statement... 2462 

STATE DEPARTMENT 

See also Agency for International 
Development. 

Rules 

International Educational and 
Cultural Exchange Program; 
payments to participants_ 2423 

Proposed Rules 

Freedom of information fees_ 2443 
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The following numerical guide is a list of parts of each title of the Code 
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presidential documents 


Title 3 — The President 


EXECUTIVE ORDER 11830 


Enlarging the Membership of the Interagency Committee on 
Handicapped Employees 

By virtue of the authority vested in me by section 501 (a) of the Reha¬ 
bilitation Act of 1973 (Public Law 93-112; 87 Stat. 390), it is hereby 
ordered as follows: 

Section 1. The Interagency Committee on Handicapped Employees 
shall be comprised of the following (or their designees whose positions 
arc executive level IV or higher): 

(1) The Secretary of Defense. 

(2) The Secretary of Labor. 

(3) The Secretary of Health, Education, and Welfare, 

(4) The Chairman of the Civil Service Commission. 

(5) The Administrator of Veterans Affairs. 

(6) The Administrator of General Services. 

(7) The Chairman of the Federal Communications Commission, and 

(8) such other members as the President may, from time to time, 
designate. 

Sec. 2. The Sccrcury of Health, Education, and Welfare and the 
Chairman of the Civil Service Commission, under the provisions of 
section 501(a) of the Rehabilitation Act of 1973, shall serve as Co- 
chairmen of the Committee. 



The White House, 

January 9, 1975 . 


[FR Doc.75~1220 Filed 1-10-73;10:00 am] 
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EXECUTIVE ORDER 11831 


Amending Executive Order No. 11768, Placing Certain Positions in 
Ixvels IV' and V of the Executive Schedule 

By virtue of the authority vested in me by section 5317 of tide 5 of 
the United States Code, as amended, section 1 of Executive Order No. 
11768, of February 20, 1974, as amended, placing certain positions in 
level IV of the Executive Schedule, is further amended as follows: 

(1) By deleting “(3) Administrator, Health. Services and Mental 
Health Administration, Department of Health, Education, and Wel¬ 
fare.” and inserting in lieu dicrcof “(3) Administrator, Health Services 
Administration, Department of Health, Education, and Welfare.”, 

(2) By deleting “(12) Deputy Under Secretary for Legislative 
Affairs, Department of Commerce.” and inserting in lieu thereof “(12) 
Assistant to the Secretary for Congressional Affairs, Department of 
Commerce.”, 


(3) By deleting “(15) Commissioner General of the International 
Exposition on the Environment, Department of Commerce.”, and insert¬ 
ing in lieu thereof “(15) Adviser to the Secretary (Counselor, Economic 
Policy Board), Department of the Treasury, to terminate effective as 
of March 1,1975”, and 

(4) By deleting “(16) Assistant Secretary for Oceans and Intcr- 
nadonal Environmental and Scientific Affairs, Department of State.”. 



The White House, 

January 9,1975, 


[FR Doc.75-1221 Filed 1-10-75:10:00 ami 
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THE PRESIDENT 


• EXECUTIVE ORDER 11832 

Establishing a National Commission on the Observance of 
International Women’s Year, 1975 

ITicre is increasing recognition of, and interest in, the contributions 
of women to the national life of this country in all its important aspects— 
cultural, political, economic, and social. Significant progress continues 
in advancing the rights and responsibilities of women, in opening new 
opportunities, and in overcoming political, legal, social, and economic 
handicaps to which women have long been subject. Americans must 
now deal with those inequities that still linger as barriers to the full 
participation of women in our Nation’s life. We must also support and 
strengthen the laws that prohibit discrimination leased on sex. 

The United Nations General Assembly, by proclaiming 1975 as Inter¬ 
national Women’s Year, has offered us an exceptional opportunity to 
focus attention throughout the country on the rights and responsibilities 
of women. Presidential Proclamation No. 4262 of January 30, 1974, 
called upon the Congress and the people of the United States, interested 
groups and organizations, officials of the Federal Government and of 
State and local governments, educational institutions, and all others who 
can lx: of help to provide for the national observance of International 
Women’s Year with practical and constructive measures for the advance¬ 
ment of women in the United States. 

I have now determined that it would be in the public interest to 
establish a National Commission on the Oliservancc of International 
Women’s Year, 1975. 

NOW, THEREFORE, by virtue of the authority’ vested in me as 
President of the United States, it is ordered: 

Section 1. Establishment of a National Commission . (a) There is 
hereby established a National Commission on the Observance of Inter¬ 
national Women’s Year, 1975. 

(b) The Commission shall consist of not more than 35 members to 
be appointed by the President from among citizens in private life. The 
President shall designate the presiding officer, who may designate from 
among the members of the Conunission as many vice presiding officers 
as necessary. 

(c) The President of the Senate and the Speaker of the House of 
Representatives arc invited to designate two Members of each House to 
serv e on the Commission. 

(d) The mcmljcrs of the Commission shall serve without compensa¬ 
tion, but shall be entitled to receive travel expenses, including per diem, 
in lieu of subsistence as authorized by law (5 U.S.C. 5703). 

Sec. 2. Functions of the Commission . (a) The Commission shall 
promote the national observance in the United States of International 
Women’s Year. To this end, it will focus attention on the need to encour¬ 
age appropriate and relevant cooperative activity in the field of women’s 
rights and responsibilities. 
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(b) The Commission shall lake as its action agenda the relevant parts 
of the resolution adopted by the United Nations General Assembly 
proclaiming 1975 as International Women’s Year: 

(1) To promote equality between men and women. 

(2) To ensure the full integration of women in the total development 
effort, especially by emphasizing women's responsibility and important 
role in economic, social and cultural development at the national, 
regional and international levels, particularly during the Second United 
Nations Development Decade. 

(3) To recognize the importance of women's increasing contribution 
to the development of friendly relations and cooperation among States 
and to the strengthening of world peace. 

(c) The Commission shall keep itself informed of activities under¬ 
taken or planned by various organizations and groups in the United 
States in observance of the Year and shall consult with such groups 
including the United Slates Center for International Women’s Year. 

(d) The Commission shall encourage the public and private sectors 
to set forth objectives to Ijc achieved as part of the program observing In¬ 
ternational Women’s \ f ear, as presided in the Presidential Proclamation. 

(e) The Commission shall, through close liaison with appropriate 
Government agencies and their public advisory committees, keep itself 
informed about and make known to the public all major programs and 
special efforts during International Women’s Year which arc supported 
by those agencies. 

(f) The Commission shall hold meetings at such times and places as 
the presiding officer shall determine. It may assemble and disseminate 
information, issue reports and other publications and conduct such 
other activities as it may deem appropriate to provide for effective par¬ 
ticipation of the United States in the domestic observance of Inter¬ 
national Women’s Year. 

(g) The Commission may establish, within the limits of available 
funds, such sulxrommittccs or working groups as may be necessary for 
the fulfillment of its tasks. The membership may include persons not 
members of the Commission. 

(h) The Commission shall conclude its work by the end of the year 
1975 and make a report to the President within thirty days thereafter. 
T he Commission shall then be terminated. 

See. 3. Assistance and Cooperation . (a) The Commission may request 
any agency of the Executive branch of die Government to furnish it 
with such information, advice, and services as may be useful for the 
fulfillment of the Commission’s functions under this Order. 

(1>) The agencies of the Executive branch are authorized, to the 
extent permitted by Law, to provide the Commission with administra¬ 
tive services, information, facilities and funds necessary for its activities. 

(c) The Commission may procure, subject to the availability of 
funds, the temporary professional services of individuals to assist in its 
work, in accordance with the provisions of Section 3109 of Title 5 of 
the United States Code. 
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Sec. 4. Responsibilities of Government Departments. Each agency of 
the Executive branch shall designate at least two persons, preferably a 
man and a woman, to be responsible for planning and implementation 
of projects and programs within such departments and agencies for the 
domestic observance of International Women’s Year. Persons so desig¬ 
nated shall constitute membership of an interdepartmental task force 
for International Women’s Year. The Department of State shall desig¬ 
nate the presiding officer. The task force will coordinate the activities 
undertaken by the Executive branch of the United States Government 
as well as those undertaken by the Commission in the domestic observ¬ 
ance of International Women’s Year. 

The White House, 

January 9, 1975. 

[FR Doc.75-1262 Filed 1-10-75;! 1:14 am) 


i 
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rules and regulations 


This section of tho FEDERAL REGISTER contains regulatory documents having general applicability and legal affect moat of which are 
keyed to and codiflad In the Coda of Federal Regulations, which Is published under 50 titles pursuant to 44 ll.S.C. 1510. 

The Coda of Fadaraf Regulations is sold by tha Superintendent of Documents. Prices of new books are listed in the first FEDERAL 
REGISTER issue of each month. 


Title 13—Business Credit and Assistance 

CHAPTER I—SMALL BUSINESS 
ADMINISTRATION 

(Rev. 2) 

PART 101—ADMINISTRATION 
Correction 

In the Federal Register published on 
December 19. 1974 <39 FR 43827). there 
was an omission In the listing of field 
offices. Section 101.3-1 should read as 
follows: 

§ 1013-1 Listing of Field Office*. 

a a a a a 

(e> Region V. Regional Office, 219 
South Dearborn Street, Chicago. IL 
60604. Having Jurisdiction over the fol¬ 
lowing district and branch offices and 
post-of-duty stations: 

a a a a a 

(2) 602 East Monroe Street. Spring- 
field, IL 62701. Serving the Illinois coun¬ 
ties of 

a a a a a 

Macoupin. Madison. Marion. Mason, 
Monroe. 

a a a a a 

Dated: January 7,1975. 

Ricuard J. Sadowski, 

Director. 

Reports Management Division. 
(FR Doc.76-1019 Filed 1-10-76:8:46 am| 

Title 7—Agriculture 

SUBTITLE A—OFFICE OF THE SECRETARY 
OF AGRICULTURE 

PART 2—DELEGATIONS OF AUTHORITY 
BY THE SECRETARY OF AGRICULTURE 
AND GENERAL OFFICERS OF THE DE¬ 
PARTMENT 

Responsibility for Department Policies 
Relating to Physical Security 

Part 2. Subtitle A, of 7 CFR is amended 
to delegate authority for direction of the 
Department's physical security program 
and related activities to the Office of 
Investigation and to revoke the present 
delegations to the Assistant Secretary for 
Administration and the Office of Opera¬ 
tions as follows: 

Subpart C—Delegations of Authority to 
the Under Secretary, Assistant Secre¬ 
taries and Director of Agricultural Eco¬ 
nomics 

Section 2.25(f) (1) (xi) is revoked and 
reserved as follows: 


§ 2.23 Drlegnlion* of authority to thr 
AftAiitant Secretary for Adminifttra- 
tion. 

• • • • • 

(f) Related to operations. 

( 1 ) • • • 

<xl) lReserved]. 

• • • • • 

Subpart D—Delegations of Authority to 
Other General Officers and Agency Heads 

Section 2.33 is amended by adding a 
new paragraph <h) as follows: 

§ 2.33 Delegation of authority to thr 
Director, Office of Investigation. 

• • • • • 

(h) Promulgate departmental policies, 
standards, techniques, and procedures, 
and represent the Department in main¬ 
taining the security of physical facilities, 
self-protection, and warden systems. 

Subpart J—Delegations of Authority by 
the Assistant Secretary for Administra¬ 
tion 

Section 2.79(a) (1) (xl) is revoked and 
reserved as follows: 

fi 2.79 Director, Office of Operation*. 

(»)••• 

( 1 ) • • • 

(xl) I Reserved 1. 

• • • • • 

Effective date. These amendments 
shall become effective on January 13. 
1975. 

For Subparts C and D. 

Dated: January 6,1975. 

Earl L. Birrs, 
Secretary of Agriculture. 

For Subpart J. 

Dated: January 8. 1975. 

Joseph R. Wright, Jr., 
Assistant Secretary 
for Administration 
(FR Doc.76-1044 Filed 1-10-75:8:45 am] 


PART 2—DELEGATIONS OF AUTHORrTY 
BY THE SECRETARY OF AGRICULTURE 
AND GENERAL OFFICERS OF THE DE¬ 
PARTMENT 

Subpart J—Delegations of Authority by the 
Assistant Secretary for Administration 

Disadvantaged Business Assistance 
Programs 

Sections 2.79 and 2.80. Title 7. Code of 
Federal Regulations, are amended to re¬ 
vise the delegations of authority to the 


Director of Operations and the Director 
of Equal Opportunity to re-order re¬ 
sponsibilities with respect to disadvan¬ 
taged business assistance programs with¬ 
in the Department. 

1. In 9 2.79. paragraph (a)(1) (11) Is 
amended to read os follows: 

§ 2.79 Director, Office of Operations. 

( 8 ) • • • 

(Jt) • • • 

(11) Socioeconomic programs relating 
to contracting, including small business 
assistance, labor surplus area assistance, 
labor standards, and disadvantaged 
business assistance: Provided . That with 
respect to disadvantaged business assist¬ 
ance this delegation is limited to promul¬ 
gating departmental policies, standards, 
techniques and procedures, in consulta¬ 
tion with the Director, Office of Equal 
Opportunity. 

2. Section 2.80(a)(8) Is amended to 
read as follows: 

g 2.80 Director, Office of Equal Oppor¬ 
tunity. 

(a) Delegations • • • 

(8) Provide leadership to and coordi¬ 
nate the Department's programs of as¬ 
sistance to disadvantaged business: 
Provided , That Oils delegation does not 
include the authority to promulgate de¬ 
partmental policies, standards, tech¬ 
niques and procedures with respect to 
such programs. 

Dated: January 8.1975. 

Joseph R. Wright, Jr., 
Assistant Secretary 
for Administration. 

(FR Doc.75-1045 FUcd l-10-75;8:45 am| 


PART 2—DELEGATIONS OF AUTHORITY 
BY THE SECRETARY OF AGRICULTURE 
AND GENERAL OFFICERS OF THE DE¬ 
PARTMENT 

Assistant .Secretary for International Affairs 
and Commodity Programs 

Part 2. Subtitle A. Title 7, Code of 
Federal Regulations, is amended to re¬ 
vise the delegations of authority to and 
by the Assistant Secretary for Interna¬ 
tional A flairs and Commodity Programs 
so as to reflect the transfer of the re¬ 
sponsibility for obtaining and reporting 
Information with respect to export sales 
to the Foreign Agricultural Service. 
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Subpart C—Delegations of Authority to the 
Under Secretary, Assistant Secretaries 
and Directors 

1. Section 2.21 hi amended by adding 
new paragraph <d> (23) to read as fol¬ 
lows: 

§ 2.21 Delegation* of authority to the 
AjMtietanl Secretary for International 
AITairn and Commodity Program** 

• a • • • 

(d) Related to foreign agriculture. 

• • • 

(23) Administer the program under 
section 812 of the Agricultural Act of 
1970. as added by the Agriculture and 
Consumer Protection Act of 1973 (7 USC 
6l2c-3). relating to export sales contract 
reporting operations. 

Subpart H—Delegations of Authority by 
the Assistant Secretary for International 
Affairs and Commodity Programs 

2. Section 2.68 Is amended by adding 
new paragraph (a) (23) to read as fol¬ 
lows: 

g 2.68 Administrator. Foreign Agricul¬ 
tural Service. 

(a) • • * 

(23) Administer the program under 
section 813 of the Agricultural Act of 
1970. as added by the Agriculture and 
Consumer Protection Act of 1973 (7 USC 
612c-3). relating to export sales contract 
reporting operations. 

Effective date. October 7,1974. 

Dated: January 7.1975. 

For 8ubpart C: 

Earl L. Butt, 
Secretary of Agriculture . 

For 8ubpart H: 

Clayton Ykutter. 
Assistant Secretary for Interna¬ 
tional Affairs and Commodity 
Programs . 

|PR Doc.75-091 Piled 1-10-75:8:45 amj 


CHAPTER XVIII—FARMERS HOME ADMIN¬ 
ISTRATION. DEPARTMENT OF AGRI¬ 
CULTURE 

«UBCHAPTER A—GENERAL REGULATIONS 
| Pm HA Instruction 426 1 ) 

PART 1806—INSURANCE 
Real Property Insurance 

On pages 39732-39733 of the Fedehal 
Register of November 11.1974. there was 
published a notice of proposed rulemak¬ 
ing to add paragraph (b)(6) to \ 1806.2 
to permit insurance companies Insuring 
FmHA borrowers to furnish master seta 
of Insurance forms and to use a declara¬ 
tion page in the form of a computer 
printout for each FmHA borrower In¬ 
sured by the company In lieu of an orig¬ 
inal policy for each borrower. Section 
1806.2(g)(4) was amended to reflect the 


change in the new ! 1806.2(b)(6). Inter¬ 
ested parties were given until Decem¬ 
ber 10. 1974 to submit comments, sug¬ 
gestions. or objections regarding the pro¬ 
posed regulations. 

No written objections have been re¬ 
ceived and the proposed regulations are 
hereby adopted without change, and are 
set forth below. 

Effective date. This amendment Is ef¬ 
fective on January 13.1975. 

Dated: January 2 . 1975 . 

Frank B. Elliott. 

Administrator. 

Farmers Home Administration. 

1. In $ 1806.2. paragraphs (b) (6) and 
(g) (4) read as follows: 

g 1806.2 Companies and polirir*. 


(b) Insurance policies. • • • 

(6) Master sets may be accepted in 
lieu of an original policy for each FmHA 
borrower provided the master sets meet 
all of the requirements of this Subpart. 

<!> One complete master set of the 
different insurance forms for policies is¬ 
sued by the insurance company must be 
on file in each county office where the 
company insures property of FmHA 
borrowers. 

(U) The “Declaration Page” furnished 
by the insurance company for each 
borrower insured in lieu of a complete 
policy will be filed in the borrower's 
case folder. When a “Declaration Page" 
In the form of a computer printout is 
used by an insurance company, an en¬ 
dorsement on every* policy issued by 
that company or a letter from that com¬ 
pany will be obtained and attached to 
the printout. However, a letter signed 
by an authorized official of the company 
and addressed to the State Director may 
cover all policies issued by that company 
In the State. Any such endorsements or 
letters should clearly state that the 
company considers the printout(s) to be 
an original “Declaration Page(s>.“ 
Such endorsements or letters ore not 
necessary If the printout Itself clearly 
states that it is on original “Declaration 
Page." 

• • • • • 

(g> Mortgage clause. ♦ • • 

(4) The FmHA and all other mortgag¬ 
ees whose interests are Insured by the 
policy will be shown either in the mort¬ 
gage clause or in the “Declaration Page“ 
In the order of priority of their mort¬ 
gages. 

• • • • • 

((7 UjB.C. 1089; 42 USC. 1460): delegation 
of authority by the Sec. of Agrl., 7 CFR 2 23; 
delegation of authority by the Assist, Sec 
or Rural Development, 7 CPR 2.70) 

|FR Doc.75-089 Filed 1- 10-75;8:45 am| 


Title 14—Aeronautics and Space 

CHAPTER I—-FEDERAL AVIATION ADMIN¬ 
ISTRATION. DEPARTMENT OF TRANS¬ 
PORTATION 

|Docket No. 14237; SPAR No. 29) 

PART 21—CERTIFICATION PROCEDURES 
FOR PRODUCTS AND PARTS 

PART 29—AIRWORTHINESS STANDARDS: 

TRANSPORT CATEGORY ROTORCRAFT 

PART 91—GENERAL OPERATING AND 
FLIGHT RULES 

FAA Study of Limited IFR Operations in 
Rotorcraft 

The purpose of this Special Federal 
Aviation Regulation is to provide for the 
issue by the Administrator of approvals 
for limited operations under instrument 
flight rules (IFR) of certain transport 
category rotorcraft that are limited by 
their type certificates to operations under 
visual flight rules (VFR). Such opera¬ 
tions are necessary to permit the collec¬ 
tion of operational data In connection 
with an FAA study of limited rotorcraft 
operations in IFR conditions. 

Under the current Federal Aviation 
Regulations a transport category rotor¬ 
craft is certificated for VFR operation 
only unless it has been shown that the 
rotorcraft fully complies with all of the 
airworthiness requirements for IFR op¬ 
erations. The FAA believes that certain 
IFR operations can safely be conducted 
over low density routes, in off-airways 
operations, and In uncontrolled airspace 
with transport category rotorcraft that 
do not meet all of the present flight char¬ 
acteristics requirements. In this connec¬ 
tion the FAA is conducting a study to 
determine whether a “limited'* IFR cate¬ 
gory should be established for these 
rotorcraft. Including flight characteris¬ 
tics and equipment requirements, operat¬ 
ing procedures and limitations, flight 
crew* requirements, and training require¬ 
ments. After this study has been com¬ 
pleted, rulemaking action may be initi¬ 
ated to amend the Federal Aviation Reg¬ 
ulations to permit limited IFR operations 
with transport category rotorcraft that 
do not meet all of the present airworth¬ 
iness requirements of Part 29 for un¬ 
limited operation under IFR. 

Some data has already been collected 
from an operator of speclnlly equipped 
Bell Model 212 helicopters that are flown 
by flight crews trained in operating those 
rotorcraft in IFR conditions In the Gulf 
of Mexico. These operations have been 
conducted under the authority of an ex¬ 
emption from the Federal Aviation Regu¬ 
lations. Based on information and data 
collected during these operations, the 
FAA believes the study should be ex¬ 
panded to include operations in other 
geographic areas. The FAA has also de¬ 
termined that any operator of transport 
category rotorcraft, whose aircraft equip¬ 
ment, procedures, and area of operation 
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ensure a level of safety under limited IFR 
operations equivalent to that provided 
by the present requirements of Part 29, 
should be allowed to participate In this 
study. This Special Federal Aviation Reg¬ 
ulation will allow this participation, 
which the FAA has determined will be 
in the public interest and will not com¬ 
promise safety. 

Under this Special Federal Aviation 
Regulation, the operator of a rotorc raft 
that is not otherwise certificated for IFR 
oper ation s may conduct an approved lim¬ 
ited IFR operation in the rotorcraft when 
an approval for the operation has been 
Issued by the Administrator. Factors that 
will be considered by the Administrator 
in issuing an approval Include: 

1. The inherent characteristics of the 
rotorcraft to be operated, including 
flight characteristics, performance, ap¬ 
proach speed and ability to terminate an 
approach. 

2. The duality, redundancy, and inde¬ 
pendence of equipment In the rotorcraft, 
including controls, fight instruments, 
electrical, communication, and naviga¬ 
tion systems, and power and fuel systems. 

3. The operator's pilot training pro¬ 
gram. with special emphasis on crew co¬ 
ordination during IFR operations. 

4. The experience of the pilots of the 
rotorcraft in * the enviro nmen t and 
weather conditions in which IFR opera¬ 
tions are to be conducted. 

5. The size and rela tive simplicity of 
the area in which IFR operations are to 
be conducted and the distance flown on 
each route segment. 

This Special Federal Aviation Regula¬ 
tion also provides as part of the study 
th at th e FAA may approve the carriage 
In IFR operations of less than the 45 
minutes of additional fuel reserve re¬ 
quired by 191.23(c). In pertinent part, 
§ 91.23 requires that, in IFR conditions, 
the rotorcraft must have enough fuel to 
complete the contemplated flight, to fly 
from the airport of intended landing to 
the alternate airport, and fly thereafter 
for 45 minutes at normal cruising speed. 
This Special Federal Aviation Regula¬ 
tion permits the approval of less than 45 
minutes, but not less than 30 minutes, of 
additional fuel reserve. A factor consid¬ 
ered In granting tills approval will be 
the environment in which the rotorcraft 
is to be operated. 

In view of the fact that this amend¬ 
ment temporarily relieves a restriction 
In connection with operations conducted 
as part of an FAA study, and since there 
is an Immediate need for the data to be 
derived from the study, I find that notice 
and public procedure thereon are im¬ 
practical and unnecessary, and good 
cause exists for making this amendment 
effective in less than 30 days. 

(Sees. 313(a). 601(a), and 603 of the Federal 
Aviation Act of 1958; (49 D 8 C. 1354(a). 1421 

(a), and 14231; eec. 6(c) of the Department 
of Transportation Act; (49 UB.C. 1655(c))) 

In consideration of the foregoing, the 
following Special Federal Aviation Regu¬ 
lations is adopted, effective January 14, 
1975: 


Special Fedexal Aviation Regulation No. 29 

1. Contrary provisions of Parta 21 and 29 
of the Federal Aviation Regulations notwith¬ 
standing, an oporator of a rotorcraft that is 
not otherwise certificated for IFR opera¬ 
tions may conduct an approved limited IFR 
operation In the rotorcraft when— 

(a) FAA approval for the operation has 
be?n issued uudsr paragraph 2 of this SFAR: 

(b) The operator compiles with all con¬ 
ditions and limitations established by this 
SFAR and the approval; and 

(c) A copy of the approval and this SPAR 
are set forth as a supplement to the rotor¬ 
craft flight manual. 

2. FAA approval for the operation of a 
rotorcraft in limited IFR operations may bo 
Issued when the foUowlng conditions are 
met: 

(a) The operation Is approved as part of 
the FAA study ‘of limited rotorcraft IFR op¬ 
erations. 

(b) specific FAA approval has been ob¬ 
tained for the following: 

(I) The rotorcraft (make, model, and 
serial number). 

(II) Tho flight crew. 

(III) The routes over which the rotorcraft 
is to be flown or Its area of operation. 

(Iv) Tho procedures to be followed In the 
operation of the rotorcraft under IPR and 
tho equipment that must be operable during 
such operations. 

(c) The conditions and limitations neces¬ 
sary for the safe operation of the rotorcraft 
In limited IFR operations have been estab¬ 
lished, approved, and incorporated in the 
operating limitations section of the Rotor- 
craft Plight Manual. 

3. An approval Issued under paragraph 2 
of this Special Federal Aviation Regulation 
and the change to the Rotorcraft Flight 
Manual specified In paragraph 2(c) of this 
Special Federal Aviation Regulation consti¬ 
tute a supplemental type certificate for each 
rotorcraft approved under paragraph 2 of 
this SFAR. Each approval issued under this 
SFAR terminates on December 31, 1975. un¬ 
less sooner superseded, rescinded, or other¬ 
wise terminated pursuant to the Federal 
Aviation Regulations. 

4. Notwithstanding i 91.23(c) of the Fed¬ 
eral Aviation Regulations, a person may op¬ 
erate a rotorcraft In a limited IFR operation 
approved under paragraph 2(a) of this Spe¬ 
cial Federal Aviation Regulation with enough 
fuel to fly. after reaching the alternate air¬ 
port, for not less than 30 minutes, when that 
period of time has been approved. 

This Special Federal Aviation Regulation 
terminates on December 31. 1975, unless 
sooner superseded or rescinded. 

Issued In Washington. D.C., on Jan¬ 
uary 3. 1975. 

Alexander P. BUTTtRritlO, 

Administrator. 

(FR Doc.75-968 Filed l-10-75;8:45 amj 


[Airspace Docket No. 74-NE-80] 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, AREA LOW ROUTES CON- 
TROLLED AIRSPACE AND REPORTING 
POINTS 

Establishment of Control Zona 
On November 15. 1974. (39 FR 41181), 
the Federal Aviation Administration is¬ 
sued & Notice of Proposed Rulemaking 
stating that it was considering an 
amendment to ft 71.171 of Part 71 of the 
Federal Aviation Regulations that would 
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designate a control zone at Beverly 
Municipal Airport to coincide with the 
establishment of a new air traffic control 
tower at Beverly Municipal Airport. 
Beverly, Massachusetts, on January 2, 
1975. 

On November 26, 1974, (39 FR 43091), 
the Federal Aviation Administration 
amended the Notice, stating that the 
establishment of the control tower at 
Beverly Municipal Airport had been 
changed to January 13. 1975, and the 
effective date of the control zone des¬ 
ignation would be changed to January 
13. 1975. 

Interested persons were given until 
December 27, 1974 to comment on the 
proposed designation. No objections were 
received. 

In consideration of the fact that tho 
air traffic control tower at the Beverly 
Municipal Airport will become opera¬ 
tional on January 13. 1975. it is found 
it would be Impractical and contrary to 
tiie public Interest to have the control 
zone become effective later than January 
13. 1975. 

In view of the foregoing, the proposed 
regulations arc hereby adopted effective 
0901 g.m.t., January 13, 1975. 

(8ec. 307(a) of tho Federal Aviation Act of 
1058 [72 8tat 740; 49 UB.C. I348| and ooc. 
6(c) of tho Department of Transportation 
Act [49 DS.C. 1655(c)|) 

Issued in Burlington. Massachusetts, 
on December 27, 1974. 

William E. Crosby, 

Acting Director . 

New England Region. 

B evenly Mdnicwal Anipoar. Beverly, 

M ASS ACHII SETTS 

Within 5-mile radluo of Beverly Municipal 
Airport (latitude 42*35'06" N.. longitude 
70"55'06 # * W.), and within 35 mUes each aid© 
of the 333* bearing from the Topofleld RBN. 
extending 8 mile* northwest of the NDB. This 
control rone In effective from 0700 to 1900 
hours, local time, dally or during the speclflo 
dates and times establ tithed by a Notice to 
Airmen which, thereafter, will be continu¬ 
ously published in the Airmen's Information 
Manual. 

[FR Doc.75-970 riled 1-10-75.8:45 am) 


[Airspace Docket No. 74-CE-19] 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, AREA LOW ROUTES CON¬ 
TROLLED AIRSPACE AND REPORTING 
POINTS 

Designation of Transition Area 

On Page 38238 of the Federal Register 
dated October 30, 1974. the Federal Avia¬ 
tion Administration published a Notice 
of Proposed Rule Making which would 
amend ft 71.181 of Part 71 of the Federal 
Aviation Regulations so as to designate 
& transition area at Monroe City, Mis¬ 
souri. 

Interested persons were given 30 days 
to submit written comments, suggestions 
or objections regarding the proposed 
amendment. 

No objections have been received and 
tho proposed amendment Is hereby 
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adopted without change and is set forth 
below. 

Tills amendment shall be effective 0901 
g.m.t., February 27, 1975. 

(Sac. 507(a) of the Federal Aviation Act 
of 1958 (40 USC. 1348), and of oec. 0(c) of 
the Department of Transportation Act (48 
U-S.C. 1655(c))) 

Issued in Kansas City, Missouri, on 
December 16. 1974. 

A. L. Coulter. 

Director , Central Region . 

In i 71 181 <40 FR 441). the following 
transition area is added: 

Monk or CrrT. Missouri 

That airapocc extending upward from 700 
feet above the surface within a & mile radius 
of Monroe City, Missouri Airport (latitude 
39*38'05" N., longitude 91*43*40" W.) and 
Wlthtn 4 miles each side of the 239* radial of 
the Quincy, Illinois VORTAC, extending from 
the 5 mile radius area to 8 miles northeast of 
the airport, and that airspace extending up¬ 
ward from 1.200 feet above the surface 
within the area southwest of the Quincy. 
Illlru>U VORTAC bounded on tho north by 
the south edge of VI16. on the west by tho 
•mat edge of V175, and on the southeast by 
the northwest edge of V63. 

I FR Doc.75-071 Filed 1 10-75;8:45 ami 


|Airspace Docket No. 74-CR-18) 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS. AREA LOW ROUTES. CON¬ 
TROLLED AIRSPACE, AND REPORTING 
POINTS 

Designation of Transition Area 
On Page 36596 of the Federal Register 
dated October 11.1974. the Federal Avia¬ 
tion Administration published a Notice of 
Proposed Rule Making which would 
amend } 71.18! of Port 71 of the Federal 
Aviation Regulations so as to designate a 
transition area at Ozark. Missouri. 

Interested persons were given 30 days 
to submit written comments, suggestions 
or objections regarding the proposed 
amendment. 

No objections have been received and 
the proposed amendment is hereby 
adopted without change and is set forth 
below. 

This amendment shall be effective 
0901 gjn.t.. February 27.1975. 

(Sec. 307(a) of the Federal Aviation Act of 
1958 (49 OS.C. 1348). and of see. 0(c) of the 
Department of Transportation Act (49 UJB.C. 
1856(c)). 

Issued in Kansas City, Missouri, on 
December 16,1974. 

A. L. Coulter. 

Director . Central Region. 


In 4 71.181 (40 FR 441). the following 
transition area is added: 

O/.auic. Missouri 

That airspace extending upward from 700 
feet above the surface within a 5 mile radiua 
of the Air Park South Airport (latitude 
37*03'35" N., longitude 93* 14*08" W.); with¬ 
in 2.75 miles either aide of the Springfield, 
Missouri VORTAC (latitude 37*21 *21" N.. 
longitude 93*21*82" W.) I63T radial, ex¬ 
tending from tho 5 mile radius to 4.5 m l l as 
north, excluding that portion which overUee 
the Springfield. Missouri control none and 
700 feet transition areas. 

I PR Doc.75-972 Filed l-10-75;8;45 am) 


(Airspace Docket No. 74 Otr-39) 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, AREA LOW ROUTES CON¬ 
TROLLED AIRSPACE AND REPORTING 

POINTS 

Alteration of Transition Area 

On Page 38390 of the Federal Register 
dated October 31, 1974. the Federal Avia¬ 
tion Administration published a Notice 
of Proposed Rule Making which would 
amend § 71.181 of Part 71 of the Fed¬ 
eral Aviation Regulations bo as to alter 
the transition area at Defiance, Ohio. 

Interested persons were given 30 days 
to submit written comments, suggestions 
or objections regarding the proposed 
amendment. 

No objections have been received and 
the proposed amendment is hereby 
adopted without change and Is set forth 
below. 

This amendment shall be effective 
March 27.1975. 

(Soc. 307(a) of the Federal Aviation Act of 
1058 (49 UJBC. 1348). and of too. 6(C) of 
the Department of Transportation Act (49 
UJB.C- 1655(e)). 

Issued In Des Plaines, Illinois, on 
December 17,1974. 

R O. Ziegler, 

Acting Director . 

Great Lakes Region. 

In g 71.181 <40 FR 441), the following 
transition area Is amended to read: 

Deviance. Onto 

That airspace extending upward from 700 
feet above the surface within a 6.5 mile 
radius of the Defiance Memorial Airport 
(latitude 41*20*15" N.. Longitude 84*25*45" 
W.); within 35 miles each sldo of the 303* 
bearing from the airport extending from the 
0.5 mile radius area to 11.5 miles northwest 
of the airport. 

(FR Doc.75-973 Filed l-10-76;8:45 am] 


(Airspace Docket No. 74-80-1121 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS. AREA LOW ROUTES, CON- 

TROLLEO AIRSPACE AND REPORTING 

POINTS 

Alteration of Transition Area 

On December 3. 1974, a Notice of Pro¬ 
posed Rule Making wus published In the 
Fedekyl Register (39 FR 41855). stating 
that the Federal Aviation Administration 
was considering an amendment to Part 
71 of the Federal Aviation Regulations 
that would alter the Greenville, Miss., 
transit ion area. 

Interested persons were afforded on op¬ 
portunity to participate tn the rule mak¬ 
ing through the submission of comments. 
All comments received were favorable. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective 0931 gm.t.. February 
27.1975, as hereinafter set forth. 

In J 71.181 (40 FR 441), the Green¬ 
ville. Miss., transition area is amended as 
follows: 

”• • • north of the VOR • • •” is 

deleted and.north of the VOR; 

within 3 miles each side of the 181* 
bearing from Metcalf RBN. extending 
from the 8.5-mitc radius area south of 
the RBN • • •*• Is substituted therefor. 

(See. 307(a) of the Federal Aviation Act of 
1958 (49 OS,C 1348(a)) and of Sec. 6(c) of 
tho Department of Transportation Act (49 
U.8.C. 1656(c))) 

Issued in East Point. Ga.. on Decem¬ 
ber 31. 1974. 

Duane W Freer. 

Acting Director . 

Southern Region. 

|FR Doc.75-074 Filed l-16-75;8:45 am] 


Tide 21—Food and Drugs . 

CHAPTER I—FOOD AND DRUG ADMINIS¬ 
TRATION. DEPARTMENT OF HEALTH, 
EDUCATION. AND WELFARE 

SUBCHAPTER C—DRUGS 

PART 135—NEW ANIMAL DRUGS 

PART 135e—NEW ANIMAL DRUGS FOR 
USE IN ANIMAL FEEDS 

Tyiosln and Sulfamethazine 

The Commissioner of Food and Drugs 
has evaluated new animal drug applica- 
cations filed by the following applicants 
proposing safe and effective use of tylosin 
nnd sulfamethazine premix in the man¬ 
ufacture of animal feed: Quail Tech 
Products. Inc.. Chaska. MN 55318 (97- 
981V); Land O'Lakes, Inc.. Agricultural 
Services. Fort Dodge IA 50501 (98-15CV); 
Doboy Feeds. Domain Industries, Inc.. 
New Richmond. WI 54017 (98-432V): 
Feed Fortifiers, Inc.. Manson. IA 50563 
(98-639V). The applications are ap¬ 
proved. 
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To facilitate referencing. Land 
O"Lakes, Inc., is being assigned a code 
number and placed in the list of firms 
in 8 135.501(C) (21 CFR 135.501(c)). 

Therefore, pursuant to provisions of 
the Federal Food, Drug, and Cosmetic 
Act (sec. 512(i>. 82 Stat. 347; 21 U.S.C. 
3 G0b(i)) and under authori ty de legated 
to the Commissioner (21 CFR 2.120), 
Parts 135 and 135e are amended as fol¬ 
lows: 

L In I 135.501(c) by adding a new 
sponsor as follows: 

§ 135.50! Name*, #ddrw«M, and fodf 
number* of sponsor* of approved 
application*. 

• • • • • 

(c) • • • 


Code So. Firm name and addre*9 

e e • • • 

128_ Land OTakes. Inc . Agricul¬ 

tural Services. 2827 Eighth 
Avo South, Fort Dodge, IA 
60501. 


2. In 5 135C.36 by revising paragraph 
(b) (1) and (2) and adding a new para¬ 
graph (b)(3); and by amending the 
table In paragraph (f) by designating 
the present text as item 1. and adding 
an additional Item 2. to read as follows: 

8 135c.36 Tyloain and sulfamethazine. 

• • • • • 

(b) Approvals. Premix levels, a com¬ 
bination of equal amounts of tylosin and 
sulfamethazine, granted to firms as 
sponsor (s) and identified by sponsor 
code numbers In the list of firms In 
I 135.501(c) of this chapter for the con¬ 
ditions of use indicated in paragraph (f) 
of this section: 

(1) To 014: 40 grams per pound each, 
item 1. 

(2) To 014. 101: 10 grams per pound 
each, item 1. 

(3) To 106. 117. 127. 128: 10 grams 
per pound each, item 2. 

• • • • • 

(f) • • • 


§ 61.4 Grant* to foreign participant* to 
lecture, teach and engage in research. 

• • • a • 

(c) Per diem allowance. Per diem al¬ 
lowance not to exceed $35 in lieu of sub¬ 
sistence expenses while participating in 
the program in the United States, its ter¬ 
ritories or possessions and while traveling 
within or between the United States, its 
territories or possessions: Provided how¬ 
ever. That the Assistant Secretary of 
State for Educational and Cultural Af¬ 
fairs may. in the case of any particular 
participant, authorize a per diem allow¬ 
ance In excess of $35. but not to exceed 
$50. 

» • i # • 

3. In 8 61.5, paragraphs (c) and (d) 
(1) are revised to read as follows: 

§61.5 Grant* to foreign participant* to 
Mucly. 

• ••99 


Principal Ingredient 

Gnmi per Limitations 
ton 

Imlicatlom for use 

I. Tytoaln and aulfe- 
melhatUM. 

1 do- 

• • • • • • 

a « « • «dO« ■ « • • ••••• 

• • • 

Maintaining weight gain* and feed efficiency In tile preaenc* 
of alropliJc rhinllb., lowering the incidence and severity of 
HordHtUm bronchi** t Ik* rblnltb, prevention of swine 
dysentery (vlhrloolc). control of rwlne pneumonia* retired 
by bacterial pathogens 1 1'tst'UnUo mutiocid* and/or 
Or garter* rein is pregm/f). 


Effective date. This order shall bo 
effective January 13. 1975. 

(See. 512(1), 82 Stat. 347; 21 U-3.C. 360b(i).) 
Dated: January 3,1975. 

Fred J. Kinoma, 

Acting Director . Bureau of 
Veterinary Medicine . 

IFR Doc.76-879 Filed 1-10-76:8:45 am I 

Title 22—Foreign Relations 
CHAPTER I—DEPARTMENT OF STATE 

SUBCHAPTER O—INTERNATIONAL 
EDUCATIONAL AND CULTURAL EXCHANGE 

(Departmental Reg. 108.709J 

PART 61—PAYMENTS TO AND ON BE- 
HALF OF PARTICIPANTS IN THE INTER¬ 
NATIONAL EDUCATIONAL AND CUL¬ 
TURAL EXCHANGE PROGRAM 

Per Diem and Maintenance Allowances 

The regulations governing Interna¬ 
tional Educational and Cultural Ex¬ 
change are revised to provide increased 
per diem or maintenance allowance to 
participants who come to the United 
States to observe, consult with col¬ 
leagues, demonstrate special skills or en¬ 
gage In specialized programs: to lecture, 
teach and engage In research: or to 
study. Accordingly, 88 61.3(c). 61.4(c) 
and 61.5 (c and d) are revised as fal¬ 
lows: 


1. In 8 61.3. paragraph (c) is revised 
to reads as follows: 

J 61.3 Grant* to foreign participant* to 
obumc, consult, demonstrate special 
skill*, or engage in specialized pro¬ 
gram*. 

• • • • • 

(c) Per diem allowances. Per diem al¬ 
lowance not to exceed $40 In lieu of sub¬ 
sistence expenses while participating in 
the program in the United States, its ter¬ 
ritories or possessions and while travel¬ 
ing within or between the United States, 
its territories or possessions: Provided . 
however , That, in accordance with stand¬ 
ards and procedures prescribed from 
time to time by the Assistant Secretary 
of State for Educational and Cultural 
Affairs, a per diem allowance of not to 
exceed $50 may be established in the 
case of participants whose status and po¬ 
sition require special treatment; And 
provided further. That the Assistant Sec¬ 
retary of State for Educational and Cul¬ 
tural Affairs may in the case of any 
particular participant authorize a per 
diem allowance in excess of $50. The 
participant shall be considered as re¬ 
maining in a travel status during the en¬ 
tire period covered by his grant unless 
otherwise designated. 

• 9 9 9 9 

2. In I 61.4, paragraph (c) Is revised to 
read as follows: 


(c) Per diem allowance. Per diem al¬ 
lowance not to exceed $20 in lieu of sub¬ 
sistence expenses while traveling (!) from 
point of entry in the United States, its 
territories or possessions, to orientation 
centers and while in attendance at such 
centers, for purposes of orientation, not 
to exceed 30 days, (11) to educational in¬ 
stitutions of affiliation, and (ill) to point 
of departure; and while participating in 
authorized field trips or conferences. 

(d) Allowances. (1) A maintenance al¬ 
lowance of not to exceed $375 per month 
while present and in attendance at an 
educational institution, facility or or¬ 
ganization. 

9 9 9 9 9 

8 ince these revisions relate solely to 
per diem and maintenance allowances 
for foreign participants in the interna¬ 
tional educational and cultural ex¬ 
change program of the Department of 
State, who will receive actual notice In 
each instance of the allowances to be re¬ 
ceived. notice of proposed rulemaking 
and delayed effective date under 5 U.S.C. 
553 is considered to be unnecessary in 
this instance. 

Effective date: These revisions will be¬ 
come effective January 2, 1975. 

(8ec. 4. 63 SUt. Ill, os amended. 76 Stat. 
527-538 (22 UjS.C. 2658. 2451 note)) 

For the Secretary of State. 

Dated: January 2,1975. 

L. Dean Brown, 
Deputy Under Secretary 
for Management. 

I PR Doc.76-1018 Filed 1-10-75:8:45 am) 
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Title 24—Housing and Urban Development 

CHAPTER X—FEDERAL INSURANCE ADMINISTRATION* DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT 

SVIOCHAPTER D—NATIONAL FLOOO INSURANCE PROGRAM 
(Docket No. FI 4441 

PART 1914— AREAS ELIGIBLE FOR THE SALE OF INSURANCE 

Status of Pjrticlrxitiivj Communities 

Section 1914 4 of Part 1914 of Subchaptor B of Chapter X of Title 24 of the Code of Federal Regulations Is amended by 
adding in alphabetical sequence a new entry to the table. In this entry, a complete chronology of effective dates appears for 
each listed community. Each date appearing in the fourth column of the table Is followed by a designation which indicates 
whether the date signlfes f 1 > the effective date of the authorization of the sale of flood insurance In the area under the 
emergency or under the regular flood Insurance program; <3> the effective date on which the community became ineligible 
for the sale of flood Insurance because of its failure to submit lind use and control measures as required pursuant to i 1909 24 
fa): or *3) the effective date of a community's formal reinstatement in the program pursuant to 4 1909.24(b). The entry 
reads as follows; 

§ 1911.1 Statu* of participating communities. 


KfTcctir* date of authorita- It atari area 

BUM County Location lion of «&J« of flood Irani/- UicutUUxi BUI# map ropodtory Local map repod lory 

ancc foe araa 


Alabama.Calhoun. 

Arkoro*»..t’Wcol... .... 

Now Jrncy. Alttrtltc. 

|)o.Morris.. 

Ohio. ntrtnou,... 

Oregon...— Uno . 

I'/tmaylvanla...... Northampton. 

Trios___ U’&alilnfr on...^. 

Varment. CMuandro ...... 


Jacksonville, city of. Dec SI. 1774, Kmrryrnry... May I7,H>74 

lirrmotl. city of..do. Mar, 22,11171 

Corbin Clly, dly of.do. IX*. A IWt 

Nhcww. IxjpDiipli of. .....do. May *» 1074 

Krw Ukhmond, vMaa*o<_do .. Mar. 1,1074 

lln/rfeburg, dly of. do ..do.. 

Baiton, city of,. . b, 1174. 8tttr*arion. 

lirrnham, dly of.. Doc. Si. 1*74. KmwrgBUcy .. May 24, WM 

Rirhnmnd, vfnacr of. ...do. May 10.1974 





(National Flood Insurance Act of 1968 (Utlo XIH of the Housing and Urban Development Act of 1988), effective Jan. 28. 1969 (33 FR 17804, 
Nov 28. 1969), as amended (tecs. 408-410. Pub. L. 91-152, Dec. 24. 1969). 42 U.S.C. 4001-4127; and Secretary's delegation of authority to 
Federal Insurance Administrator. 34 FR 2080. Feb. 37. 1969) as amended 39 FR 2787. Jan. 24. 1974) 


Issued: December 24,1974. 


J. Robert Huntth, 

Acting Federal Insurance Administrator . 

[FR Doc.75-900 Filed 1-10-73:8:45 am) 


(Docket No. FI 445J 

PART 19X4—AREAS ELIGIBLE FOR THE SALE OF INSURANCE 
Status of Participating Communities 

Section 1914.4 of Part 1914 of Subchaptor B of Chapter X of Title 24 of the Code of Federal Regulations is amended by 
adding in alphabetical sequence a new entry to the table. In this entry, a complete chronology of effective date? appears for 
each listed community. Each date appearing in the fourth column of the tabic is followed by a designation which indicates 
whether the date signifies the effective date of the authorization of the sale of flood Insurance in the area under the emer¬ 
gency or the regular flood Insurance program. The entry reads as follows: 

g 1914.4 Slatua of participating comrounitica. 


8Ut» County 


Location 


Effective date of aulhortea* 11 ward ama 
lion of sk cl flood insux- b l ent ! fl ed 8tala map repository 

ante for arm 


Local map ropoaUory 


Alabama.-- 

Arlaooa..—..— 

Coqneclhmi... 

Florida... 

MUaotiri..... 

pmnsyiwaala_ 

Cub. 


Fwntrr.. York, city of. 

OUa..Olobe, city of. 

FOlrfidd. Enatim. town of.. 

Oracier.. Kdycwood. ettv of— 

New Madrid.OWeon. city of. v 

Ccntrr. Foci Matilda, Umiughuf. 

liulr..... Junction, town of. 


Jan. 7, KT7S. Eamj*tury.. 

.do. May 34,1074 

.do_ OcU IMV74 

.... do.July I4.IV74 

.do__ Mar. 2MV74 

_do... Jon- ML 1V74 



(National Flood Insurance Act of 1988 (title Xm of the Housing and Urban Development Act of 1968), effective Jan. 28. 1989 (33 FR 17804, 
Nov. 28, 1988), as amended (secs. 408^410, Pub. L. 91-152. Dec. 24, 1969). 42 U.S.C. 4001-4127; and Secretary** delegation of authority to 
Federal Insurance Administrator. 34 FR 2080, Feb. 27. 1969) as amended 39 FR 2787, Jan. 24, 1974) 


Issued: December 31,1974. 


J. Robert Hunter, 

Acting Federal Insurance Administrator. 

[FR Doc.75-901 Piled l-10-75;8:45 ami 
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(Docket No. FI 4461 

PART 1914—AREAS ELIGIBLE FOR THE SALE OF INSURANCE 
Status of Participating Communities 

Section 1914.4 of Part 1914 of Subchapter B of Chapter X of Title 24 of the Code of Federal Regulations is amended by 
adding in alphabetical sequence a new entry to the table. In this entry, a complete chronology of effective dates appears for 
each listed community. Each date appearing In the fourth column of the table Is followed by a designation which Indicates 
whether the date signifies the effective date of the authorization of the sale of flood Insurance in the area under the emer¬ 
gency or the regular flood insurance program. The entry reads as follows: 

§ 1914.1 Statu* of participating romnmnitieft. 


Effective dal* of •iilhorita- Ifarorrt ore* 

Slat* County Location tkm of sale of flood Umir- Identified Stale map repository Local map repository 

ance for arra 


IlUnalji. 

Minnesota_ 

Nebraska..... 


Pennsylvania. 

Do. 

Do. 

Do_ 

W«t Virginia. 


. Cook_ 

, FtUmor*. 

Washington. 

8y ruler.... 

. AlWfhctty.,... 

• #*#••«••*«• 

Fayette. 

lifan. . 


Blue Island, city of .Jan. 10, IBC5. Emeryency-Mar. 23, 1V74 - 

Preston, city of...—_.... _ .dD .... May 1C, 11/74 ....... 

Herman, village of...,.dr>..^. . Nov. 15, IV7« . 

KranMtn. township of ...do._...... do —.. 

Franklin Park, txiruuah of . do... .J- —. 

Homestead, tiorougb of.do .—. Nov. JO. l'.C3 . 

Ivrry. township of. .. do. .. . ...- 

Chapman vllle. town of__ Jan. fct, I'tf! Emergency.. Aug. 2H. VJTl . 

Aug. .7, 1971. I c mil nr . 

Apr 15,Iii73. Stttfimded . 

Jan. 3. 19X5. Ileln tated . 


(National Flood Insurance Act or 1668 (title XIII of tho Housing and Urban Development Act of 1968). effective Jan. 28. 1069 (33 FR 17804, 
Nov. 28, 1068). as amended (tecs 408-410, Pub. L. 91-162, Dec, 24, 1063). 42 U.S C 4001-4127: and Secretary** delegation or authority to 
Federal Insurance Administrator. 34 Fit 2660. Feb. 27. 1069) as amended 39 FR 2787, Jan. 24, 1974. 

Issued: January 2.1975. 

J. Robert Hunter, 

Actina Federal Insurance Administrator . 

(FR Doc.73-902 Filed 1-10-75:8:45 ami 


(Docket No. FI 446] 

PART 1915— IDENTIFICATION OF SPECIAL HAZARD AREAS 
List of Communities With Special Hazard Areas 

The Federal Insurance Administrator finds that comment and public procedure and the use of delayed effective dates in 
identifying the arens of communities which have special flood or mudslide hazards, in accordance with 21 CFR Part 1915, 
would be contrary to the public interest The purpose of such identifications 15 to guide new development away from areas 
threatened by flooding Since this publication is merely for th* purpose of informing the public of the location of areas of 
special flood hazard and has no binding effect on the sale of flood insurance or the commencement of construction, notice 
and public procedure are impractical, unnecessary, and contrary to the public Interest. Inasmuch as this publication is not 
a substantive rule, the identification of special hazard areas : hall be effective on the date shown. Accordingly, 5 1915.3 Is 
amended by adding In alphabetical sequence a new entry to the table, which entry reads as follows: 

§ 1915.3 lint of rommunlttr* with apodal hazard aroaa. 


Slot* County Location 


Map No. State map repository 


Effective data 
of IdentJflrutlon 
Local map repository of art**! w luc‘i 

have special 
flood luuardi 


Alabama^_Doll**. Unincorporated II Olirtvj oi 

art**. through 

H 010063 08 


Arkout**.Washington.Winslow, city Of... II 0GG221 01... 


Cofliornla.Mendocino. 


Unincorporated 

in i 


n 000183 01 
through 

n oooua 47 


Do_-San Lula Obfopo.do.. 


O 000301 01 
through 
O 000304 19 


Alabama Development Office. Offlr* 
of State I’tannlng, Slat* Offlr* 
Bblg. 501 l)c\tcr Ave, Mantgom- 
ery, Ala. 36104. 

Alabama I mu ranee Department, 
liram 453. AdminbtraUv* Bldg., 
Montgomery. Ala. »kh. 

. Dlviuon of Sail end Water Renounce*. 
State Dep rtn*ent of Commerce, 
li«20 tVf#t Capitol Av*.. Llttla 
Rock, Ark. 72204 

Ark an ux% insurance Deportment, 400 
University lower Bldg. UlU* 
Rock. Ark. 72301. 

Depart mmt ol Water Resource*. 
J\0 Bo* Jwt. Sacramento, CaUL 

M 808 . 

California Insurance Department. 107 
South Broadway, Las Angelos. 
Cnllf. 00012. 


• • 

Chairman, County of Dalian, Dallas Jan. 3, l!/7L 
County, Ala. No /.ip. 


Mayor and County Planning Board Do. 
City Hall. VS Inslow. Ark. 72MU. 


Chairman, 5fendorino County Board Do. 
of Supervisors, Courthouse, County 
of Mendocino, Uklah, Calif. 1*5481 


City F.nglfwrr*fl City Hall, 000 ralm Do. 
61. San Lula Obispo. Cadi V3t0l. 
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State 


County 


Location 


Mnp No. 


Stale map repository 


Local map repository 


BtToeUvr dot* 
of IdetiUOattiJotw 
of areas which 
have special 
.flood I 


Do_. Pun Joiupjfn 

!>•. Alameda_ 


RJ|»n, dty of —.. 11 000457 01 

Oakland, rtty of .. H 0M0« 01 
through 


Colorado. . . .. Gunnison. ..- Unincorporated, 


Connecticut. Litchfield- Kent, towu of 


n «*** a 

li trtuntoi 
through 
li (MOTH a 


II 0001*6 ttl 
through 
II root*! 14 


Florida. 


Do.. 


Okatocna 


Unincorporated, II 12U0H8 01 
through 
n ITttNt 07 


U 120171 01 
through 
n 120171 M 


Georgia. 


Appbnf 


Do.Wayne 

Ilflnois.Dupage. 


Do.. 

Do.. 

Do... 

Do.. 

Do.. 

Indiana. 


LaSrdk. 
Plait ... 


Schuyler.. 

McHenry. 


.... Jefletaon.- 


.do. 

..do_ 


Colorado Water Conservation Board, 
Hoorn Utt, IMS Sherman St, Den¬ 
ver. Colo. 8()2f 0. 

Colorado Division of Insurance, 10ft 
State Office Bldg., Denver, Colo. 


Magor, atyn^aiy of Rlpcm. 

Ofllrt^i the City Clerk, City Hall, 
City of Oakland. 14th and Washing¬ 
ton fit.. Oakland. Calif 04612. 

Chairman. County Council. County 
of Uunulsoti, Gunnison. Colo. No 
Zip. 


Vnrnr. Town of Kent, Kent, Conn. 


Clerk. Circuit Coon, County of 
Frank Mn, Apalachicola. Fla. 82330. 


Plate of Florida Insurance Depart¬ 
ment. Trrawtw'i Office. The Capi¬ 
tol. TallahMRe*, Fla. SOM. 

do_ Orfc of the Cirrult Court, Okaloosa 

County Courthouse. Okaloosa 
County, Qkmktam Island Authority 
Bldg.. Fort Walton Beach, Fla. 


Department of Environmental Pro- 
lection. Division of Water and 
Relat'd Resources, Room 207. Stale 
Office Tlldg.. Hartford, Conn. Oftllft 
Co up soO m t Insurance Department. 
Stale (’Mpitol mdg.. 1A5 Capitol 
Av*., Hartford. Conn. Will, 

Vapartment of tatmnunlty Affair*, 
2*»71 Kserutive Center Circle East, 
Howard Bldg., Tallahassee, Fla. 


Homnrjr. If 180003 01 

town of. 


Odnm.eiiyof II 1801*2 01 

through 

u ijoi*o as 

Naperville, city II 170318 A 01 

of. through 

H 170318 A Oh 


Defuutmenl of Natural Rceourcee, 
Office of Planning und Reeearch 
270 Washington fit. BW., Room 707, 
Atlanta, <la. 80031. 

Georgia Inon ranee Department. State 
Capitol. Atlanta, ISa. J- 


M 5Sk 0,7 


Han, Suirroey, Oa. 


Ottawa, city of.... H I7mi» A 01 
through 
II 170405 A 00 

Ccrro Oordo, II 170645 01 
Tillage of. 


Mansfield, village H HOMO 01 
of. - _ 

Unincorporated. 


.. Mayor, City Hall. City o( Odum. 

Odum, Oa. S156&. 

Governor's Task Forr* on Flood Municipal Center, 17ft Weal Jackson 
Control, P.O. Boa 475, lisle, IU. Ave., City of Naperville. Naprr- 
40382. vllle. IU 60540. 

Illinois Insurance Department. 500 
Slate office Bldg.. Springfield, 111. 

32701 

.....do... ... Mayor, City Hall, City of Ottawa. 

Ottawa, IQ. «1890i 


Do. 

Do. 

Do 


Do. 


Do. 


Do. 


Do 


Do. 


Apr. 12. mi 
Ian. 8, IfJfk 


Apr, 5, 1074. 
Ian. 8, IF73. 


H 170005 01 
through 
If 17WCB (0 

....do.II 170482 01 

through 
n 170182 Oft 

... do. H 1WIW 01 

through 
H 180101 07 


.do.. . .. President, Village of Certo Gordo, Ian. 8,1075. 

Village Board, Carro Gordo, IU. 

OlKlk. 

do. President, Village of Mansfield, VU- Do, 

lage Board, Mansfield. (U. 41854. 

do .... _Schuyler County Judge, County of Do. 

fictmylnr, Schuyler County, 111* 

61385. 

..do. McHenry Ccunty Regional running Do. 

Corumlalon, 203 710 South Throop 


Do.......... 

Newton_ 

...d0.. 

..n 180170 <w 

.do... 

Do. 

Putnam 

.do. 

through 

II 1801711 as 
. _ii mns ai 

.. do 

Do. 

Spencer... 

»• • • • •••*♦*^0-- • 

lit rough 

n 18021ft Of 

.II 180287 01 

through 

11 180287 IM 

.do 

Do...- 

Vigo. 


.II 18030 01 

.do. 



through 

H 18090 1ft 



Die I-ion of Water, Deportment of 
Natural Resource*. 408 State Office 
Illdg.. Indtanapoll-, Ind. 46304 
Indiana !n«uro«ea Department, Ml 
State Ofiles Bklg., Indians palls, 
■ iDd 46204. 


fit., Mr Henry Courtly. Woodstock, 
IU. 40008. 

Comity Courthouse. Surveyor's Of¬ 
fice. leffervon County, Main and 
lefferon fit* . Madison, lnd. 472-50. 


. ___ Newton County Commlwkmer*, 

County of Newton, County Court- 
home, Kent land. Ind. 47U51. 

. Cltalrman County CommUrfouacv, 
County of Putnam, Courthouse, 
Urocnoaxtie, Ind. 46185. 

Planning and Zoniikg Administration, 
County Plan Commission, c:ounty 
of S pet veer. Main Floor Courthouse. 
Kockport. Ind. 476*0. 

Vigo County. Wart Centra! Indiana, 
Economic Development District, 
P.O. Box 627, TOO Wabash Ave.. 
Tm* Haute, Ind. 47**. 




Do. 

Do, 

Do. 

Do. 

Do, 
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State 

County 

• 

• 

Iowa. 

Hardin....i 

DO.. 

Jnaprv__ 

Kt n rr* .. ... 

Johnson. 

Do. 

Lyon__ 

Do.......... 

Marion....._. ] 



Do. 

Mitchell..1 

Do.......... 

M®rrt>...»»«»*»»« < 

Do.. 

Ottawa........... 

, Do_ 

_do__ 

Do..., 

Pawnee........... 

Do.. 

Phillips. 

Do.. 

PoUawatomir. 

Do. 

Rush..„_ 

Do_ 

. » ... 

Kentucky.-- Breathitt___ 


. Location 


Map No. 


Slate map repository 


Local map repository 


Effective data 
of identification 
oI areas which 
liave special 
flood hater di 


Slonniboet Rock. II 100141 01 
town of. through 

H 1B0141 <8 


Lynn vi lie. town of 1! 130166 01. 


Iowa Natural Umourre*. Council. 
James W. Grlmee Hldg.. Das 
Moines, town 50010. 

Iowa Insurance Department. Lucas 
Flat* OiTtce Ultl*.. Dm Moines. 
Iowa 6081S. 

. do .«—. 


Mayor. Town Hall. Town of Steam¬ 
boat Hock. Sienmttoat Rock. Iowa. 
No Zip. 


Overland Park, 
city of. 


n 300174 01 

through 

u anm is 


Neosho Rapldlk 
city of. 

Durham, city of_ 

Simpson, city of... 

Dunlap, city of.... 

Culver, rtty of. 

Tescott, dly of.... 

Rose], dty of._ 

Long Island, 
city of. 

St. George, 
city of. 

UrUnUttd, 
city of. 

Tunkcn. city of... 
tiilrmrimted. 


Do. Cumberland.. 

Do—.Scott.... 

Do___do.. 


I! 30am oi.. 

n 200306 01.. 
n 20029 01. 

n aoas oi. 

n J002S7 w.. 

u zmm oi.. 

11 200200 01.. 

n 3XTJM 01.. 

n 200174 01.. 

II 70800 01.. 

tl TOCO 13 01.. 

II 210023 Ot 
Ihmgli 
U 210(63 04 


__do... n 71C0C0 oi 

thwsijll 

11 71 COCO 06 

_do.._H 21C207 01 

Qhmbi 
n 71007 06 

Sadler!!*. rtty Of.. If 710700 01. 


xtreev. State 
Hoard of Agriculture, Topeka. 
K»n« 66617. 

Kansas Insurance Deportment, 1st 
Floor. Statebousei, i o(«ka. Kara. 
0061A 


.Mayor. Town Hall, Town of Lynn- 

viHe, Lyimrllle, Iowa. No ZJn. 
Director of Public Works. City of 
Overland Park, K300 Saute F« Dr., 
Overland Pork, Kan*. 6G21A 


.do. 


..do. 

.do-.- 

_do_ 


,.do,...... 


Division of Water. Kentucky, Depart¬ 
ment of Natural Rmowrcm. C'spltol 
I'lcri, Office Tower. Frankfort, Ky. 
40T01 

Kriiixky lusurnixe Deittrtzunnt, 
Old Capitol Anne*. Frankfort. Ky. 

ooeou 


Mayor. City of Neosho Rapids, 
Neosho Rapids. Kanv WWW. 

City Building. T.O. Bos 87, City of 
Durham. Durham. Kara. 07438. 

M^rwr^ Cll^ of Simpson, Slmpeou, 

Mayor. City of Dunlap, Dunlap, 

Kan*. 06M4. 

. Mayor, Cily Hall. Culver City, 
Culver. Kan*. 67435. 

. Mayor, City of Tevcort, City Hah, 
nWoti. Kara. 674M. 

Mayor, Oily Hail, City of lined, 
Basel. Kan*. 67674. 

Mik>t<r, City Hall. City of long Is¬ 
land. Lung bland, Kan*. 67617. 

Mayor, City flail. City of Ft. Georg*, 
hi George. Kan*. 06535. 

Mayor. City Hall. City of Lfobenlhal, 
Ijclenlhal. Kon*. 67563. 

Mayor City of Tlmkon. City Hall, 
Timken, Kan* 67W2. 

Breathitt County Judge, County of 
Bnwthltt, Jackson, Ky. tlMi. 


.do- 


Do.. 


0......Stamping nSIQTCI 01.. 

Iiround, city of. 


Louidana. 


Homier and Cask Shreveport, 
Parishes. dty of. 


H 22006 01 
through 

H 22UU86 37 


Do.., 


Waaid 




A figte, v Lilngr of_II 220731 01.. 

Aina, town of..... H 230QK3 01 
through 

u zxxxa or 


_do.... 


State Department of Public Works, 
P.O. Hot 44156, Capitol Station, 
Baton Rouge, La. 70604. 

LouULut* iiuurupw Department, 
Hoi 44714, Capitol Station, Hatou 
Rouge. La. 70604. 

. do ... 


Maine Soli and Water Coeuarvalion 
Commission, Augurta, Maine 04230. 
Maine Ixuuiranca Department, Capitol 
Shopping Center. Augusta, Mai on 


Cumberland County Judge, County 
of t -timber land, Courthouse, HurkcSh 
ville, Ky. 42717. 

County Mayor, County of Scott, 
Scott County, Ky. 4USM. 

. Enforcement Officer, City of SadJe- 
vlJle, Land Use Planning, City 
Hall, Georgetown, Ky. 4<«iL 

Knlorcaoxml Officer, Land Use Plan¬ 
ning, City Hall, City of Stamping 
Ground. Georgetown, Ky K824. 

MrtiopollUn Planning Commission, 
City Hall. City of Shreveport* 
Shreveport, La. 71130. 


Mayor, Village of Angle. Angle* La. 
70*436. 

Ut Select man. Town of Aina, Aina, 
Maine 04535. 


Do... 

Do... 

Do... 


i 

1 

.. II 230004 01 

04333. 

. ./do. . 


through 
n 230ri>4 07 


West Bath, 

U 230J11 01 

.do. 

town of. 

through 
n 230211 06 


Edgcromb, 

II 23J217 01 

.do . 

town of. 

through 

TI 230217 06 


Wctsiport, town of. II 230222 01 

.do.... 


... Chief Selectman, Town of Hiram. 
Hiram, Maine 04011. 

— Cl^yManjgar. CUy HaU, Bath, Maine 


through 
II 2»>£>0S 


Do.... 

Do.... 

. Knot - 

__ ..do. 

_Clulling, town of.. 

.. FrbiuWiip, 

11 290224 01 
through 
n 290J24 00 

H ‘janga oi 


Do.... 

..._Hancock_ 

town of. 

.Waltham. 

through 

11 230225 10 

U 230001 01 

do 

Do_ 


town of. 

. lttpley, town of... 

through 

H 23U801 04 

11 23(806 01 

.do __ 

Do_ 

..PenobaooC.. 


t!i rough 

11 2»J3* 07 

ii aeon in 

.do.... 

Do.... 


town of. 

...... Voasle, town ot... 

through 

11 2*873 12 

11 230403 01 

i_ila. T _ r .._ T . 

Do.... 



through 

II 2904(8 03 

11 230421 01 




town of. 

through 

11 230(21 12 



, Town Manager. Town of Kdgeoorab. 
Edgeeomb, Maine. No Zip. 

Town Maungar, Town of 1 
Westport, Maine. No Zip. 

Town Manager, Town of Cushing, 
Cushing, Vein* No Zip, 

Towu Manager, Town of Friendship* 
Friendship, Maine 04547. 

Town Manager, Town of Waltham, 
Waltham, Maine. T - 


Town 

Rlplry, 


. No Zip. 


Managw, Town of Ripley, 
yi Maine. No Zip. 


Town Manager. Town of Bradford, 
Bradford. Maine 04410. 

Town Manager, Town of Vcarlo, 
Vcotle, Maine 04601. 

Town Manager, Town of Bridgewater, 
Bridgewater, Maine 04736. 


Do. 


Do. 

Do. 


Da 

Da 

Do. 

Do. 

Da 

Da 

Do. 

Da 

Do. 

Do. 

Da 

Da 


Da 

Da 

Da 

Do. 

Da 

Da 

Do, 

Da 

Da 

Da 

Do; 

Da 

Da 

Da 

Da 

Da 

Da 

Da 


FEDERAL REGISTER, VOL 40, NO. 8 —MONDAY. JANUARY 13, 1975 












































































2128 


RULES AND REGULATIONS 


.6t*U 


County 


. Map No. 


Blair map repertory 


Local map repository 


KftwilO! date 
of l«i«iitJ!fcai)»ti 
of arms whirh 
havefprotol 
flood Uaoanb 


Michigan... 


Do..Iosco... 

Do..Allegan. 

Do.Del to.. 

Do..ShlawMsro. 

Minnesota.Anoka.~~ 


Jjikr, 

township of. 


AlatKMtrr, 

townalUp oL 

Ukrumn. 
township of. 

Unincorporated 


Caledonia, 
township of. 

. CsnttnrtDe, city 

of. 


Do.. Ramsey- 

Do_Redwood — 

Do.Mahnomen . 

Do...Blue Earth.. 

Do....Sherburne... 

Do_Wright_ 

Mluouri.. St. Louis- 


Montana.Gold*© Valley 

Do. Rooarvelt .. 

Do..Park. 

Nebraska.Boyd. 

Do.Madison and 

mia 

Nevada.Douglas. 


Uuli 


nlmyrpoi 


g llat, 


Redwood Falls, 
dty of. 


If 300090 0! 
through 

H jeocou is 


H 200040 01 
through 
ii mom « 

II 3Q03M 01 
through 
ii nosu m 
II 200360 01 
through 
II 360*0 05 
U 360900 01 
thtouxh 
II 30C900 13 
II 3700UI A 01. 


II 27«74 01 
through 
II 370371 ti¬ 
ll .CUJU3 A 01 
through 
n 37094 A 03 


Water Resource* Oommbstiw, Bu¬ 
reau of Water Management. 
Htewm T. Moxin Bldg., Lansing. 
Mich. 40 K& 

Michigan Insurance Bureau. Ill 
North M gamer Hi., Lansing, klk-h. 
4SU13. 

—do .. .. 


*..4s.. 


Municipal Bldg.. I4ika Township, 
Lake Towmfilj 


Mich. 41/10*. 


■Up Hall. Bridgman. 


Division of Water, Boilr, ami Mineral^ 
Drtwrlniriil of Natural Resource*. 
Centennial office HMjj.. 8t. Paul, 
Minn. MI0I. 

Minnesota IH virion of Insurance. R 
210 State OAn Bldg., HI. Paul. 
Minn. 56101. 


..do 


Office of the Township Hujeniw, 
17 tO South VJL 33, Town-hip of 
Alabaster, Tawa* City, Mich. 4M?i& 
Laketown Township Miiwcrtsor, 
Township of Laketown. 710 W. 4*th 
Bt . Route 1. Holland, Mich 4V42& 
Della County Courthouse, Delta 
County. 3IQ Islington at., Kv- 
ranab*. Mich fW20. 

CaW'Mii.i Township llall,185 North 
Biale ltd . Township of Cakdoula, 
Corunna. Mich 43 * 17 . 

Mayor, City of Centerville, Hugo, 

111 mu 5SUA 


Do. 


Do, 

Do. 

Do. 

Do. 

May A 1974. 
Jan. A WA 


Bejou. dty of_If 370955 01.... 

do_ 

Vi roon Center, D 270flW oi. 

..do_ 

dty of. 


Oarlake.cRyof,. H 270051 « ... 


Annandale,dty of. 11 270005 «.... 

.do.. 


Peerless Park, 
village oL 


n ?strr* 01 


_Ryrgatr, town off.. n 30CMQ2 01 


BralnrllW. U *X)ttW 01 

town of. 

Clyde Park, H 300001 01 

town of. 

. Bristow, village off. H 3inot2 01 


Department of Natural Resource*, 
DlvUimt of Program and Policy 
Drvploptorot, Jefferson City, Mo. 
«I(H. 

Division of Insurance, P.O. Box COO, 
JHIcrsot* City, Mo. 95101. 

Montana Deportment or Natural 
Resource a and Ctnurrvation, Water 
Ilcumrco Dividen. 32 South K wtJ<g 
St. Helena. Mont. MM. 

Montana Insurance IVipartmrnt. Cap¬ 
itol BnlUUnr. Helena. Moot. Atrfoi. 

.do. 


Chairman, Rarawy County, Rom- Jan. A iWA 
ley, Minn. No Zip. 

Mayor. City Hall. City of Redwood June 7,1774 
Falls, Redwood Fall*. Minn. 36288. Jan. A 1V75 

Ciljr Margr^nr. City of Defou, Bejou, Jan. 3.11173. 

City Mauagrr, City of Vernon Center, Do. 

Vernon Center. Minn. 56UUO. 

Mayor, City Hall, City of Clear lake. Do. 
Ck’a/lnfce. Ml mu 55315 

Ma>*ur, City llnll, City of Annandale, Do. 

Aiummlalr, Mimu 5NKC. 

Village llall. Milage or Pcmto* Tark, Do. 
Pterin** Park, Mu. 630 kv 


-do.. 


New Hampshire. Clieahlrv. 



Newman Grove. II SUM 01 
dty oL through 

H 3109*4 02 
Unincorporated U S3CUK 01 
t hr o u gh 

II mow CM 


Krone, dty of_U 83003 01 

through 
11 3300.3 13 


Hebron. town of.. n 330051 01 
through 
n 33MT6H Ol 
Longdon, town of. H 330159 01 
through 
H 330160 fO 
Blurry, town of— H 330170 01 
through 
II 330170 03 
Troy, town of..... U 330173 01 
through 
II 330173 03 
Atkinson, town of. H 330175 01 
through 
II 33017.V 03 
Banistead, town II 3»d77 01 
of. through 

U 330177 0* 


Nebraska Natural Resources Com 
ml man. Till Floor. Terminal Uldg.. 
linroln Nebr. fiWOK. 

Nebraska Insurance Department. 1K3S 
L Bt.. Lincoln, Nebf- 
. do .. . 


Division of Water Rnuuroes. Depart- 
went Of ConsenrutkMi arul Natural 
Resource*. Nye Uldg., Carson City. 
Nev. SOTOi. 

Nevada Insurance Division. Depart¬ 
ment of Commerce. Nyo llldg., 
C arson City, Nov. RttOI. 

Office “ 


Chairman. Board of County Com- 
lutafcmm, Town of Kyegaie, Rye- 
gate, Mont 6MX74. 


layer, 

vine. Mont. «mi 
Mayor, Town of Clyde Park. City 
Hall. Clyde Park, Moot. 5901*. 
Mayor. Village of Bristow. Bristow. 
Nebf. «71tt. 


Mayor. City of Newman Grove, City 
I fait, Newman Grow, Nohr. 0873& 

BulMinn Department, Court flan*. 
Dmihi Comity, Minden. Nov. 
BM3A 


( arson city, Nov. w/rot. 

Jliro of Bute Ptafutlng, Division of City Planning Departnaent, City 
Community PUunlng, Slate House 11*11, City of Kerne. 3 Washington 

Annex, Concord, N.ll. QUOI. 81. Krone. N il. UM3L 

New Hommlttia Insurance Import- 
men t, 7H North Main Bt. Ooooord, 

...do..Chaltntao, Planning Board, Hebron, 

N.1LCQ4L 

.do. .Chairman. Board of Selectman. Town 

of Lang don. A blood, N.ll. (4002. 

. Town Manager. Town of Blurry, 
Blurry. N.ll. 09431. 

Mansgrr. 

N.ll. 09405. 

... Town Manager, Town of Atkinson, 

Atkinson, N.ll. Q9bll. 

.Town Manager, T^vm of Bams lead, 

Baroetmd. NO!. 08214. 


• • • • • OO* ■ roe I 


Do. 

Do. 

Do. 

Do. 

Dm 

Dm 

Do 

Do. 

Dm 

Dm 

Do. 

Dm 

Dm 
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RULES AND REGULATIONS 


2129 


SUU County 


Map So. State nap repertory 


Effective dnt» 
of itlrnUArattoo 
Local map repodtory of vn» whirl* 

have special 
flood hacar&ft 


Do ___Carroll..Brook Acid, town 

ot 

Do.. - do—Chatham. town 

of. 

Do. ..Coot..CUrkivUle. town 

ot 

Do...do.. Columbia, town 

ot 

Do...do. Randolph, town 

of. 

Do__Cbwhb... Richmond, town 

ot 

Do..Strafford. Rolilmtord, town 

ot 

Do.. Rockingham. Sundown, town of. 

New Jenny.Atlantic. Galloway, 

township oL 


U 830171 01 
through 
II 33nl7i 08 
II 330IM 01 
through 
n 3301M Of 
II 33.HHI 01 
through 
II 33.JIM (It 
n xnnt& oi 
through 
ii aui??» m 
U JOalKT 01 
through 
n 930187 12 
U 3301K8 01 
tbrnwh 
11 3301 an ot 
11 330190 01 
through 
II jjutvu oa 
i! aaoiot oi 

through 
IJ WMUt 09 
U Atnow 01 
through 
U 340X8 28 


.do.. 


.do. 


.... Town Mn n o g a r. Town of Br»kfUUL 
Brookfield, N.II. 

— T c£ihISflTk. Tow " " ct “ Uuu "- 
•- T 7ZZX^H.l]° waotCLltk ’ rmB - 

.... Town Mnstager. Town of ColumMa. 
Columbia, N.U. 

.... Town Manager. Town of Randolph. 
Randolph. N.U.tOttl * • 

.... Town Manager Town of Richmond, 
IUrhJuoud. N.U. 


Town Manarer. To 
Kailiiutord, N.IJ. 


Town of RotAiudbrd' 


*-do...-----Town Manager. Town of Rondown. 

Rundown, N.II. 08S73. 

Bureau of Water Control. Depart- Townahip Clerk's Office, Galloway 
tnenl of Environmental I*roerlion, Townahip, Munich*! Hid*.. 
P.O. Uox I3X>, Trenton, N J.OUSX Cologne, N J&fUX 

New Jftwy Department of Insurance, 

Slat* Itouaa Anne*. Trenton, N J. 


Do.. Bergen-Rocklrtgh, U 840071 

toiruugh ot 

Do. Morris..Ilanovcr, II 8KXSI3A 01 

township of, through 

11 3VXM3A 04 

Do__Warren..Washington, II *40iU6A 01 

townahip ot through 

H 3 SO IMA Of 

New Metloo_Dona Ann.. Unincorporated Ii 3.VW12 01 

arson. through 

U 330012 a 

New York__ Broome.Vestal, (own of_n 9000S7A 01 

through 
11 9IM0OTA 14 

Sullivan—. Delaware, town of. II 86CB1AA 01 

through 
n *S»*toA 03 

l>0.Allegany.. Friendship, 11 361100 01 

town of through 

II 861100 13 

Do_franklin.Altamout. II 361 l«2 01 

town ot through 

II 36i to.* a 

Do.. St. Lawrence.Brasher, town of.. II Ml 171 01 

through 
II 361171 31 

Do.Steuben. Greenwood, if 861710 01 

town ot through 

It 361710 It 

Do..Washington.Whitehall, 11 361280 01 

town of. tltruuirh 

II 861230 Of 

Do..IJrlngvtofi..‘Unis, town of__ II 3612*6 01 

through 
II 86119(6 08 

Do.— Columbia... Hillsdale, town of. II 861320 Of 

through 
n it 

Do-Allegany. BJrdiall, town of.. II 361862 01 

through 

Ii 361362 09 

Do...do... Grangrf, town of_ 11 36)363 01 

through 
II 361368 08 

Do™-- Cattaraugus^. Dcievan. 11 36)368 01.... 

village of. 

Do-- Chautauqua.. Mina, town of.._II 361871 01 

through 

_ n 36137 ! oi 

Do.™ Clinton-AI tona, town of... II 861370 <n 

through 

Do- Franklin. Burke, town of™"II 361304 ot 

• through 

H 3*113 d 08 


.do. . ~ . ...Mayor, RockWgh Rd, Rocklrtgh. 

NJ 07647. 

--do-— .Municipal Bldg., 1000 Route 10, Town¬ 
ship of lianovor, WlUppouy, N J. 
OTlrtl. 

--do....Mayor, Township of Washington. 

Rur al Ihr ll very No. 1, Washington. 
N J. 07882. 

State Engineer's Office, Bataan Me- Chairman, Dona Ana County ('ow 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


mortal Bldg , flouts Fe, S. 

67301. 

New Metico Department of Insur¬ 
ance, P.O. Bus 1260, Santa Fe, 
N. Met. K7MM. 

New York State Department of 
RnvLromnsnUl Conservation, Dlvl* 
idon of licaourrro Management Renr- 
tocs. Bureau of Water Management, 
Albany. N Y. 12301. 

New York flute Insurance Depart¬ 
ment. 123 William St., Now York. 
N.Y. 10098. 


mliwion, County of Dona Ana, 
County Courthouse, Las Cruces, 
N. Mex. 85001. 


Dec. 28. 1773. 
Jan. 8, 1778. 

Jan. 3, 1975. 
Do. 


Town Runervtsor, Town of Vestal, 606 
Vestal Parkway Wort, Vortal, N.Y. 



..Town Supervisor, Town of Delaware, 

Callieooo, N.Y. 12723. 

.Mayor, Town of Friendship, Friend¬ 
ship, N.Y. 14739. 

.Town Supervisor. Town of AlUunocit, 

Altomocit, N.Y. 1JU00. 

.Town Manager, Town of Brasher, 

Brasher, N. Y. 13618. 


Green 


I onager. 1 
wood, N. 


Y. 1U3U. 


.do. 

.do.. 

.do. 

• • • • .do....................... 

.do_ 


Mayor, Town of Whitehall, Whitehall, 

___ Towi^Manruc-r, Town of Lima, Lima, 

fayor, Town Hat), Town of IlUbdoIe, 
lliUadulc, N.Y. 12M8. 

. Town Manager, Town of Blnbudl, 
Uirdaall, N.Y. 

. Town Manager. Town of Granger, 

. Village Manager, Village of Delevan, 
Delcvau, N.Y. 14042. 

’ Towi^Monager. Town of MLna, Mina, 


... Town 

Allono, 


Manager. Town of 
io, N.Y. Lftl 


31GL 


•___ Town 

Burke, N.Y. 1»I7. 


Town of Burke. 


Apr. 5. 1974. 
Jan. 3.1775. 


Jan. 8, 1971 

Dow 

D* 

Do. 

Do. 

Do. 

Do. 

Da 

Do. 

DO. 

Do 

Do. 

Do 

Do 
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2430 


RULES AND REGULATIONS 


County 


Location 


Map No. 


Btatc map rcfxnllory 


Local mop repository 


K fleeUrc data 
of IdcnlJf cation 
of arean al l h 
have tpecUl 
flood Iuur4« 


Do. 


do_ 


Do..Herkimer... 


Do..Madison_ 


Do_Oswego. 

I>o_O tango__ 

Do.St Uvnoci.. 

Do,...do._— 

Do.Schoharie_ 

Do. m ..do- 


Const able. town 
of. 

Ohio, town of.._. 

Rockbridge. 

DeyMon. town of. 
Laomu, town of.. 
Clare, town of_ 


II 36I3US 01 
thewmtfc 
it 3f.i*d oa 
II MI4CK 01 


II 3M4US 23 
II MI412 01 


-do.....Town Vlwiatrr. Town of Constable, 

CorrtaMr. N Y 1VVA 

-do....— __ Town Mntipt, Town of Ohio. Ohio, 

N. Y. 


.do.. 


I! 361417 (O 
II *31415 01 

through 
II M14D Ot 
11 MI4W 01 
through 
II 361419 Ot 
11 *11423 01 
through 
II WItS 03 
11 301429 01 
them tab 
II *vl4’.*> OO 
i! *11130 01 
through 
■ II 3014*3 rjd 
Broome, town of.. II 3 fllttl Ot 
through 


— ..do—.. 


-Town Vnuagrr. Town of Slock bridge. 

Slock bridge, N.Y. 

Town of Boi htoo. 


. Town Manager, T 
Uoyliton, S'.r. 


-do... . .Town „ 

Lottmte, 


Miupr. Town of Lanntiut, 

N.Y. 1- 


1371*6. 


•—do.Town Macaber, Town of Clam, Clan, 

N.Y. 


Stockholm, town 
ot 

Blenheim, town 
ot 


..do... 

..do... 


.do_ 


Town Manager, Towu of Stockholm. 
Stockholm, N.Y. 

Town Mann**/. Town of Blenheim. 
BknMin, N.Y. 

Broome, 


Do___ 

Washington.- 

Hampton, town 

ft 

North IlomeIt, 

If M143I 04 

11 Ml 442 Ql 

.do_ rr tx,. 

Do.—> 

Pe_...... 

Steuben .. 

through 

II mw ot 

11 301177 m . T 

.do.... 

Franklin._ 

village of. 

Burke, village ot. 

ChaUnngay, vll. 
logo of. 

ItraadaJWn, vll* 
hage ot. 

Domttunora. vO- 

II KU476 (U .. ., 


Do_ 

.do__ 

II 36HM 01. 

.do.... 

Do . 

Fulton. 

II 301(83 01.. 


Do.. 

f Union. 

n K1I37 01. 

do. 

Do_ 

.do.. 

fcage of. 

Mncwn. village of.. 

iixumot... . 


Do._—_ 

Chautauqua. 

Fnmtvtlle, vil¬ 
lage of. 

fiber man, vll!^ 

If 161301 ft_ 

-do ....... 

Do_ _ 

.. . . 4a 

H 361502 pt_ 

.do . 



ot 



Do_ 

Jaffenon......... 

Block River, vtt- 
lageot 

Canton, town of.. 

H 161635 01 _ 

^. 

Do... 

Steuben. 

throogh 

11 MI5J5 04 

II ttttt) ul 

do... 


North CarriOna. A 


Do-- 


Do¬ 




do. 

.do. 


I>0._... 

Pasqnoiouk. 

___do, r . 

Do.......... 

Randolph... 

_..._-_do. .. . 

lio. 

Hanlin.. 

, T ,,„ T -.- T dp.... 

Do_— 

Pike. 

..do . 

Do_ 

Vlntoo. 



Do...- 

Do. 

Do. 


franklin. 


South Point, 
outage ot 

Dublin, 

VilU^-r Ot 


through 
H 3*U® 04 
11 37<U>1 Q| 
through 
11 £70001 07 


II 370CI77 01 
through 
II 37t*iu7 OS 
II 37(1)10 01 
through 
II £70010 04 
II £70139 01 
through 
II 370138 Cg 
U 370184 01 
through 
II 370IW 06 
11 370106 01 
through 
II 3701M 03 
ll *w060 oi 
through 
n 33& as 


n annuo <n 

through 
II £WM30 07 
II 300661 01 
thmueh 
II SOUS 03 
. II 3UU674 Ql 
through 
II S!*»74 08 
U 3U0G30 01 

H 39067a 01 
through 

H £00673 01 


. Town Manager, Town of 
Uiootue, N.Y. 


Town Manager. Town of Hamilton, 
Hampton, N.Y. 12K37. 

. Mayor. Village of North Hornetl. Vll- 
lagc Hat). W«t Maplewood Are., 
North llomrll, N.Y. I4MA 

, Village Manager. Village of Burke, 
Burke. N.Y. 17317. 

. Village Manager, Village of Chaleoa- 
gay. Chatronrny. nTY. I7»o. 

. Town 3'ainrgrr. Town of BroadalUn, 
Brr ttdalUfu N.Y. 13025. 

. Milage Manngrr, Village of Danna- 
rnoca. Dntinamom, N?Y IMS9. 

. Village Manager. Village o! Mows, 
Mooer". N.Y I3W*. 

. Villa™ Manager, Village of Forcet- 
vt|W\ Korr-irllle. N.Y. UOHL 

. Town Hoard, Town Hall, 134 Chau, 
lanqna Are. Village of Sherman, 
Lakewood. N Y 147*0. 

. Mayor. ViUcyc of IHnck River, Black 
lUvur, Nlr. 1X13. 

Town of Canton, 


North Carolina Office of Water and 
Air Hoourtn. Department. of 
Nalnral and Economic Kmourrea, 
1.0. Boa 771*7, Kaktgti, N O. 
77611 

North Carolina liuumrire Depart- 
merit, 1* 0. Boa 26387. liaieigh, 
N.C. 77611. 


Canton. N.Y. 

County CoimrhbJonera, Ccurthoosa 
Annex. A ’nnuuire County, Graham, 
N.C. 37363. 


»••• • do. • • 

MU .do. 

_do_ 

-do... 


Ohio Department of Natural Re- 
aourewa, Fountain Square, Cotun*- 
bua, Ohio 43224. 

Director of Intumnco, 8UU« of Ohio, 
Department at I nan ranee, lift Kaat 
R»< h St., Coturolms, Ohio 43215. 

.....do-I..... 


Chairman. Axhe County Boon! of 
romn-.toioner*. Aahe County. Ja#- 

trrwa, N.C.2WH0. 

Chairman, Avery Connty Board of 
Comrnbdrmerv, Courthnurr. Awry 
County. New land, N.C. 3*67. 

Chairman, Jnhmton County Com- 
mlaskMver*. Joiunton County. John- 
»lon. N.C. 

Chairman, raxqnotaflk County Man¬ 
ning Boerd. Karquotank f ounty, 
Eilrabnh City. N.C. mm. 

Chairman. County Conimbrioncra, 
Court home, |tattdol|»h County, 
Aahrboro. N.C. 2730* 

Mayor, Couniy Hardin, City 11 all, 
Ada. Ohio 4WTIC. 


Chairman. Plk© County Board of 
CociruMomm Coonhouar, County 
of Pike. Waverty. Ohio tMW. 
Mayor, County of Yiutoa, VinUm, 
Ohio No ZIP. 

Mayor, Oty Ilall, Couuly u( Wayne, 

Woync. Ohio 4M06 


. Village Manager. Village of 
Pain I, South Point. Ohio 45680 
. Village of Dublin. 129 South High St., 
Dublin, Ohio 43917. 


Do. 

Do. 

Do. 

Do. 

Da 

Da 

Da 

Da 

Da 

Da 

Do. 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Do. 

Da 

Da 


Da 

Da 

Da 

Da 

Da 

Do. 

Da 

Da 

Da 

Da 

Da 


k* 


A 


I* 
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RULES AND REGULATIONS 


2431 


8 tale 

County 

• 

e 

Pennsylvania... 

Tioga. 

Da_ 

Adams__ 


• 





Do. 

Allegheny. 

Do. 

Bedford. 

Do. 

.do. 

Do. 


Do. 

.do... 

Do.. 

.do—. 

Do.......... 

Blair.... 

Do.. 

Carbon...*... 

Da . 

Clearfield...*.*_ 

Do. 

Columbia 

Do... 

Crawford_ 

Do__ 

Cumberland. 

Do___ 

.do.. 

Do. 

_do ___ 

Do. 

Fayette .. 

Do. 

.do. 

Do..... 

.do... 

Do.. 

Frank Ua. 

Do. 

HunUngdoo-- 

Do.. 

Indiana. 

Do.......... 

... . . do .. a « . . .... . . . 

Do. 

.do. 

Do.... 

Juniata.. 


Mnp No. 


8UU mop repository 


Local mo repository 


Effective dale 
of IdnfiUQcnUoa 
of ar**ai which 
have special 
flood hazards 


FuIII ran. 
township ot 


Pranklin, 
township ot 

Blmhon. 
township ot 

Bradford Wood 
borough ot 

Colvmin, 
township of. 


Hopewell 
low nihli 


pot 


uricny. 

township ot 

Linrotn. 

towns!Up Ot 

Union, 

township of. 

Logan, 
township of. 


townsitlp ot 

Graham, 
township Ot 

Conyngham. 
township ot 

SpartAnsbttrc, 
torough ot 

Dickinson, 
township ot 

Penn, township ot 

Upper Frank ford, 
township ot 

German, town¬ 
ship of. 


Jefferson, 
township ot 

Sooth Union, 
township ot 


II 4211*8 01 
through 
H 4211*53 13 


II 421330 01 
through 
H 42l~<) IS 
II 421330 01 
through 
II 4212ft It 
II 421283 01.. 

IJ 421334 M 
through 
II 421334 IS 
li 421330 01 
through 
II 4213ft It 
11 421343 01 
through 
II 42134J 18 
U 421344 01 
through 
(I 421344 08 
it 421832 01 
through 
II 421*2 C/7 
Ii 421301 01 
through 
II 4?Ifc»l IS 
H 421464 01 
through 
H 421464 08 
II 421522 01 
through 
It 421522 13 
K 421610 01 
through 
If 421640 03 
11 421561 01. 

If 421589 01 
thrwtch 
II 421.VO 08 
H 421.V*t 01 
through 
II 421581 Of 
U 4215*0 01 
through 

n 42i6ss <nr 

U 421627 01 
through 
U 421027 01 

D 421029 01 
through 
II 421020 04 
II 421632 01 
through 
n 421637 or 


Department of Community Affairs. 
Common wealth of Pennsylvania, 
llamsbunr, Pa. 17120 
Penney 1 vanla Insurance Department, 

108 Finance .. ■ 

17120. 

.do.. 


i Bldg.. Harrisburg, I'a. 


Chulmum, Board of Supervisors, Do. 
Township of Bull! trait, Rural De- 
Uinry No. 3, ColumUa CroM 
Roods, Pa. 18014. 


.do._ 


.do._ 

.do.. 


.do.. 


..—do... 


__do.~ 


.do.. 

.do.... 


.do.. 

.do.. 


Guilford, 
township ot 

Lincoln 
township of. 

Brush Valley, 
township c t 


township of. 


towiuhlp of. 


If 4218SQ 01 
through 
II 42105*1 20 
U 4210U3 04 
through 
H 4216H3 08 
If 421710 01 
through 
If 421710 04 
If 421710 04 

through 

■ 

RMl to Whip of 

through 

_ H 421720 68 

U 4217a 01 
tlirough 

11 4217a 14 


**...do__ 


.do.. 
..do.. 
..do.. 
. .do.. 


, Chairman. Hoard of Supervisors, Do. 

Township of Franklin, Rural l>o- 
tlrery No. I, Omanna, Pa. 17353. 

. Chairman. iVaard of Supervisors, Do. 

Township of Blral>an, Rural I Nv 
Uvory No. 4, Gettysburg, Pa. 17323k 
. Mayor. Bradford Rd, Bradford Do. 
Wood*. Pa. 15015. 

. Chairman. Hoard of Supervisors, Do. 

Township of Coleraln, Rural De¬ 
ll very No. 4. Bedford. Pa. 1 5X2. 

Chairman, Hoard of Kuprrvlsars, Do. 

Rural Delivery No. 1, JlopowrJl, 

Chairman, Hoard of Supervisors, Do. 

Township of Liberty. Rural Do* 
livery, Boston, Pa 18673. 

. Chairman, Board of Supervisors, Do. 

Township of Lincoln, Rural De¬ 
livery No. I, Alum Hank. Pa 15521. 

. Chairman. Hoard of bupervisors. Do. 

Towns: Ip of Union. Rural Delivery 
1. lijjJrr. Pa. 16665. 

. Chairman. Board of Supervisors, Do. 

Township of Logon, Hand Delivery 
t, Bov iHJ, Altoona, Pa. 

. Chairman, Board of Bupervlsors, Do. 

Tow nship of Laumume, Rural D*. 
livery 2. U’eatlierty. Pi I823L 
. Chairman, Hoard of Supervisors, Do. 

Township of Graham, Rural De¬ 
livery I, Mott While, I'a. 

, Chairman. Board of Supervisors, Dow 

Township of Con vngiiam, 3453<18t., 
Wiiburton, Pa. 17SSS. 

ifoyor. Borough of Spartaiuburg. Do. 

fljmrtamlrorr, Pa. 16134. 

Chairman, Board of Supervisor*. Do. 

Towiuidp of Dieklnaon, Rural De¬ 
livery 6, Carl hie. Pa. 17011. 

Clxalmkan, Board of Su^rvlsors, Do. 

Townddp of Penn, Rural lbillv«iry 
1, Nsvnrllk* Pa. 17241. 

Chairman, Board of Supervisors, Do, 

Township of Upper Kiwi kf/»r»l. 

Rural Delivery h, NevrvUle, I»a. 

17341. 

, Chairman, Board of Supervisors, Do, 

Township of German, Rural I so¬ 
li very 1, Hoi 375. Mv-Ol land town. 

Pa. 1545ft. 

. Chairman. Hoard of Supervisors, Da. 

Township of Jefferson. Rural Dw- 
llvery I, Fa*etlr City, Pa. 1513ft. 

South Union Township Bldg.. Town- Do. 

ship of South Union, MunVIpwI 
Bldg.. Rural Delivery No. 2, Boa 
023, Unkmtown. Pa 16461. 

Chalnnan. Board of tsuprrvboni, Do. 

Township of Guilford, r.O. Bo* 

116, Marlon Pa. 17235. 

Chalnnan, Hoard of Supervisors, Do. 

Township of Lincoln, Bntriken, Pa. 

loess 

, Chairman, Board of Supervisors, Do. 

Township of Brush Valiev, Rural 
Delivery 4, Indians. Pa 15701. 

. Chalnnan, Board of Supervisors, Do. 

Tow midp «f Montgomery, Cherry 

Tree, Pa. 15724. 

, Chairman. Hoard of Supervisors, Do. 

Township of Pine. Rumi Delivery 
1, Harnesboro, Ps. 15714. 

. Chairman, Board of Hu(«irvl»ors, Do. 

Townsl Ip of Milford, Rural Do- 
livcry 2, Port Royal, Pa. 17**8. 
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RULES AND REGULATIONS 


FUU 


County 


Location 


Map Now 


Stole mop repository 


Local map repository 


FlTrrtlw date 

* 

of afro# which 
hare special 



• 

_ Lackawanna. 



1.. 

.... lAtusmti .. 


.do.... 

K . 

.... Pike.... 


.........do.___... 

k. 

.... BchuylkiH.. 

1 ... 

.... Snydor.„. 



• 

9 

Fell, township of.. 

H 421753 01 

_do. 

through 

11 421753 05 



Mellon. 

II 471755 01 

.do 

township ol 

Hun lit* ton, 
township of. 

through 

II 4.21755 07 

11 421522 01 

• -do 

tlurough 

II 421332 05 


Jarkeon. 
township of. 

11 421**) 01 

.do. 

through 

11 471880 00 


Tobyliarma, 

11 421807 01 

_do .. 

towmhip aL 

through 

It 42t»!f7 10 


Larkawntrn. 

11 42RltM 01 

.do . 

town Jnp of. 

UtOMldl 

11 4211105 24 


Lehman. 

11 4211)07 01 

. •—do.-.-.... 

township of. 

Utrougii 

11 42I1MJ7 15 


llrgtns. 

IJ 4220QH 01 

.do-^... 

township oL 

through 

U A 12 


Perry, 

II 422U98 01 

.do-. ( 

towiulHp of. 

tluough 

11 422038 0 0 



Do., 


Do. 


Do.. 


Do. 


Do. 


Do 


, Chairman, Hoard of Supervisors, 
Township of Felt. 721 Moos Are., 
Simplon, Hew IJM07. 

Chairman. Hoard of Fup<nr1rior\ 
Tow midp of Madison, Stale Route, 
Moeoow. 1'*. IS444 

IIumJngUMt Township Election 
Ifoa-e. Rural Dellvrry No. 3L Town¬ 
ship of Huntington, York bprtng*. 
I'd 17372. 

Chairman. Hoar-1 of Surervtsorv, 
ToanJtlp of Jockmn, Rural Do- 


Do.. fld wtnrt _... Birottuit, 

township of. 

DO_Tioga...Farmington, 

Uiwitihlp of. 

Do_ Washington--Don levy. 

borough o L 

Do.do.. Botnewt, 

loam&hipat 

Do..^_York_Carroll. 

towuehlp of. 

Do.......do___ Fhrnwlmry. 

township of. 

Do__ Cheater ParkentMuy. 

borough at 

Do..^.„.do___mronwn. 

borough of. 

Do_._Beam-Brighton. 

town whip of. 


HoinaWflOd, 

Nnqdi ■ 
New Bewkkjr, 


township c 


FllveMiUe. 
borough of. 


township oL 



O 422M6 01 
through 
II i'*XM 07 
11 422U>7 01 
through 
II 422007 II 
U 4ZEU3 01 

U 422154 01 
through 
11 4221M 11 
11 422210 01 
through 
11 422210 05 
U 422230 01 
through 
11 422230 t5 
II 422277 01 
through 
II 422277 13 
U 422287 01 
through 
11 4 2zy; <o 
II 422»» 01 
through 

n —— 


_do_... 


..do.. 

..do.. 


Ueery No. 3. Stroudsburg. Pa. I 

. Chairman. Board of RupenrLvir*, 
Town hip of Tohyliaana. Pocono 
l-inci. Pa. HOflO 

. Chair:,uui. Hoard Of BllpenrlNW*, 
Town hip of Laekaaoxeti. tltvatey. 
Pa. W42V. 

. Chairman. Hoard of Supervisor*, 
Town-hip ol Lehman, Rural Do¬ 
lt vary No. I, Burhklll. Pa. IR334. 

. Chairman. Hoard of Rupervl.ors, 
SOI Eal Mala SL, lUglut, Pa. 17U3&. 

. Chain nan. Hoard of fhipcrriujra, 
Towmhip of Perry. Rural Delivery 
Now 1. Mount Plrawnt Mil!*, Pa. 

pm 

Chairman. Hoanl of fiuprrvtiovw 
Township of Summit. Rural De¬ 
livery 3, Veventdale. Pa. 13552. 

Chairman, Hoard oi Mi|-rr*Lori, 
Rural* Delivery I, 'Hugo. Pa. 
1CLM0. 

. Mu)tjr, Hot 129, Dtudevy, Pa. 15433... 

. Chairman, Board of Fupervlsorg, 
Township of fomcraol. Rural Do- 
livery 1. Highly Four, IV 15330 

, Carroll Towiwhfp, Municipal Bldg., 
Rural Dc-’lvrry 2, Cheat nut Drove 
Hd. Dfltshurg, Pa. 17019. 

, Chairinan. Hoard of Supervisor*. 
Township of bhrewsbury, Rural 
Delivery 3. Glen Rock, Pa. 17327. 

. Mayor. 300 fclnifltiuig Ava. Parke*- 
bury. IV 1H365. 

. Mayor. Main St.. Klmsan, IV 1*520.. 


Do__Jeflrrson. 


Ferguron, 
to* Uship of. 


Rome, 
township of. 

Fouih Shenanga* 
township ol. 


township of. 


Clover, 
township of. 


D 422313 01 

H 422323 01 
through 
)( 422331 04 

U 422338 01.. 

n 422372 01 
through 
II 42237? CQ 
11 422380 01 
through 
II 422380 10 

1! 422305 01 
through 
II 4223u5 13 
H 4223W7 01 
through 
II 4229*7 03 
11 422432 OL. 


. .do... 

.do_ 


.do... 


-do„ 


n 42*442 01 
through 
» 423442 05 


-do.. 

do... 


Chairman. Hoard of Pnprrvtrarg, 
TowtvJup ol Brighton. 2410 Dutrh 
Rd.. Rural Dallvrry 1, Beaver, Pa. 
15000, 

Mayor, Dorough of Homewood, Rot 
52, Racine. Pa 15010. 

Chairman, Hoard of Fupervtfora 
Township of New Bewick ly, Rural 
I>eUvary L HochccUer, IV 15074. 

Mayor, SlrertUlr. IV 13932. 

Chairman. Hoard of fiupervtsora. 

Township of Monroe, Rural De¬ 
livery No. 1. Sligo. Pa 15255. 

. Chairman. Hoard of Buiwevtsara, 

Township of Ferguson, Rural De¬ 
ll very No. 2, CurwamviUe, Pa 

108J5. 

. Chairman, Hoard of fiupervtmea, 

Townahtpof Route. Rural Dattvory 
No. t. Centerville. IV 15404. 

Chairman, Board of Supcrrirors. 

Township of South if bmaiigo. Rural 
I 'etivrry No. LJaiDoOmin.1V 15134. 

Chairman. Hoanl of SunerWiorv, 

Township of Freeport, Rural Dw- 
tlvrr> No. 2, New Freeport, IV 

Chairman. Hoard of Bopervtsufa, 

Township of C lover. Rural De¬ 
livery No. I, Corsica, IV 15829. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Da 

Da 


Do. 

Da 


Da 

Da 

Da 

Do. 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Da 

Do. 

Da 

Da 
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2433 


SUte 

County 

Do.._ 


Do.. 

.... . 

. Lackawanna.. 

Do... 

Mercer.. 

Do_ 

.do.. 

Do. 

... • .do............. 

Do_ 

Somerset. 

Do. 

.do. —. 

Do. 


Do. 

.... .do 

Do.. 

.do ...... 

Do._.... 

.do..... 

Do. 

Washington. 

Do. 

_do _ T .. 

Do. 


Do. 

Wayne... 

Do.. 

York.. 

Do.. 

Greene.. 

Do. 

Chester... 

Do... 

.... .do__ 

Do... . 

Cambria. 

Rhode Ikliuni... 

Providence.. 


Map No. 


fiUte tuap repository 


Local map rcvotitary 


Do... Washington. 

South Carolina.. Aiken. 


Ringgold, 
tuwmhlp o t 


Jefferson, 
township of. 

Frndonla, 
borough of. 
Jackson C«nur, 
borough o L 

Jamratown. 

borough of. 
Add toon, 
tow life!ilp ot 

township ot 

Mhldlocraok, 
Urairhlp of. 

Mllfeird. 
too l ml tip of. 

Northampton, 
lowrinlup ot 

Btocvry crock, 
townahlpoL 

Klbworth. 
Unuugti of. 

Tlopowrll, (own* 
atrip of. 

South Frank tin, 
township Ot 

ItltMon, town* 
•hip of. 

Pawm Grove, 

borough of. 

Franklin, (own* 
Alp of. 

East town, town* 

Alp ot 

WV-t Fullowfteld, 
towuahfp of, 

Crtaeoo. 

towmhjpof. 

Cumberland, 
town ot 


New Sborcttfun, 
town of. 

Unincorporated 


tl 42344? 01 
through 
Tl 42H47 00 

H 422457 01 
throngh 
H 422457 II 
11 422477 01 

U 422470 01 
through 
H 47247V 09 
Ii 422451 01 

II 472501 01 
through 
II 472504 Ofl 

II 42250V 01 
through 
II 42254JU 04 
II 4225W 01 
through 
TT 4Till8 05 
11 422510 111 
through 
11 4725 j*i OS 

II 422520 01 
through 
H 472V?o OS 
Ii 422574 01 
throttrb 
II 422524 00 
II 472558 Q| 
through 
II 422553 02 
II 422560 (II 
thmogh 
II 422W4 00 
II 4Z5VH Ot 
throuph 
It 422503 00 
II 422507 01 
through 
n 422507 13 
II 422570 01 
through 
II 422570 (B 
If 472505 0) 
through 
n 472>i5 04 
II 422000 Ot 
through 
II 422000 04 
U 422602 01 
through 
II 42 JBXl 03 
B 427flnr* oi 
through 
II fjyriai 04 
n 440016 Ot 
through 
n 440014 m 


II 440005 01 
through 
H 44ir®» 06 
B 45(1107 01 
through 
n 450QQ2 70 


:_do.. 


•. • *»do... 

.do_ 

-do..., 

— .do.... 


_do... 

--do... 


do 

Jt. 


_do._ 

--do. 

_do_ 

.do — 

.do. 


. Chairman. Hoard of Supervisors, 
Towruhlp of Ringgold. Rural De¬ 
livery 4, Do* tW It, ruimulawfuiy, 

Ta 1576? 

. Chairmnu. Board of Supervisors, 
Township of Jeffenon, Rural De¬ 
livery 4. I nVr Art.d. I‘a. 1K430. 

. Major. I QUO 2d 8t., Krcdonia, Pa. 14124. 

. Mayor, Rural Doll very 2, Jurkcon 
CatJlur. Pa. 14133. 

. Ma>of, P.O. Hoi VI. Isuurnlown. Pa. 
10131. 

. Chairman. Hoard of FupcrvlMn, 
Rural Deli very I. Addison, la. 
(Mil. 

. Chairman, Hoard of Bupcrvlson. 
Rural PeUvrry I. Townthlp or 
Allegheny, Kalti opr. I*m. 1553*. 

. ChairTitan, Ikon! or bTuiJerviaorg. 
Townstlip of Mlddterrrek. Rural 
Delivery 3, I lock wood. Pa. 15537. 

. Chairman, Hoard of Ku per visor*. 
Town*hip of Milford. Rural Do* 
llvury 1, Rorkwoo'1. Pa. 16667. 
Chairman, Hoard of Supervisors, 
Tnwnvhlp of Northampton, Rural 
Delivery 1, Glencoe. Pa. 15643. 
Chairman, Hoard of Hupcrvisors. 
Township of Floneymek. Rural 
Delivery 1. Berlin, Pa. 133*0. 

Mayor. Borough or KHaworth. Ella* 
worth. Pa. 15331. 

Chairman, Hoard of Supervisor*. 
Rural Delivery I, Township uf 
IfotiewoU, Aval la, Pa- 15512 
. Chairman. Hoard of Supervisor*, 
Township of South Franklin, Rural 
Delivery 6, Washington, Pa. 15501. 
Chairman, Hoard of Supervisor*, 
Township of Leluinon, Rural Do¬ 
ll very 3, llonratUle. Pa. IM31. 

. Mayor, Fawn Grove. Pa. 17121. 


Chairman, Hoard of Fuivrvlsors, 
Towndup of Franklin. Rural !>•* 


.do._ 


hvrry 4, Wftjixaixi'*. f’a. 15307. 

-do..—- . — . Chairman, Hoard of Supervisor*, 

Township of Fit* town, Dot 06. 
Henry 11 , Pa. 10312. 

■do... . . Chairman, Hoard of Supervisor*, 

towniiUp nf Writ Follow Held, 

Cod trait vllfo, Pa. IU339. 

■.... Chairman, Howrl of Hepwvijon, 
lowurttip of Crwcion, 701 Portage 
. , . . . Rd., Crwewon. Pa. 16410. 

lL\uyUi Island Statewide Planning Chairman, town council, town of 
Program, 2W Melrose Ft, Provi- Cumberland, Ctimberfund. R.I, 
drnew, R.f. 03907. OiSdt 

Rhode Hand Itmmmoe I)|vi»ton, 

HW Weylmsacl 8L. Provldoora, R.I. 

02903, 

•-do....... President, town cnuorfl, town of New 

Bbotnbom, New Shorclmm. R.I. 


Calljouo... 


Do.. . 

Fonth Dakota... Potter_ 

Ti ntxaoco_Dyer... 


Do--Gibson..._ 

l>o.. Lauderdale... 

I>o.do. 

Do-Obion_ 


Cameron, town of. II 42X02 <0_ 

Unincorporated n 41005 01 
arms. Uirotiglt 

II 450045 19 

. Lebanon, town of. II 460004 01... 


Trimble, town of. II 170238 ot. 


8outh Carolina Resources, P.O, 
Drawer 164,700 Km Abbott Drive, 
C\vyer EC. ZXB3. 

South Cuolliiti Inuiraoew Depart¬ 
ment. 3711 Middleton g 8t.. CoTura* 
M», d.C. arts*. 


.do.. 


Medina, city or B 470225 01. 
. Clelra, town of..- II 47032 01 
. Henning, town of. II 470223 0! 

. Riven, dty of.II 47tfc3S 01 


. Scuth Dakota Planning Agency, 
State Capitol Hid*., I*lerr». S. Dak. 
67301. 

South Dakota Department of Irmtr* 
ai»ce. Iimirancc Rldg., Iterrn, 8. 
Dak. 67561 

. Tennewee State Planning Office, 660 
Capitol HtU Bldg.. Nashville. Twin. 
87716. 

Tvunaaaie Depertment of In-uranee A 
Ranking.. 114 State Office tildg., 
Nwdivillc, Tent*. 3TA19. 


.do_ 


Mayor, county of Aiken, Aiken, 8.C. 
WJM. 


Mayor, town of Cameron. P.O. Hoi 
Oil. Cameron. S.C. 39886. 
Chairman, county council, court* 
hoaw>. Gemgrtowu County, George¬ 
town, B.C. 16*43. 

Mayor, town of l^itaimn, dty hell, 
Lel omm, 8. Dak 67465. 


Meynr. CHy HaH. Town of Trimble, 
Trimble, Term. 8fc!5m 


Mayor. City flail. City or Mc«t!na, 
Medina. Tcnn. 35356. 

Mayor, Town llalL Tiwn of Galoa, 
(fates, T«ntn. 3tt07 

Mayor, Town Ball. Town at Hanning, 
limning, Tom. 3MH1. 

Mayor. City ITidl. City of Rlvee, 
Klvre, Tone. " 


Kffnctlvo date 
of ideitlineatimt 
of nrona whlrh 
have special 
flood hatards 


Do. 


Do. 

Do. 

Da 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Do. 

1)0. 

Do. 

Do. 

1M 


Do. 


Do. 

Do. 

Da. 

Do. 
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2 m 




fooni; 


Location 


Mop No. 


BtAUk map repository 


Loo*] map rejxodtorf 


Effective data 
of UVenUfleotlon 
of arm* which 
haTf apodal 
flood baurda 


Vermont_Dcimtofton^ 


I-andirroro, 
town of. 


U 509(7$ 01 


VknffntaL.Independent. 


WoNiinfUm..... ColumUa... 


Chariot tcsrllW, 
city oL 


It 500811 04 
I! M0083A. 01 
through 
U f.lOXBA 01 


Btarfeock, elly of.. II $3<Mlt 01. 


Wot Vltftaln... Boone......-Unlooocportfod 


Do.. 


Gilmer.. 


II *40007 04 
Ihroticb 
II 640007 84 


...do... n MOW 01 

through 
11 MWN 23 

...do.II MOtWOI 

Uirjugh 
H M0(M M 

_do.U MOttS 01 

tbr-Mi*)i 
It 510225 II 

.... Wayne..C«rt<lo. town of... II 14037 01 

through 
II &|03 Jt 03 

Wlocotwia. Dods*. Unincorporated II 500004 04 

areas. lhroujrh 

H *50004 03 


Do..Bummers...- 

Do..riramnta.... 

Do_ 


Mans«rinmt and Kncir*crln* Dirt* Town mamifrr, town of Londgroro, 
jiion. Water lte-vxm'nn Department. laudcror*, Vt 
Si tile Office llldc . Mnnlprlto. VL 
(Y4XC. 

Vermont Iruumru* Department, 

Kioto Office Bid*., Montpcllor, Vt. 


Do. ... 

.Chitte nden....... 

Wmtford. town of. IT SflttK tt 04 
through 

n aoKLO Cts 

;_do_ 

Do.... 


VTrsi Harm, 11 S0USP2 01 

town cL through 

It 500272 03 

--do- 

Do.... 


Newfarw, U S002M 04 

rm*rr of. 

*-...60 . 

Do.... 

.Windsor. 

I*rrk.lmrlUo, H 500296 91 

rUUce of. 

Charlotte. town of. II 50UT00 01 
through 

H sortoo in 

--do- 

Do.... 

...... Chittenden.. 

—... 

Do.... 


WoflUnorr, town of. H 500311 01 
Utrooch 

.do- 


Wrotford, Vl. 06464. 

Town Moiwurr. Town of Wont Haven, 
Weal Haven, Vu 

Chairman. Newton* Board of Select- 
mrn. NewSane, Vl 06345. 

_.. VUh»*o Maiuiyer, Village uf Perkin*- 

rifle, PorklmnrllleJ Vt. 05151. 

_Town Manager, Towu of C’diarVotte, 

Charlotte, Vt 06445. 

.. Town monitor, town of Waetiaora, 

Wertmoce.Vt. 06K74. 


Bureau of Water Control Maiuuferaent, 
State Water Control Hid*., 11 South 
10th St. Richmond. Va. 23216. 

Vlrvlnl* Inmmnoe Department. 200 
Rian too RH*.. 1* 0 Boa 1157, 
Richmond Va. '£LX*?. 

. Department of Ecology, Olympia, 
Wash. 65501. 

W’ashi tit tori Insurance Department, 
Insurance Bldf,, Olympia. Wash. 
'*sot. 

Office of Fedentl-BUlo Relation*, 
Room W. 115. Capitol Bid*., 
C ’harliwton, W/Va. 25306. 

West Vlnrlula Invunmce Department, 
State Capitol, Charleston, W. Va. 


Mayor, dty hall, city of Chariot tat- 
ville, Charlottesville, Va. 22902. 


City oouncfl, HtjMjf fllarbuok, ftlar- 


•... .do... ..*«•••......••••»• 


.....do»...... 


*. do....... 

..do.. 


both, Wash. 


County manager, county of Boons, 
Boons County. W. Va. 25180. 


, County court of Oltaur C’minty, 
county of GUroer. UlanvlUe, 
W Va. W»1 

. Bummer* county court, county of 
Bummers, Hinton, W. Va. 25061. 

, County rnnugrr. county of Plea#- 
ante. Plateau la County, W. Va. 

. Town Manager, Town of Cerndo, 
Ccrodo. wTVa. 25507. 


Department of Natural Rraourcws, Dodge County Cmuthouw. Dodge 
l\O. Bos 450, Madison, WU. 53701. County, Juneau, Wis- SW- 


Wisconsin Inamaor* Department. 211 
N. llawcU St., Madison. Wte. 63703. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do, 

Do. 


(National Flood Insurance Act of 1908 (title XIII of tho Housing and Urban Development Act of 1908). ©ffecUvo Jan. 38. 1909 (33 Fit 17804. 
Not. 28. 1968), 03 amended (seen. 408 -110. Pub. L. 01-182, Dec. 24. 1000). 42 OAC. 4001-4127; and Secretary■» delegation of authority to 
Federal Insurance Administrator. 34 FR 2680, Feb. 37, 1969) 


Issued: January 2.1975. 


J. Robert Hunter, 

Acting Federal Insurance Administrator . 


(FR Doc.75-003 Filed 1 10-76:8:45 am) 


Title 46—Shipping 

CHAPTER II—MARITIME ADMINISTRA¬ 
TION, DEPARTMENT OF COMMERCE 

SUBCHAPTER B—REGULATIONS AFFECTING 
MARITIME CARRIERS ANO RELATED ACTIVITIES 

PART 221—DOCUMENTATION, TRANS¬ 
FER OR CHARTER OF VESSELS 

Building of Certain Ve3sels for Foreign 
Account 

8cction 37 of the Shipping Act, 1918 
<40 Stot. 901, 46 U.6.C. 835) prohibits 
during a war or a national emergency 
proclaimed by the President, without the 
approval of the Secretary of Commerce, 
the building of vessels in a United Slates 
shipyard for foreign account and the 
departure from the United States of 
vessels constructed In whole or in part 
in a United 8tatcs shipyard, which have 


never been cleared for a foreign port, 
before they have been documented under 
the laws of the United 8tateo. On Decem¬ 
ber 29, 1972, the Assistant Secretary of 
Commerce for Maritime Affairs promul¬ 
gated a rule that granted blanket ap¬ 
proval with respect to such transactions. 
(40CFR 221.4 (37 FR28751 >.) Section 37 
of the Shipping Act. 1916, also prohibits 
certain other transactions without such 
approval, and the foregoing rule granted 
blanket approval with respect to some 
such transactions involving vessels hav¬ 
ing an overall length of 65 feet or less. On 
March 15. 1974, the Assistant Secretary 
withdrew all such blanket approval with 
respect to vessels that are or will be en¬ 
gaged In the fishing industry. <46 CFR 
221.4 <39 FR 10572).) The purpose of 
this amendment is to again grant such 


blanket approval with respect to the 
building of vessels in a United States 
shipyard for foreign account and the de¬ 
parture from the United States of vessels 
constructed in whole or in part in a 
United 8tatcs shipyard, which have 
never been cleared for a foreign port, 
before they have been documented under 
the law's of the United 8tates. 

It should be noted that this amend¬ 
ment to 46 CFR 221.4 is not retroactive. 
Thus, the blanket approval does not 
apply to any contract, agreement or 
understanding entered Into prior to 
January 1. 1975. to construct in a 
United States shipyard for foreign ac¬ 
count vessels that will be engaged in the 
fishing industry, or to vessels constructed 
by or under construction on said date. 
Such transactions will continue to be 
handled on a vessel-by-vessel basis. 
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Part 221. Title 46, Code of Federal 
Regulations, is amended by revising par¬ 
agraphs (o) and <d) of i 221.4 to read 
as follows: 

§221.4 Approval of certain transactions 
covered by section 37, Shipping Act, 
1916, as amended. 

• • • • • 

(c) The entrance into any contract, 
agreement or understanding to construct 
within the United States a vessel of any 
size for or to be delivered to a person 
not a citizen of the United States; and 
the transfer to or p4acing under foreign 
registry or flag of any such vessel; 

(d) The departure from any port of 
the United States of any vessel which 
was constructed In whole or in part 
within the United Slates, has not been 
documented under the laws of the 
United States, and has never been 
cleared for any foreign port. 

Effective date. January 1. 1975. 

(Sec. 43. snipping Act. 1016. as amended (46 
U.8.C. 841(a)). Reorganization Plans No. 21 
of 1050 <C4 8tat. 1273) and No. 7 of 1061 (75 
8tat 640) as amended by Pub. L 01-460 (48 
8tat. 840) as amended by Pub. L. 01-469 (84 
g&nlzatlon Order 10-8 (38 PR 10707, 

July 23. 1073)) 

Dated: January 8, 1975. 

By Order of the Assistant Secretary 
of Commerce for Maritime Affairs. 

James S. Dawson. Jr., 

Secretary. 

|FR Doc.75-1063 Filed 1-10 75;8:45 ami 

Title 47—Telecommunication 

CHAPTER I—FEDERAL 
COMMUNICATIONS COMMISSION 

PART 81—STATIONS ON LAND IN THE 

MARITIME SERVICES AND ALASKA- 

PUBLIC FIXED STATIONS 

Editorial Amendment 

1. By this order. It is Intended to 
clarify $ 81.303(a) of the rules, namely 
to restate in clearer form the type of 
duplication which will not be permitted 
by Class m-B Public Coast Stations 
operating on the same channel. 

2. Section 81.303(a) refers to service 
area determination using the methodol¬ 
ogy set forth in Subpart R of Part 81 of 
the rules and states that no duplication, 
thus computed, will be permitted. An ad¬ 
ditional criterion appears in f 81 811 re¬ 
garding the ratio of desired to undesircd 
signal strengths. The additional criterion 
In S 81.811 is likely to be overlooked by 
applicants. This criterion applies only 
to stations operating on the same chan¬ 
nel. Such stations must also satisfy all 
other requirements which apply to sta¬ 
tions not operating on the same channel. 
Accordingly, the language of f 81.811 will 
be added to 1 81.303(a) to clarify this 
matter. 

3. Authority for this amendment ap¬ 
pears in section 4(1) and 303<r) of the 
Communications Act of 1934, as 
amended, and In | 0 231(d) of the Com¬ 
mission's rules and regulations. Since 
the amendment is editorial in nature, in¬ 


tended merely to clarify the requirement 
and not to substantively alter It .the 
prior notice and effective date provisions 
of the Administrative Procedure Act, 5 
USC 553, do not apply. 

4. In view of the above, It is ordered. 
That the rule amendment set forth below 
shall be adopted effective January 17. 
1975. 

Adopted; December 30. 1974. 

Released: January 7. 1975. 

Federal Communications 
** Commission. 

[seal] R. D. Licthtwardt, 

Acting Executive Director. 

(Secs. 4. 303, 48 8UL, &> amended. 1066, 
1082; (47 U.B.C. 154. 303)) 

Part 81 of Chapter I of Title 47 of the 
Code of Federal Regulations is amended 
as follows: 

Section 81.303(a) of the rules is 
amended to read as follows: 

§81.303 Duplication of Service. 

(a) No duplication of service areas as 
determined by Subpart R of this part of 
the rules, will be permitted by Class m- 
B Public Coast stations operating on the 
same public correspondence channel. 
Within the .service area of a station, the 
ratio of desired to undesired co-channel 
signal strengths on public correspond¬ 
ence channels shall be at least 12dB. 


|FR Doc 75 1008 Filed 1-10-75:8:45 ami 


Title 49—Transportation 

CHAPTER I—DEPARTMENT OF 
TRANSPORTATION 

SUBCHAPTER A—HAZARDOUS MATERIALS 
REGULATIONS BOARD 

[Docket No. HM-1I1; Arndt. Nos. 171-28. 

173-90.174 25, 175-12, 177-32, 178-351 

RADIOACTIVE MATERIALS 
Miscellaneous Amendments 
Corrections 

In FR Doc. 74-30289 appearing at page 
45238 in the issue for Tuesday, Decem¬ 
ber 31. 1974, the following changes should 
be made: 

1. The words "December 31, 1975" 
should be inserted in the following 
places: 

(a) In i 173.394(a) (1) In the last sen¬ 
tence. on page 45241, In the third 
column; 

(b) In f 173.395(a) (1) In the last sen¬ 
tence. on page 45242, in the first column; 

(c) In fi 173.398(a)(4) Note 1 In the 
last sentence, on page 45244, in the first 
column; and 

(d) In ft 178.l03-3(c)(l> in the last 
sentence, on page 45246, in the middle 
column. 

2. In ft 173.396(f) (2) the first sentence, 
on page 45243, in the middle column, 
change roman numeral "II" to "in”; and 
delete tiie second line from the bottom. 

3. In § 178.34-4. on page 45245, the 
table appearing at the bottom of the 
page, under "Flange OJD." change "bolts" 
and "Inches" to "Inches" and "Centi¬ 
meters". 
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4. In $ 178.121-1 (c), on page 45250. In 
the third column, the tenth line down, 
the figures in parentheses should read 
"<0.2-lnch) 

5. In I 178.194—7, the Illustration at the 
top of the first column, on page 45253 
should be designated "(b) Spec. 20WC- 
5". 

6. The words "5 178.195-6 Typical as¬ 
sembly detail" which appear on page 
45253, the third column, the 14th line 
down, should appear in bold face type as 
the heading to the illustration which fol¬ 
lows immediately below. 


Title 45—Public Welfare 

CHAPTER II—SOCIAL AND REHABILITA¬ 
TION SERVICE (ASSISTANCE PRO¬ 
GRAMS). DEPARTMENT OF HEALTH, 

EDUCATION. AND WELFARE 

PART 233—COVERAGE AND CONDITIONS 

OF ELIGIBILITY IN PUBLIC ASSISTANCE 

PROGRAMS 

Community Work and Training Program; 

Reinstatement of Regulation 

On November 4. 1974, a notice was pub¬ 
lished In the Federal Register (39 FR 
38902 > revoking 45 CFR 233.140. which 
prohibited Federal financial participa¬ 
tion in payments for work performed 
(except in the Work Incentive Program 
and under the work experience and 
training programs authorized by title V 
of the Economic Opportunity Act) by 
recipients under the Aid to Families with 
Dependent Children (AFDC) program. 
The revocation was made effective im¬ 
mediately since it was considered to be a 
technical amendment to resolve confu¬ 
sion caused by the continued existence of 
the regulation after the decision In New 
York Department of Social Services v. 
Dublino, 413 U.S. 405 (1973). 

The Department is presently develop¬ 
ing a rule to establish criteria for state 
work programs consistent with Dublino 
and for Federal financial participation 
therein. When developed this rule will 
be published in proposed form in the 
Federal Register and public comment 
will be solicited. For that reason the De¬ 
partment hns decided to repeal the revo¬ 
cation and reinstate { 233.140 at this 
time. 

Effective date . The repeal of the revo¬ 
cation of 45 CFR 233.140 shall be 
effective as of November 4, 1974. 

Dated: January 9. 1975. 

Approved: 

Caspar W. Weinberger. 

Secretary . 

James S. Dwight, Jr., 
Administrator. Social and 
Rehabilitation Service. 

(PH Doc.75-1193 Filed l-!0-75;8:45 ami 


Titto 5—Administrative Personnel 

CHAPTER I—CIVIL SERVICE 
COMMISSION 

PART 213—EXCEPTED SERVICE 
Temporary Boards and Commissions 

Section 213.3199 Is amended to show 
that until August 15, 1975, all positions 
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on the staff of the Council on Wage and 
Price Stability arc excepted under 
Schedule A. 

Effective on publication in the Federal 
Register, J 2l3.3199(r> is added as set 
out below. 

§213.3199 Temporary board* nnd coim- 
ni batons* 

• • • • • 

<r) Council on Wage and Price Sta¬ 
bility. <1> Until August IB. 1975, all 
positions on the staff of the Council. 

(5 OM.C. sees. 3301. 3302; K.O. 10577. 3 CPU 
1054-68 Comp. p. 218) 


ISEM. I 


United States Civil Serv¬ 
ice Commission, 

James C. Spry. 

Executive Assistant to 
the Com missioners . 


[FR Doc.75-1167 Filed l-13-75;8:45 &m\ 


PART 294—AVAILABILITY Of 
OFFICIAL INFORMATION 

Subpart A—General Provisions 

Places Where Information May B* 
Obtained 

Due to reorganization of the Bureaus 
of Manpower Information Systems and 


Policies and Standards. 5 294.105 Is 
amended under the headings “Subject 
Matter" and “Bureau or Staff Office" by 
deleting "Official Personnel Folder. Bu¬ 
reau of Policies and Standards," and 
"Appeals. Bureau of Policies and Stand¬ 
ards," and adding the following: 

§294.105 [Anuodisl] 


(a) • • • 

Subject matter 


Basic personnel 
records and files. 

Appeals, statistics 
and copies of bar 
decisions. 

(5 use 552.1104) 


Bureau or staff 
office 


Bureau of Man¬ 
power, Informa¬ 
tion Systems, 
Bureau of Per¬ 
sonnel Manage¬ 
ment Evaluation. 


United States Civil Serv¬ 
ice Commission. 

[seal] James C. Spry. 

Executive Assistant 
to the Commissioners . 

(FR Doc.75-1037 Filed 1-10-75:8:46 ami 
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Thta section of the FEDERAL REGISTER contains notice* to the public of the proposed issuance of rules and regulations. The purpose of 
these notices is to five interested persons an opportunity to participate in the rule making prior to the adoption of the final rules. 


DEPARTMENT OF THE TREASURY 

Customs Service 

[ 19CFR Parts 4,152,174, and 177 ] 
ADMINISTRATIVE RUUNGS 

Proposed Revision Relating to Issuance of 
Administrative Rulings by Headquarters 
Office 

Notice is hereby given that under the 
authority of 5 U.8.C. 301. RS. 251. as 
amended <19 UJ3.C. 66). section 624, 46 
Stat. 759 <19 U.8.C. 1624), and 77A Stat. 
14 (General Head note 11, Tariff Sched¬ 
ules of the United States; 19 U.S.C. 
1202), it Is proposed to revise the Cus¬ 
toms Regulations to set forth in a new 
part. Part 177, provisions relating to the 
issuance of administrative rulings to im¬ 
porters and other interested persons by 
the Headquarters Office of the United 
States Customs Service. 

The provisions of proposed Part 177 
are intended to replace the administra¬ 
tive ruling procedures presently set forth 
In *4.80a<d> and *$152.14 and 153 15 
of the Customs Regulations <19 CFR 
4.80a(d). 152.14-15), which relate to the 
application of the coastwise laws and 
to tariff classification matters, respec¬ 
tively. It is proposed to amend * 4.80a 
<d). to delete *| 152.14 and 152.15, and to 
set forth In proposed Part 177 a uniform 
procedure under which rulings could be 
requested and Issued with respect to 
Customs transactions Involving these 
and other matters. The proposed provi¬ 
sions describe the situations in which a 
ruling will be Issued, the procedures to 
be followed in requesting a ruling, and 
the effect of a ruling when it is issued, 
and provide for the publication of sig¬ 
nificant rulings in the Customs Bulletin. 

To complement the proposed ruling 
procedures, proposed I 177.11 describes 
situations in which a Customs Service 
field office may request advice from the 
Headquarters Office to resolve questions 
arising In connection with a Customs 
transaction under consideration by the 
field office. Inasmuch as that section 
would permit the Headquarters Office to 
refuse to consider a request for such ad¬ 
vice when the questions presented can 
be raised by the importer or other 
interested party in the form of a protest 
filed under Part 174 of the Customs 
Regulations <19 CFR Part 174), it is pro¬ 
posed to amend * 174.24 by adding a new 
paragraph, <d). to list the allegation of 
such a refusal as one of the criteria for 
granting further review of a protest. 

The provisions of proposed Part 177 
are not Intended as a substitute for, and 
do not replace, the administrative rul¬ 
ings, determinations, or decisions which 


may be requested under procedures set 
forth elsewhere in the Customs Regula¬ 
tions, including those set forth In Part 
12 (relating to submissions of proof of 
admissibility of articles detained under 
section 307 of the Tariff Act of 1930 <19 
U.8.C. 1307)), Part 103 (relating to dis¬ 
closure of information in Customs files). 
Part 133 (relating to disputed claims of 
piratical copying of copyrighted matter). 
Subpart C of Part 162 (relating to deter¬ 
minations concerning the dutiable value 
of merchandise by Customs field offi¬ 
cers). Part 153 (relating to enforcement 
of the Antidumping Act. 1921. as 
amended). Part 159 (insofar as it relates 
to countervailing duties). Part 171 (re¬ 
lating to fines, penalties, and for¬ 
feitures) , Part 172 (relating to liquidated 
damages). Part 174 (relating to pro¬ 
tests) . and Part 175 (relating to petitions 
filed by American manufacturers, pro¬ 
ducers, or wholesalers, pursuant to sec¬ 
tion 516 of the Tariff Act of 1930. as 
amended (19 UJS.C. 1516)). In each of 
the cited areas, the applicable provisions 
for obtaining rulings, determinations, or 
decisions shall continue to be followed. 

Accordingly. It is proposed to amend 
Chapter I of title 19 of the Code of Fed¬ 
eral Regulations in the manner set forth 
below: 

PART 4—VESSELS IN FOREIGN AND 
DOMESTIC TRADES 

It is proposed to amend paragraph <d) 
of * 4.80a to read as follows: 

§ 4.80a Pn»ftcngcr» on foreign vrwcU 
taken on board and landed in the 
United .State*. 


(d) The owner or charterer of a for¬ 
eign vessel or any other interested party 
may request from Headquarters, United 
States Customs Service, an advisory rul¬ 
ing as to whether or not the primary 
objecC of a contemplated voyage would 
be considered to be coastwise transpor¬ 
tation In violation of 46 U.S.C. 289. Such 
a request shall be filed In accordance with 
the provisions of Part 177 of this chapter. 


PART 152—CLASSIFICATION AND 
APPRAISEMENT OF MERCHANDISE 

It Is proposed to amend Part 162 by 
deleting ** 152.14 and 152.15. and to 
amend the first sentence of 1152.16 to 
read as follows: 

£ 152.14-1S2.1S [ Deleted ] 

§ 152.16 Judicial change* in clarifica¬ 
tion. 

The following procedures apply to 
changes In classification made by deci¬ 
sion of either the United States Customs 
Court or the United States Court of Cus¬ 


toms and Patent Appeals, except to the 
extent otherwise provided in a ruling 
published In the Customs Bulletin pursu¬ 
ant to 1177.10(a) of this chapter: 


PART 174—PROTESTS 

It Is proposed to amend 9 174.24 by 
deleting the word “or”. which appears 
after paragraph (b), by deleting the 
period which appears after para¬ 

graph (e) and replacing it with a semi¬ 
colon C* 4 ;”) and the word M or*\ and by 
adding a new paragraph. (d>. to read as 
follow: 

g 174.21 Criteria for further review. 

• • • • • 

<d) Is alleged to Involve questions 
which the Headquarters Office. United 
States Customs Service, refused to con¬ 
sider in the form of a request for inter¬ 
nal advice pursuant to * 177.11(b) (5) of 
this chapter. 

It is proposed to add a new part. Part 
177—Administrative Rulings, to read as 
follows: 


PART 177—ADMINISTRATIVE RUUNGS 

See. 

177.0 Scope. 

177.1 General ruling practice and defini¬ 
tion*. 

177 2 Submission of ruling request*. 

177 3 Nonconforming request* for ruling* 
177.4 Oral discussion of Issue*. 

177.6 Chans* In statu* of transaction. 

177.6 Withdrawal of ruling requests. 

177.7 Situation* In which no ruling will be 

Issued. 

177.8 Issuance fif ruling*. 

177a Effect of ruling letters; modification 
or revocation. 

177.10 Publication of rulings. 

177.11 Requests for advice by field office* 

AcTHOimr: R4J. 251. as amended, sec. 624. 
48 8tat. 759. 77A 8tat. 14; <6 Ufl.C. 301). <19 
UBC. 66. 1202) (General Head note 11), 1824 

g 177.0 Scope. 

This part relates to the issuance of 
rulings to importers and other interested 
persons by the Headquarters Office of the 
United States Customs Service. It de¬ 
scribes the situations in which a ruling 
may be requested, the procedures to be 
following in requesting a ruling, the con¬ 
ditions under which a ruling will be is¬ 
sued, the effect of a ruling when it is 
issued, and the publication of rulings In 
the Customs Bulletin. The rulings issued 
under the provisions of this part will 
usually be prospective In application and. 
consequently, will usually not relate to 
specific matters or situations presently or 
previously under consideration by any 
Customs Service field office. Accordingly, 
the rulings requested under the provi¬ 
sions of this part should be distinguished 
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from the administrative rulings, determi¬ 
nations. or decisions which may be re¬ 
quested under procedures set forth else¬ 
where in Uiis chapter. Including, but not 
limited to. those set forth in Part 12 (re¬ 
lating to submissions of proof of admis¬ 
sibility of articles detained under section 
307 of the Tariff Act of 1930 (19 U.S.C. 
1307)), Part 103 (relating to disclosure of 
information in Customs flies). Part 133 
(relating to disputed claims of piratical 
copying of copyrighted matter). Subpart 
C of Part 152 (relating to determinations 
concerning the dutiable value of mer¬ 
chandise by Customs field officers). Part 
153 (relating to enforcement of the Anti¬ 
dumping Act, 1921, as amended). Part 
159 (insofar as it relates to countervail¬ 
ing duties). Part 171 (relating to flnes, 
penalties, and forfeitures). Part 172 
(relating to liquidated damages). Part 
174 (relating to protests), and Part 175 
(relating to petitions filed by American 
manufacturers, producers, or wholesalers 
pursuant to section 516 of the Tariff Act 
of 1930. os amended). Neither do the 
provisions of Part 177 apply to requests 
for decisions of an operational, admin¬ 
istrative, or investigative nature which 
are properly within the cognizance of a 
Customs Headquarters Office other than 
the Office ot Regulations and Rulings. 

§ 177.1 Cfnenil ruling practice and deft- 
nitiom. 

(a) The issuance of rulings general¬ 
ly —a) Prospective transactions. It is in 
the interest of the sound administration 
of the Customs and related laws that 
persons engaging in any transaction 
affected by those laws fully understand 
the consequences of that transaction 
prior to its consummation. For this rea¬ 
son, the Headquarters Office of the 
United States Customs Service will give 
full and careful consideration to written 
requests from importers or other inter¬ 
ested parties for rulings or information 
setting forth, with respect to a specifical¬ 
ly described Customs transaction, a 
definitive Interpretation of applicable 
lnw, or other appropriate Information. 
Generally, a ruling moy be requested un¬ 
der the provisions of this port only with 
respect to prospective transactions—that 
is. transactions which are not already 
pending before a Customs Service office 
by reason of arrival, entry, or otherwise. 

(2) Current or completed transac¬ 
tions —(1) Current transactions . A ques¬ 
tion arising in connection with a Customs 
transaction already before a Customs 
Service office will normally be resolved 
by that office in accordance with the 
principles and precedents previously 
announced by the Headquarters Office. 
If such a question cannot be resolved 
on the basis of clearly established rules 
set forth In the Customs and related 
laws, or in the regulations thereunder, 
or In applicable Treasury Decisions, rul¬ 
ings. opinions, or court decisions pub¬ 
lished In the Customs Bulletin, that 
office may be requested to forward the 
question to the Headquarters Office for 
consideration, as more fully described In 
5 177.11. 


(11) Completed transactions. A ques¬ 
tion arising in connection with an entry 
of merchandise which has been liqui¬ 
dated, or in connection with any other 
completed Customs transaction, may not 
be the subject of a ruling request. 

(b) Oral advice. The Customs Service 
will not issue rulings in response to oral 
requests, nor will Headquarters Office 
personnel ordinarily discuss a substan¬ 
tive Customs question prior to receiving 
a written request for a ruling. Oral 
opinions or advice of Customs Service 
personnel are not binding on the Cus¬ 
toms 8crvice. However, oral inquiries 
may be made to Customs Service offices 
regarding the types of transactions with 
respect to which the Headquarters Office 
will issue a ruling, regarding the scope 
of the ruling which may be issued, or 
regarding the procedures to be followed 
in submitting a ruling request, as de¬ 
scribed In this part. 

(c) Who may request a ruling. A rul¬ 
ing may be requested by any person who, 
as an importer or exporter ot merchan¬ 
dise. or otherwise, has a direct and 
demonstrable interest in the question or 
questions presented in the ruling request, 
or by the authorized agent of such per¬ 
son, A “person” in this context includes 
an Individual, corporation, partnership, 
association, or other entity or group. 

(d) Definitions. (1) A “ruling” is a 
written statement issued by the Head¬ 
quarters Office that Interprets and ap¬ 
plies the provisions of the Customs and 
related laws to a specific set of facts. A 
“ruling letter” is a riding tissued In re¬ 
sponse to a written request therefor and 
set forth in a letter addressed to the 
person making the request or his desig¬ 
nee. A “published” ruling is one which 
has been published in the Customs Bul¬ 
letin in sufficient detail to permit its 
application to other transactions. 

(2) An "information letter” is a writ¬ 
ten statement issued by the Headquarters 
Office that does no more than call atten¬ 
tion to a well-established interpretation 
or principle of Customs law. without ap¬ 
plying it to a particular set of facts. An 
Information letter may be Issued in re¬ 
sponse to a request for a ruling when 
(1) -the request suggests that general 
information, rather than a ruling, is ac¬ 
tually being sought. (11 > the request Is 
Incomplete or otherwise fulls to meet the 
requirements set forth in this part, or 
(t!i> the ruling requested cannot be is¬ 
sued for any other reason, and tiv) It to 
believed that general information may 
be of some benefit to the party making 
the request. 

(3) A “Customs transaction” Is an act 
or activity to which the Customs and 
related laws apply. A “prospective” Cus¬ 
toms transaction is one that is contem¬ 
plated or Is currently being undertaken 
and has not resulted In any arrival or 
the filing of any entry or other document, 
or in any other act to bring the transac- 
tioxi. or any part of it, under the Juris¬ 
diction of any Customs Service office. A 
“current” Customs transaction is one 
which is presently under consideration by 
a field office (port, district, or region) 


of the Customs Service. A “completed” 
Customs transaction Is one which has 
been acted upon by a Customs Service 
field office and with respect to which that 
office has issued a determination which 
is final in nature, but subject to appeal, 
petition, protest, or other review, as pro¬ 
vided in the applicable Customs laws and 
regulations. 

(4) An “authorized agent” is a person 
expressly authorized by a principal to 
act on his behalf. A ruling requested by 
on attorney or other person acting as an 
agent must include a statement describ¬ 
ing the authority under which the re¬ 
quest is made. With the exception of 
attorneys whose authority to represent Is 
known, any person appearing before the 
Customs Service as an agent in connec¬ 
tion with a ruling request may be re¬ 
quired to present evidence of Ids author¬ 
ity to represent the principal. The fore¬ 
going requirements will not apply to an 
individual representing his full-time 
employer, or to a bona-fide officer, di¬ 
rector. or other qualified representative 
of a corporation, association, or orga¬ 
nized group. 

<5) The term “Customs and related 
laws,” as generally used In tills part. In¬ 
cludes any provision of th© Tariff Act 
of 1930. as amended (including the Tariff 
Schedules of the United States), or the 
Customs Regulations, or any provision 
contained in other legislation (includ¬ 
ing the navigation laws), regulations, 
treaties, orders, proclamations, or other 
agreements administered by the Customs 
Service. 

(6) The term “Headquarters Office.” 
as used herein, means the Office of Regu¬ 
lations and Rulings at Headquarters, 
United States Customs Service. Wash¬ 
ington, D.C. 

§ 177.2 Submi^HMi of ruling rcqm^tc 

(a) Form . A request for a ruling should 
be In the form of a letter addressed to 
the Commissioner of Customs, Attention: 
Office of Regulations and Rulings. Wash¬ 
ington , D.C. 20229. The Division and 
Branch In the Office of Regulations and 
Rulings to which the request should be 
directed may also be indicated, if known. 

(b) Content —(1) Generally. Each re¬ 
quest for a ruling roust contain a com¬ 
plete statement of all relevant facts 
relating to the transaction. Such facts 
Include the names, addresses, and other 
Identifilng information of all Interested 
parties (if knoum): the name of the port 
or place at which any article involved In 
the transaction will arrive or be entered, 
or wlilch will otherwise have Jurisdiction 
with respect to the act or activity de¬ 
scribed in the transaction: and a descrip¬ 
tion of the transaction Itself, appropriate 
In detAll to the type of ruling requested. 

(2) Description of transaction —(I) 
Generally . The Customs transaction to 
which the ruling request relates must be 
described in sufficient detail to permit 
the proper application of relevant Cus¬ 
toms and related laws. 

(ii> Tariff classification rulings. If the 
transaction involves the importation of 
an article for which a ruling as to its 
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proper classification under the provisions 
of the Tariff Schedules of the United 
States is requested, the request for a 
ruling should include, a full and complete 
description of the article and. whenever 
germane to the proper classification of 
the article. Information as to the article's 
chief use in the United States, its com¬ 
mercial. common, or technical designa¬ 
tion. and, where the article is composed 
of two or more materials, the relative 
quantity (by weight and by volume) and 
value of each. The ruling request should 
also note the purchase price of the 
article, and its approximate selling price 
in the United States. 

(Ill) Valuation rulings. If the trans¬ 
action involves the valuation of an article 
for Customs purposes, the request for a 
ruling should include all of the informa¬ 
tion described in Subpart C of Part 152 
of this chapter, and. insofar as prac¬ 
ticable, the information which would be 
required on a Special Customs Invoice, as 
described in Subpart F of Part 141 of 
this chapter. The request should also 
describe the nature of the transaction 
(whether f.o.b./c.iX, ex-factory, or some 
other arrangement), the relationship (if 
any) of the parties, whether the trans¬ 
action was at arm's-length, whether 
there have been other sales of the same 
or similar merchandise in the country of 
exportation, whether an agency rela¬ 
tionship exists, or any other informa¬ 
tion relevant to a determination under 
section 402 or 402a of the Tariff Act of 
1930. as amended (19 U.8.C. 1401a. 1402 >. 

(iv) Carrier rulings. If the transaction 
involves a vessel, the request for a ruling 
should include information relating to 
place of build and nationality of regis¬ 
tration and, if to be used in waters under 
the Jurisdiction of the United States, the 
exact place or places of intended use. if 
known. If the request for a ruling in¬ 
volves a determination as to whether or 
not the primary object of a contemplated 
voyage would be considered to be coast¬ 
wise transportation in violation of 46 
U.S.C. 289 (see J 4.80a of this chapter), 
the request should completely identify 
the voyage, including the proposed time 
of arrival at and departure from every 
port on the itinerary and any coordina¬ 
tion of the voyage with special events at 
coastwise ports, and should be accom¬ 
panied by samples, if available, of 
brochures, advertising, and other in¬ 
formation that may be relevant to a 
determination of the primary object of 
the proposed voyage. 

(3) Samples. Each request for a ruling 
regarding the status of an article under 
any Customs or related law affecting the 
importation or arrival of that article 
should be accompanied by photographs, 
drawings, or other pictorial representa¬ 
tions of the article and. whenever pos¬ 
sible. by a sample article, unless a pre¬ 
cise description of the article is not 
essential to the ruling requested. Any 
article consisting of materials in chemi¬ 
cal or physical combination for which a 
laboratory analysis has been prepared by 
or for the manufacturer should include 
a copy of that analysis. A sample sub¬ 


mitted in connection with a request for 
a ruling becomes a part of the Customs 
Service file in the matter and will be 
retained until the ruling is issued or the 
ruling request is otherwise disposed of. 
If the return of the sample is desired, the 
ruling request should so state and should 
specify the desired means of return. A 
sample should only be submitted with 
the understanding that all or a part of it 
may be damaged or consumed in the 
course of examination, testing, analysis, 
or other actions undertaken in connec¬ 
tion with the ruling request 

(4) Related documents. If the ques¬ 
tion or questions presented in the ruling 
request directly relate to matters set 
forth In any invoice, contract agree¬ 
ment, or other document, a copy of the 
document must be submitted with the 
request (Original documents should not 
be submitted Inasmuch as any docu¬ 
ments or exhibits furnished with the 
ruling request become a part of the 
Customs Service file in the matter and 
cannot be returned.) The relevant facts 
reflected in any documents submitted, 
and an explanation of their bearing on 
the question or questions presented, must 
be expressly set forth in the ruling re¬ 
quest. 

(5) Prior or current transactions. Each 
request for a ruling must state whether, 
to the knowledge of the person submit¬ 
ting the request, the same transaction, or 
one identical to it, has ever been con¬ 
sidered. or is currently being considered 
by any Customs Service office or whether, 
to the knowledge of the person submit¬ 
ting the request, the issues involved have 
ever been considered, or are currently 
being considered, by the United States 
Customs Court, the United States Court 
of Customs and Patent Appeals, or any 
court of appeal therefrom. Where the 
transaction described in the ruling re¬ 
quest Is but one of a series of similar 
and related transactions, that fact must 
also be stated. 

(6) Statement of position. If the re¬ 
quest for a ruling asks that a particular 
determination or conclusion be reached 
in the ruling, a statement must be in¬ 
cluded in the request setting forth the 
basis for that determination or conclu¬ 
sion. together with a citation of all rele¬ 
vant supporting authority. 

(c) Signing; instructions as to reply. 
The request for a ruling must be signed 
by a person authorized to make the re¬ 
quest. as described in $ 177.1(c). A rul¬ 
ing requested by a principal or author¬ 
ized agent may direct that the ruling 
letter be addressed to the other. 

<d) Requests for immediate considera¬ 
tion. The Headquarters Office will nor¬ 
mally process requests for rulings in the 
order they are received and as expedi¬ 
tiously as possible. However, a request 
that a particular matter be given con¬ 
sideration ahead of Its regular order, If 
made in writing at the time the request 
Is submitted, or subsequent thereto, and 
showing a clear need for such treatment, 
will be given consideration as the par¬ 
ticular circumstances warrant and per¬ 
mit. Requests for special consideration 


made by telegram will be treated In the 
same manner as requests made by let¬ 
ter, but rulings will not ordinarily be 
issued by telegram. In no event can any 
assurance be given that a particular re¬ 
quest for a ruling will be acted upon by 
the time requested. However, upon re¬ 
quest and where a clear need is shown 
for such action, a collect telephone call 
will be made to advise that the ruling 
has been Issued and Is being mailed. 

§ 177.3 Norn-on forming n-q»ir»l- for 
ruling*. 

A person submitting a request for a 
ruling that does not comply with all of 
the provisions of this part will be so 
notified in writing, and the requirements 
that have not been met will be pointed 
out. Such person wOl be given a period 
of 30 dnys from the date of the notice 
(or such longer period as the notice 
may provide) to supply any additional 
information that is requested or to other¬ 
wise conform the ruling request to the 
requirements referred to In the notice. 
The Customs Service file with respect to 
ruling requests which arc not brought 
into compliance with the provisions of 
this part within the period of time al¬ 
lowed will be administratively closed and 
the request removed from active con¬ 
sideration until such time as the defi¬ 
ciencies cited In the notice arc corrected 
A request for a ruling that is removed 
from active consideration by reason of 
falling to comply with the provisions of 
this part may be treated as withdrawn 

§ 177.4 Oral diicaMton of i*4uc*. 

(a) Generally . A person submitting a 
request for a ruling and desiring an op¬ 
portunity to orally discuss the issue or 
issues Involved should indicate that 
desire in writing at the time the ruling 
request is filed. Such a discussion will 
only be scheduled when, in the opinion 
of the Headquarters Office personnel by 
whom the ruling request is under con¬ 
sideration. a conference will be helpful 
in deciding the issue or issues involved 
or when a determination or conclusion 
contrary to that advocated in the rul¬ 
ing request is contemplated. Conferences 
are scheduled for the purpose of afford¬ 
ing the parties an opportunity to freely 
and openly discuss the matters set forth 
in the ruling request. Accordingly, the 
parties will not be bound bv any argu¬ 
ment or position advocated or agreed 
to. expressly or by implication, during 
the conference unless either party sub¬ 
sequently agrees to be so bound In writ¬ 
ing. No ruling will be issued at the 
conclusion of the conference. 

(b) Time, place, and number of con¬ 
ferences. If a request for a conference is 
granted, the person making the request 
will be notified of the time and place of 
the conference. Except under highly un¬ 
usual circumstances, the conference will 
be held at the Headquarters Office of 
the United States Customs Service in 
Washington, D.C. No more than one con¬ 
ference with respect to the matters set 
forth in a ruling request will be sched¬ 
uled unless, in the opinion of the Head¬ 
quarters Office personnel by whom the 
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ruling request Is under consideration, 
additional conferences are necessary. 

<c> Representation. A persou whose 
request for a conference lias been granted 
may be accompanied at that conference 
by counsel or other representatives, or 
may designate such persons to attend 
the conference In his place 

<d> Additional information presented 
at conferences. It will be the responsi¬ 
bility of the person submitting the re¬ 
quest for a ruling to provide for inclusion 
in the Customs Service file in the matter 
a written record setting forth any and ail 
additional Information, documents, and 
exhibits Introduced during the confer¬ 
ence to the extent that person considers 
such material relevant to the considera¬ 
tion of the ruling request by the Head¬ 
quarters Office. 

§ 177.5 Change in «t*tm of transaction. 

Each person submitting a request for a 
ruling in connection with a Customs 
transaction shall immediately advise the 
Headquarters Office In writing of any 
change in the status of that transaction, 
os defined In l 177. l*d> (3). In particular, 
the Headquarters Office must be advised 
when any transaction described in the 
ruling request as prospective becomes 
current and under the jurisdiction of any 
Customs Service field office In addition, 
any person engaged in a Customs trans¬ 
action coming under the Jurisdiction of a 
Customs Service field office and having 
previously requested a ruling with re¬ 
spect to that transaction shall advise the 
field office of that fact. The field office 
will normally withhold action with re¬ 
spect to any transaction for which a 
ruling has previously been requested 
pending the disposition of the ruling re¬ 
quest by the Headquarters Office. 

§ 177.6 Withdrawn! of ruling rrqnnU. 

Any request for a ruling may be with¬ 
drawn by the person submitting It at any 
time prior to the Issuance of a ruling 
letter or any other final disposition of the 
request by the Headquarters Office. All 
correspondence, documents, and exhibits 
submitted in connection with the request 
will be retained in the Customs Service 
file and will not be returned. In addition, 
the Headquarters Office may forward to 
Customs Service field offices which have 
or may have Jurisdiction over the trans¬ 
action to which the ruling request re¬ 
lates, its. views in regard to the transac¬ 
tion or the issues involved therein, as well 
as appropriate information derived from 
materials in the Customs 8crvice flic. 

§ 177.7 Situation* in which no ruling 
will be i*»ucd. 

<a) Generally. Ho ruling win be issued 
in response to a request for a ruling 
which fails to comply with the provisions 
of this part. Moreover, no ruling will be 
issued with regard to transactions or 
questions which arc essentially hypo¬ 
thetical In nature or in any Instance 
In which It appears contrary to the sound 
administration of the Customs and re¬ 
lated laws to do so. No ruling letter will 
be issued in regard to a completed trans¬ 
action. 


<b) Pending litigation in the United 
States Customs Court. No ruling will be 
issued with respect to any issue which 
is pending before the United States Cus¬ 
toms Court, the United States Court of 
Customs and Patent Appeals, or any 
court of appeal therefrom. Litigation be¬ 
fore any oilier court will not preclude 
the issuance of a ruling, provided neither 
the Customs Service nor any of its officers 
or agents Is named as a defendant. 

8 177.8 I**»ti:«nec of ruling*. 

fa) Ruling letters —<1> Generally. The 
Headquarters Office will endeavor to is¬ 
sue a ruling letter setting forth its de¬ 
terminations with respect to a specifi¬ 
cally-described Customs transaction 
whenever a request lor such & ruling is 
submitted in accordance with the pro¬ 
visions of this part and it Is in the in¬ 
terest of the sound Administration of 
the Customs and related laws to do so. 
Otherwise, a request lor a ruling will 
be answered by an information letter or. 
in those situations In which general In¬ 
formation is likely to be of little or no 
value, by a letter stating that no ruling 
can be issued. 

(2) Submission of ruling letters to field 
offices. Any person engaging in & Cus¬ 
toms transaction with respect to which 
a ruling has been Issued by the Head¬ 
quarters Office shall ascertain that a 
copy of the ruling letter is attached to 
the documents filed in connection with 
that transaction with the appropriate 
Customs Service field office. A copy of 
any ruling letter received after the filing 
of such documents shall be forwarded 
Immediately to the appropriate Customs 
Service field office. 

<3> Disclosure of ruling letters. The 
person to whom the ruling letter is ad¬ 
dressed. or any other person having an 
interest in the transaction to which the 
ruling letter relates, shall have a period 
of fifteen (15) calendar days from the 
date of the ruling letter to notify the 
Headquarters Office, in writing, of any 
port of the ruling letter which is privi¬ 
leged or confidential in nature and ex¬ 
empt from disclosure by law. 8uch 
notification must dearly identify the 
part or parts claimed to be privileged or 
confidential and the reasons therefor. 
Including the citation of the statutory 
authority under which exemption from 
disclosure is claimed. Any part or parts 
of the ruling letter which the Commis¬ 
sioner of Customs, pursuant to notifica¬ 
tion, determines to be privileged or con¬ 
fidential shall be treated as exempt from 
disclosure. Otherwise, copies of ruling 
letters issued by the Headquarters Office 
may be inspected and copied, upon re¬ 
quest, at the Headquarters Office. 

<b> Other rulings. The Headquarters 
Office may from time to time issue other 
rulings with respect to issues or trans¬ 
actions described or suggested by re¬ 
quests for rulings submitted under the 
provisions of this part, or with respect 
to issues or transactions otherwise 
brought to its attention. These rulings, 
which arc statements of the official posi¬ 
tion of the Customs Service which are 


likely to be of widespread Interest and 
application, are published in the Cus¬ 
toms Bulletin, as described in $ 177.10. 

§ 177.9 Effect of ruling letter*; modifi¬ 
cation or revocation, 

(a) Effect of ruling letters generally. 
A ruling letter Issued by the Headquar¬ 
ters Office under the provisions of this 
part represents the official position of the 
Customs Service with respect to the par¬ 
ticular transaction or Issue described 
therein and Is binding on all Customs 
Service personnel In accordance with the 
provisions of this section until modified 
or revoked. In the absence of a subse¬ 
quent change of practice or other modifi¬ 
cation or revocation which affects the 
principle of the ruling set forth in the 
ruling letter, that principle may be cited 
as authority in the dispositon of trans¬ 
actions Involving the same circum¬ 
stances. 

(b) Application of rulings to trans¬ 
actions —(1) Generally. Each ruling let¬ 
ter is issued on the assumption that all of 
the information furnished In connection 
with the ruling request and incorporated 
in the ruling letter, either directly, by 
reference, or by Implication, Is accurate 
and complete In every material respect. 
The application of a ruling letter by a 
Customs Service field office to the trans¬ 
action to which It is purported to relate 
is subject to the verification of the facts 
incorporated in the ruling letter, a com¬ 
parison of the transaction described 
therein to the actual transaction, and 
the satisfaction of any conditions on 
which the ruling was based. If. in the 
opinion of any Customs 8crvice field 
office by whom the transaction is under 
consideration or review, the ruling let¬ 
ter should be modified or revoked, the 
findings and recommendations of that 
office will be forwarded to the Headquar¬ 
ters Office for consideration prior to any 
final disposition with respect to the 
transaction by that office. Otherwise, if 
the transaction described in the ruling 
letter and the actual transaction are the 
same, and any and all conditions set 
forth in the ruling letter have been 
satisfied, the ruling will be applied to 
the transaction. 

(2) Tariff classification rulings. Each 
ruling letter setting forth the proper 
classification of an article under the 
provisions of the Tariff Schedules of the 
United States will be applied only with 
respect to transactions involving articles 
Identical to the sample submitted with 
the ruling request or to articles whose 
description Is Identical to the descrip¬ 
tion set forth in the ruling letter. 

(3) Valuation rulings . Each ruling 
letter setting forth the proper valuation 
of an article under the provisions of sec¬ 
tion 402 or 402a of the Tariff Act of 
1030. as amended (10UB.C. 1401a, 1402), 
will be applied only with respect to trans¬ 
actions involving the same merchandise 
and like facts. 

(4; Carrier rulings. Each ruling letter 
setting forth the applicability of the 
navigation laws to a vessel will be ap¬ 
plied only with respect to transactions 
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involving operations Identical to those 
set forth in the ruling letter. Each ruling 
letter setting forth a determination as to 
whether or not the primary object of a 
contemplated voyage Is coastwise trans¬ 
portation in violation of 48 U.S.C. 289 
will be binding on the United States 
Customs Service with respect to any 
transaction identical to the facts and 
circumstances described in the ruling 
request and undertaken in reliance on 
the ruling letter. 

(c) Reliance on ruling Idlers by 
others. A ruling letter Is subject to mod¬ 
ification or revocation without notice to 
any person, except the person to whom 
the letter was addressed. Accordingly, no 
other person should rely on the ruling 
letter or assume that the principles of 
that ruling will be applied in connection 
with any transaction other than the one 
described in the letter. However, any 
person eligible to request a ruling under 
section 177.1(c) may request Informa¬ 
tion as to whether a previously-Issued 
ruling letter has been modified or re¬ 
voked by writing the Commissioner of 
Customs, Attention: Office of Regula¬ 
tions and Rulings. Washington. D.C. 
20229. and either enclosing a copy of the 
ruling letter or furnishing other infor¬ 
mation sufficient to permit the ruling 
letter In question to be identified. 

<cL> Modification or revocation oj rul¬ 
ing letters —(1) Generally. Any ruling 
found to be in error or not In accordance 
with the current views of the Customs 
Service may be modified or revoked. 
Modification or revocation of a ruling 
letter shall be effected by giving notice 
to the person to whom the ruling letter 
was addressed and. where circumstances 
warrant, by the publication of a notice 
or other statement in the Customs 
Bulletin. 

(2) Effect of modification or reloca¬ 
tion of ruling letters. The modification or 
revocation of a ruling will not be applied 
retroactively with respect to the person 
to whom the ruling was issued, or to any 
person directly involved in the transac¬ 
tion to which that ruling related, pro¬ 
vided (1) The request for a ruling con¬ 
tained no misstatement or omission of 
material facts. 

(ii) The facts subsequently developed 
are not materially different from the 
facts on which the ruling was based. 

(Hi) There has been no change in the 
applicable law. 

(Iv) The ruling was originally issued 
with respect to a prospective transaction, 
and 

(v) All of the parties involved in the 
transaction acted in good faith in reli¬ 
ance upon the ruling and retroactive 
modification or revocation would be to 
their detriment. 

Nothing in tills subparagraph will pro¬ 
hibit the retroactive modification or rev¬ 
ocation of a ruling with respect to a 
transaction which was not prospective at 
the time the ruling was issued, inasmuch 
os such a transaction was not entered 
into in reliance on a ruling from the 
Headquarters Office. 


§ 177.10 IHiblicstion of ruling*. 

fa) Generally. Whenever it Is deter¬ 
mined that a ruling with regard to the 
issues Involved In a particular transac¬ 
tion or with regard to any other matter 
brought to the attention of the Head¬ 
quarters Office, will affect a substantial 
volume of imports or transactions or ts 
otherwise of general interest or Impor¬ 
tance. the ruling will be published in the 
Customs Bulletin. 

<b) Rulings regarding a rate of duty 
or charge. Any ruling regarding a rate of 
duty or charge and published in the Cus¬ 
toms Bulletin will be deemed to create 
an established and uniform practice 
within the meaning of section 315fd) of 
the Tariff Act of 1930. as amended <19 
U.S.C. 1315(d)). A published ruling may 
result In a change of practice. It may 
limit the application of a court decision. 
It may otherwise modify an earlier ruling 
with respect to the classification or 
valuation of an article or any other ac¬ 
tion found to he in error or no longer in 
accordance with the current views of the 
Customs Service, or It may revoke a 
previously-published ruling or a pre¬ 
viously-issued ruling letter No ruling 
published under the provisions of this 
section will have the effect of changing 
either an earlier published ruling or a 
practice established by other means by 
imposing a higher rate of duty op an 
article unless the earlier ruling or prac¬ 
tice has been determined to be clearly 
wrong. 

<c) Changes of practice or position. 
Cl) Before the publication of a ruling 
which has the effect of changing a prac¬ 
tice and which results In the assessment 
of a higher rate of duty, notice that the 
practice (or prior ruling on which the 
practice U based) U under review will be 
published in the Federal Register and 
interested parties given an opportunity 
to make written submissions with respect 
to the correctness of the contemplated 
change. This procedure will also be fol¬ 
lowed when the contemplated change of 
practice wfll result in the assessment of 
a lower rate of duty and the Headquar¬ 
ters Office determines that the matter 
is of sufficient Importance to involve the 
interests of domestic Industry. No ad¬ 
vance notice will be provided with respect 
to rulings which result in a change of 
practice but no change in the rate of 
duty. 

(2) Before the publication of a ruling 
which has the effect of changing a posi¬ 
tion of the Customs Service and which 
results in a restriction or prohibition, 
notice that the position (or prior ruling 
on which the position is based) is under 
review will be published in the Federal 
Register and Interested parties given an 
opportunity to make written submissions 
with respect to the correctness of the 
contemplated change. This procedure 
will also be followed when the change 
of position will result in a holding that 
an activity is not restricted or prohibited 
and the Headquarters Office determines 
that the matter is of sufficient impor¬ 
tance to involve the interests of the gen¬ 
eral public. 


(d) Limiting rulings. A published 
ruling may limit the application of a 
court decision to the specific article un¬ 
der litigation, or to an article of a spe¬ 
cific class or kind of such merchandise, 
or to the particular circumstances which 
were tiie subject of the litigation. 

<e) Effective, dates. Except as other¬ 
wise provided for in the ruling itself, 
all rulings published under the pro¬ 
visions of this part shall be applied im¬ 
mediately. If the ruling involves mer¬ 
chandise. it will be applicable to all un¬ 
liquidated entries, except that a change 
of practice icsulting in the assessment 
of a higher rate of duty or Increased 
duties shall be effective only as to mer¬ 
chandise entered for consumption or 
withdrawn from warehouse for con¬ 
sumption on or after the 90th day after 
publication of the change In the Customs 
Bulletin. 

§ 177.11 RrcpmU for mdri cr by field 

offices* 

(a) Generally. Advice or guidance as 
to the interpretation or proper applica¬ 
tion of the Customs and related laws with 
respect to a specific Customs transaction 
may be requested by Customs Service 
field offices from the Headquarters Of¬ 
fice at any time, whether the transaction 
Is prospective, current, or completed. Ad¬ 
vice as to the proper application of the 
Custom* and related Itwb to a current 
transaction will be sought by a Customs 
Service field office whenever that office Is 
requested to do so, pursuant to para¬ 
graph (b) of this section, by an importer 
or other person having on interest In the 
transaction. Advice or guidance will be 
furnished by the Headquarters Office ns 
a means of assisting Customs personnel 
In the orderly processing of Customs 
transactions under consideration by 
them and to insure the consistent ap¬ 
plication of the Customs and related laws 
in the several Customs districts Requests 
for advice received by the Headquarters 
Office will be processed as expeditiously 
os possible. 

(b> Certain current transactions — 
(1) When a ruling has been issued —(!) 
Requests by lield offices. If the Head¬ 
quarters Office has issued a ruling letter 
with respect to a particular Customs 
transaction and the Customs Service 
field offire havtng jurisdiction over that 
transaction feels that the ruling should 
be modified or revoked, the field office 
will forward to the Headquarters Office, 
pursuant to 1177.9(b) (1). a request that 
the ruling be reconsidered. The field of¬ 
fice will notify the Importer or other 
person to whom the ruling letter was Is¬ 
sued. In writing, that it has requested 
the Headquarters Office to reconsider 
the ruling. 

(1!) Requests by importers and others. 
If the Importer or other person to whom 
a ruling letter Is Issued disagrees with 
the Customs Service field office having 
Jurisdiction over the transection to which 
the ruling relates as to the proper ap¬ 
plication of the ruling to the trans¬ 
action. the field office will, upon receipt 
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of a written request submitted in accord¬ 
ance with the procedure set forth Jn sub¬ 
paragraph (3) of this paragraph, request 
advice from the Headquarters Office as 
to the proper application of the ruling to 
the transaction. 

(2) When no rulinig has been issued. 
Internal advice will be sought by a Cus¬ 
toms Service field offlre with respect to a 
current transaction for which no ruling 
was requested or issued under the pro¬ 
visions of this part whenever a difference 
of opinion exists as to the interpretation 
or proper application of the Customs 
and related laws to the transaction, and 
the field office is requested to seek such 
advice by an importer or other person 
who would have been entitled, under 
ft 177.1(c), to request a ruling with re¬ 
spect to the transaction, while prospec¬ 
tive. The request must be submitted to 
the field office in writing and in accord¬ 
ance with the provisions of subparagraph 

(3) of this paragraph. 

(3) Form o/ request by importers and 
others. An importer or other person re¬ 
questing that a Customs Service field 
office seek advice from the Headquarters 
Office must make such a request, in 
writing, to the field office having Juris¬ 
diction over the transaction in question. 
The request shall contain a complete 
statment setting forth a description of 
the transaction, the specific questions 
presented, the applicable law. and an 
argument for the conclusions advocated. 
The statement must also specify whether, 
to the knowledge of the person submit¬ 
ting the statement, the same transac¬ 
tion. or one identical to It, has ever been 
considered, or Is currently being con¬ 
sidered, by any Customs Service office. In 
addition, the statement should indicate 
at which port or ports of entry identical 
or substantially idenlcal merchandise has 
been entered. 

(4) Review of requests by importers 
and others. All requests submitted by im - 
and others. All requests submitted by 
importers and other persons under sub- 
paragraph (S) of this paragraph, will be 
reviewed by the field office to which they 
are submitted. In the event a difference 
of opinion exists os to the description of 
the transaction or as to the point or 
points at issue, the person submitting 
the request will be so advised in w r rlting. 
If agreement cannot be reached, both 
the statements of the person submitting 
the request and the field office will be 
forwarded to the Headquarters Office for 
consideration. 

(5) Refusal by Headquarters Office to 
furnish advice. The Headquarters Office 
may refuse to consider the questions 
presented to It in the form of a request 
for internal advice whenever <1) the 
Headquarters Office determines that the 
period of time necessary to give adequate 
consideration to the questions presented 
would result in a withholding of action 
with respect to the transaction, or in uny 
other situation, that is inconsistent with 
the sound administration of the Customs 
and related laws, and (11) the questions 
presented can subsequently be raised by 
the Importer or other interested party In 
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the form of a protest filed In accordance 
with the provisions of Part 174 of this 
chapter. 

(6) Effect of advice received from the 
Headquarters Office. Advice furnished by 
the Headquarters Office in response to a 
request therefor represents the official 
position of the Customs Service as to the 
application of the Customs laws to the 
facts of a specific transaction. If the field 
office believes that the advice furnished 
by the Headquarters Office should be re¬ 
considered, it shall promptly request such 
reconsideration. Otherwise, the advice 
furnished by the Headquarters Office will 
be applied by the field office in its disposi¬ 
tion of the Customs transaction in ques¬ 
tion. 

(7) Publication. Whenever advice is¬ 
sued by the Headquarters Office is likely 
to affect a substantial volume of imports 
or transactions or Is otherwise of general 
interest or importance, such advice will 
be published in the form of a ruling in 
the Customs Bulletin, as described in 
S 177.10. 

Data, views, or arguments with respect 
to the foregoing proposals may be ad¬ 
dressed to the Commisisoner of Customs, 
Attention: Regulations Division. Wash¬ 
ington. D.C. 20229. To Insure considera¬ 
tion of such communications, they must 
be received not later than March 14, 
1975. 

Written material or suggestions sub¬ 
mitted will be available for public In¬ 
spection in accordance with section 103.8 
(b) of the Customs Regulations <19 CFR 
103.8(b)), at the Regulations Division, 
Headquarters, United States Customs 
Service, Washington. D.C., during reg¬ 
ular business hours. 

t seal 1 Leonard Lehman, 

Acting Commissioner of Customs. 

Approved: December 1, 1974. 

DAvro R. Macdonald, 

Assistant Secretary 
of the Treasury. 

|FR Doc.75-1079 Filed 1-10-75;8:45 tm] 

DEPARTMENT OF STATE 

Agency for International Development 
[ 22 CFR Part 212 ] 

FREEDOM OF INFORMATION FEES 
Notice of Proposed Rule Making 

The Agency for International Develop¬ 
ment (A ID.) Is considering an amend¬ 
ment to Part 12 of the A.I.D. Regulations 
that would revise the schedule of fees 
under the Freedom of Information Act, 
as amended (5 United States Code sec¬ 
tion 652). 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments 
os they may desire. Communications 
should be submitted in triplicate to the 
Assistant General Counsel for Manage¬ 
ment and Administration; Agency for 
International Development. Washington, 
D.C. 20523. All communications received 
on or before February 10. 1975. will be 
considered before action is taken on the 


proposed amendment. No public hearing 
will be held. The proposal contained In 
this notice may be changed In the light 
of the comments received. 

Comments received will be available 
for examination in the public reading 
room. Room 4943, Department of State 
Building. 21st and Virginia Ave., NW.. 
Washington, D.C. 

Tho present schedule of fees for serv¬ 
ices performed in response to requests for 
records under the Freedom of Informa¬ 
tion Act Is at $ 212.35 of part 212 of Title 
22 of the Code of Federal Regulations 
for the Agency for International Devel¬ 
opment. The proposed schedule of fees 
will apply to any request for records 
under the Freedom of Information Act to 
the Agency for International Develop¬ 
ment and its bureaus, offices, and mis¬ 
sions wherever located. 

8ectlon 212.35 of Title 22 of the Code 
of Federal Regulations is proposed to bo 
revised to read as follows: 

§212.35 Srlinlulf of few «n«l ntrtliod 
of payment for service* rendered, 

(a> The following specific fees shall 
be applicable with respect to services 
rendered to members of the public under 
this part: 

(1) Searching for records, per hour, after 
Qm hour. 49.00 

(2) Copies made by photostat or otherwise 
(per page). 4.10. (Maximum of 2 copies will 
he provided.) 

(3) Duplication of architectural photo¬ 
graphs and drawings, 42.00. 

(b> When no specific fee has been es¬ 
tablished for a service, for example, when 
the search involves computer time or spe¬ 
cial travel, transportation, or communi¬ 
cations costs, the Director. Office of Pub¬ 
lic Affairs is authorized to determine the 
direct costs of the service and Incltido 
such costs in the fees chargeable under 
this section. 

(c> Where It Is anticipated that the 
foes chargeable under this section will 
amount to more than $25. and the re¬ 
quester has not indicated In advance hla 
willingness to pay fees as high as are 
anticipated, the requester shall be 
promptly notified of the amount of the 
anticipated fee or such portion thereof 
as can readily be estimated. In appro¬ 
priate cases an advance deposit may be 
required. The notice or request for an 
advance deposit shall extend an offer to 
the requester to confer with knowledge¬ 
able Agency personnel In an attempt 
to reformulate the request In a manner 
which will reduce the fees and meet the 
needs of the requester. Dispatch of such 
a notice or request sliall suspend tho 
running of the period for response by 
the Agency until a reply is received 
from the requester. 

(d) Search costs are due and payable 
even if the record which was requested 
cannot be located after all reasonable 
efforts or If the Agency determines that 
a record which has been requested but 
which is exempt from disclosure under 
this part is to be withheld. 

(e) Fees must be paid In full prior to 
Issuance of requested copies. 
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If) Remittances shall be in the form 
cither of a personal check or bank draft 
drawn on a bank in the United States, a 
postal money order, or cash. Remittances 
Fh'ih be made payable to the order of the 
Treasurer of the United States and 
mailed to the Director. Freedom of In¬ 
formation Staff. Office of Public Affairs. 
Agency for International Development, 
Washington. D.C. 20523 The Agency will 
assume no responsibility for cash which 
is lost In the mall. 

(g) A receipt for fees p» id will be given 
only upon request. Refund of fees paid 
for services actually rendered will not 
be made. 

(h) The Director, Office of Public Af¬ 
fairs. or an officer designated by the Di¬ 
rector may waive all or part of any fee 
provided for in this section when the 
Director or the designated officer deems 
It to be In cither the Agency's interest 
or in the general public's interest. 

William L Parks, 
Acting Assistant Administrator 
Bureau of Program and Man- 
age merit Services. 

January 9.1975. 

|FB Doc.75-1209 Piled 1-10 75;9:25 am] 


Office of the Secretary 
[ 22 CFR Part G ] 

(Docket No. SD- 110 J 
FREEDOM OF INFORMATION FEES 
Notice of Proposed Rule Making 

The Department of State is consider¬ 
ing an amendment to Part 6 of Chapter 
I of the Code of Fedetal Regulations thal 
would revise regulations concerning the 
schedule of fees and method of payment 
for service^ rendered under the Freedom 
of Information Act, as emended (5 U.8.C. 
552). 

Interested persons may participate In 
the proposed rule making by submitting 
such written data, views, or arguments 
as they may desire. Communications 
should be submitted in triplicate to the 
Assistant Legal Adviser for Management. 
Room 5423, Department of State. Warh- 
Ington. D.C. 29520. A11 communications 
received on or before February 12. 1975, 
will be considered before action 1$ taken 
on the proposed amendment. No public 
hearing will be held. The proposal con¬ 
tained in this notice may be changed In 
the light of the comments received. 

Comments received will be available 
for examination in the public reading 
room of the Department of 8tnte. 2201 
C Street, NW., Washington DC. 

The present schedule of fees for serv¬ 
ices performed in response to requests 
for records under the Freedom of Infor¬ 
mation Act Is at 4 6.8 of Part 6, Title 22, 
of the Code of Federal Regulations for 
the Department of State. The proposed 
schedule of fees will apply to any request 
for records under the Freedom of Infor¬ 
mation Act to the Department of State 
and its bureaus, offices, posts and agen¬ 
cies, wherever located. 


Sc tlon 6.8 of Title 22 of the Code 
of Federal Regulations is proposed to 
be revised to read as follows: 

§ 6.11 Schedule of fee* and mrthod of 
payment for icrvkes rendered. 

(a) The following specific fees shall 
be applicable with respect to services 
rendered to members of the public under 
this part: 


(1) Searching for record*, per hour or 

fraction thereof.....--— 55.00 

(2) Other facultative services and 

Index assistance — minimum 
charfp. per hour or fraction 
thereof__5.00 

(3) Copies mide by photostat or 

otherwise (per page) (maximum 

of 5 c pies will be provided)-- 10 

(4) Certification of each record as a 

true copy___.....—-1.00 

(5) Certification of each record as a 

true copy, under official seal.... 1 50 

(6) For each slrned statement of neg¬ 

ative result of search for rec¬ 
ord __—..... 1-00 

(7) For each signed statement of noa- 

avallability of record—no fee_ 

(8) Duplication of architectural pho¬ 

tographs and drawing*.. 2 00 


(b) If records requested under this 
part arc stored elsewhere than the head¬ 
quarters of the Department of State at 
2201 C Street. NW., Washington. D.C„ 
the special costs of returning such rec¬ 
ords to the headquarters for review will 
be added to the search costs. Search costs 
are due and payable even if the record 
whl:h was requested cannot be located 
after all reasonable efforts have been 
made, or If (lie Department determines 
that a record which has been requested, 
but which Is exempt from disclosure 
under this part, is to be withheld. 

to) Where It is anticipated that the 
fees chargeable under this section will 
amount to more than $25. and the re¬ 
quester has not Indicated In advance his 
willingness to ray fees as high as are 
anticipated, the requester shall be 
promptly notified of the amount of the 
anticipated fee or nuch portion thereof 
as can readily be estimated In appropri¬ 
ate cases, an advance deposit may be re¬ 
quired. The notice or request for an ad¬ 
vance deposit shall extend an offer to 
the requester to confer with knowledge¬ 
able Departmental personnel in an at¬ 
tempt to reformulate the request In a 
manner which will reduce the fees and 
me*t the needs of the requester Dispatch 
of such a notice or request shall suspend 
th running of the period for response by 
the Department until a reply Is received 
from the requester. 

td> The Assistant Secretary of State 
for Public Affairs, or an officer desig¬ 
nated by the Assistant Secretary, may 
waive all or part of any fee provided for 
in this section when the Assistant Secre¬ 
tory or the designated officer considers 
it appropriate to do so. 

<e) Fees for services performed other 
than under this part, as described In 
(6.2(b), will be charged in accordance 
with Parts 21 and 22 of this chapter. 

(f) When no specific fee lias been es¬ 
tablished for a service, or the request for 


a service does not fall under one of the 
above categories due to the amount or 
size or type thereof, the Assistant Secre¬ 
tary for Public Affairs is authorized to 
establish an appropriate fee. pursuant to 
tho criteria established in Bureau of 
Budget Circular No. A-25, entitled "User 
Charges." 

(g) Fees must be paid in full prior to 
issuance of requested copies. 

(h) Remittances shall be in the form 
cither of a personal check or bank draft 
drawn on a bank in the United States, a 
postal money order, or cash. Remittances 
shall be made payable to the order of 
the Treasurer of the United States and 
mailed to the Director, Freedom of In¬ 
formation Staff, Bureau of Public Affairs, 
Department of 8tate. Washington, D.C. 
20520. The Department will assume no 
responsibility for cash which is lost in 
the mall. 

(I) A receipt for fees paid will be 
given only upon request. Refund of foes 
paid for services actually rendered will 
not be made. 

(J) Notwithstanding the foregoing, 
materials may be furnished without 
charge to foreign government*, other 
governmental agencies or unit*, non¬ 
profit educa' ion>1 organization*, or any 
other applicant whenever the Assistant 
Secretary for Public Affairs determines 
that such action would further the per¬ 
formance of the functions of the Depart¬ 
ment of State. 

This revision is proposed under the 
authority of 5 UB.C. 552 as amended by 
Public Law 93-502. 

For the Secretary of State. 

isKALl L. Dr :an Brown, 

Deputy Under Secretary 

for Management. 

January 7, 1975. 

(FR Doc.75 9M Fflod 1-3-78.12:28 pm] 

DEPARTMENT OF JUSTICE 

Office of the Attorney General 
f 28CTRPartlG] 
lOrder No. 568-75] 

FEES FOR PRODUCTION OR DISCLOSURE 
OF INFORMATION 

Notice or Propore J Rulemaking 

The Department of Justice is consider¬ 
ing amendments to the fee regulations 
for requests raide under the Freedom of 
Information Act, contained in 28 CFR 
16 9. These regulations will apply to the 
entire Justice Department. The Immi¬ 
gration and Naturalization Service, 
which has separate regulations regard¬ 
ing requests for information, will In¬ 
clude in it* own regulations the Justice 
Department fee regulations for Freedom 
of Information Act requests. Other fees 
charged by the Immigration and Nat¬ 
uralization Service wiU continue to be 
separately covered In their regulation*. 

Tlie present Justice Department fee 
regulations were promulgated under tlve 
user fee statute, 31 UB.C. 483a, which 
contemplates that services provided by 
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PROPOSED RULES 


the government be self-sustaining. Sec¬ 
tion 1(b)(2) of Pub. L. 93-502. 88 Stat. 
1561, amends the Freedom of Informa¬ 
tion Act (5 UJ3.C. 552) to provide for re¬ 
covery of only direct costs of search and 
duplication, by means of reasonable 
standard charges. 

The Department's proposed changes 
eliminate charges for monitoring inspec¬ 
tions by a requester, eliminate charges 
for time spent in deleting exempt ma¬ 
terial, and revise charges for search and 
duplication to reflect direct costs only. 
The proposed clerical search charges 
approximately reflect the salary of a GS- 

3. step 5 employee. The proposed fees 
for non-clerical searches approximately 
reflect the salary of a 03-11, step 5 em¬ 
ployee. These levels of personnel are 
considered to be the average levels which 
will be utilized. In the proposed rules 
the fees for computer costs, presently 
described in general terms only, arc 
specified by dollar amounts for the 
specific services provided, reflecting the 
cost to the Department of such services. 
In anticipation of possible requests for 
audio material, charges are proposed for 
copies of recordings. Also, a paragraph 
Is added to allow a charge for unantici¬ 
pated types of services or material pro¬ 
vided In response to requests. 

In order to protect the public from 
Incurring unexpected costs, the proposed 
rules provide that where fees in excess 
of $25 are anticipated, and the requester 
has not indicated his willingness to ac¬ 
cept these costs, the request will not be 
deemed received until the requester is 
notified of the anticipated costs and 
agrees to bear them. Such notification 
will be given as quickly as possible, and 
in any event a notification giving the best 
estimate then available shall be trans¬ 
mitted within 5 working days. 

The present regulations provide that 
an advance deposit may be reqi^red In 
appropriate cases. The proposed regula¬ 
tions make this provision more specific 
by authorizing an advance deposit 
whenever the fees exceed $25 or the re¬ 
quester has failed to pay a fee previously 
Imposed under this section. 

A few changes of a technical nature 
are also included In the proposed rules. 
Fees for attestation and certification 
services, which are not services required 
pursuant to the Freedom of Information 
Act. are nevertheless retained in this sec¬ 
tion for the convenience of the public. 
Fees for such services are based upon the 
user fee statute. 

Interested persons may participate in 
the proposed rulemaking by submitting 
written comments to the Office of Legal 
Counsel. Department of Justice, Room 
5214, Washington, D.C. 20530, no later 
than February 12. 1975. Arrangements 
to inspect copies of the written com¬ 
ments may be mode by calling the Office 
of Robert Saloschin, Chairman, Freedom 
of Information Committee, Department 
of Justice, at (202) 739-2069. No hearing 
is contemplated. 

Therefore, pursuant to the authority 
vested in the Attorney General by 5 
U S.C. 301 and 5 U.8.C. 552 as amended 


by Pub. L. 93-502. 88 Stnt. 1561, it Is pro¬ 
posed to amend Part 16 of Title 28 of the 
Code of Federal Regulations by amend¬ 
ing 9 16.9 as set forth below. 

PART 16—PRODUCTION OR DISCLOSURE 
OF MATERIAL OR INFORMATION 

g 16.9 l AntcndiMl] 

1. By revising the first sentence in 
paragraph (a) to read as follows: 

(a) When charged. Fees pursuant to 
31 UJS.C. 483a and 5 U.8.C. 552 shall be 
charged according to the schedules con¬ 
tained In paragraph (b) of this section 
for services rendered In responding to 
requests for Justice Department records 
under this subpart unless the official of 
the Department making the Initial or 
appeal decision determines that such 
charges, or a portion thereof, are not In 
the public interest. • • • 

2. By substituting "$1.00" for "$1.25” 
in paragraph (b)(2). 

3. By revoking and reserving para¬ 
graph (b> (3). " 

4. By substituting “$2.00" for "$3.75" 
In paragraph (b> (6>. 

5. By deleting the word "ordinarily” 
In the second sentence of paragraph 

(b)(7). 

6. By deleting the third and fourth 
sentences of paragraph (b)(7). 

7. By amending and revising para¬ 
graph (b)(8) to reed as follows: 

(8) Computerized Records. 

(1) Computer time charges (Includes 
personnel cost ). 

1. Central processor charge per hour. #188.00 


2. Main storage charge per 1,000 

by tea per hour.*.-- .50 

3. Channel charges per hour_... .74 

4. Card reading per 1.000 cards- . 20 

8. Printing per 1.000 lines- .43 

6. Card punching per 1.000 oards- 10. 76 

7. Tape mount_...__ .50 

8. 8peclflc device chargee: 

a. IBM 2260 Cathode ray tube or 

equivalent per hour...._- 4. 20 

b IBM 3330 Disk storage or 

equivalent per hour........ 80.72 

O. IBM 2314 Disk storage or 

equivalent per hour_ 30. 72 

d. IBM 3420 Tape Drive or equiva¬ 
lent per hour---- 44. 50 

(U) Material charges. 

1. One-part paper per 1,000--$11.00 

2. Tvro-parl paper per 1,000- 17.63 

3. Three-part paper per 1,000--— 2B.95 

4. Four-part paper per 1.000_..... 37.52 

5. Five-part paper per 1,000-.... 50.83 

8. Stock Hollerith cards per 1,000_ 1.78 

7. Magnetic tape per reel-.... 0. 50 

8. Disk pack, each_....__ 775.00 


8. By Inserting after paragraph (b) 
(8), two new paragraphs (b> (9) and (b) 
(10) as follows: 

(9) Tape recordings and other audio 
records. 

<i> Personnel charges. Personnel 
charges In connection with the duplica¬ 
tion of audio records shall be charged 
in accordance with paragraph tb><2> or 
(b)(6) of this section, whichever Is 
appropriate. • 

(li) Material charges. 

1. 45 minute cassette-#0.56 

2. 60 minute cassette_ . 60 

3. 90 minute cassette_.... .77 


(10) Other charges. When a response 
to a request requires services or materials 
other than the common ones described 
In paragraphs (b)(1) through (b)(9) of 
this section, the direct cost of such serv¬ 
ices or materials to the government may 
be charged, but only if the requester has 
been notified of such cost before it is 
incurred. 

9. By amending and revising para¬ 
graph (c) to read as follows: 

(c) Notice of anticipated fees in excess 
o/ $2S. Where it Is anticipated that the 
fees chargeable under this section will 
amount to more than $25. and the re¬ 
quester has not indicated in advance his 
willingness to pay fees as high as are 
anticipated, the requester shall be noti¬ 
fied of the amount of the anticipated foe 
or such portion thereof as can readily 
be estimated. In such cases, a request 
will not be deemed to have been received 
until the requester is notified of the 
anticipated cost and agrees to bear it. 
Such a notification shall be transmitted 
as soon as possible, but in any event 
within five working days, giving the best 
estimate then available. The notification 
shall offer the requester the opportunity 
to confer with Department personnel 
with the object of reformulating the 
request so as to meet his needs at lower 
cost. 

10. By deleting the word "Treasury” 
in paragraph (d) and Inserting in its 
place the word "Treasurer". 

11. By inserting after paragraph (d> 
a new paragraph (e) as follows: 

(e) Advance deposit. 

(l) Where the anticipated fee charge¬ 
able under this section exceeds $25. an 
advance deposit of 25% of the antici¬ 
pated fee or $25, whichever is greater, 
may be required. 

(11) Where a requester has previously 
failed to pay a fee under this section, 
an advance deposit of the full amount 
of the anticipated fee may be required. 

12. By adding a new paragraph (f) as 
follows: 

(f) Other services. Nothing in this 
section shall be construed to entitle any 
person, as of right, to any services or 
materials to which such person is not 
entitled under 5 UJS.C. 552. 

Dated: January 8.1975. 

Laurence H. Silbermaw, 
Acting Attorney General. 

IFR Doc.75-1005 Filed 1-10-75:8:45 am) 


DEPARTMENT OF THE INTERIOR 
Fish and Wildlife Service 
[ 50 CFR Part 21 ] 

CAPTIVE-REARED MIGRATORY 
WATERFOWL 

Extension of Comment Period 

In FR Doc. 74-24314 appearing on 
pages 37199 through 37204, In the issue 
of October 18. 1974, notice was given 
that written comments on the proposed 
marking regulations received on or be¬ 
fore December 17, 1974, would be con¬ 
sidered. 
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Upon consideration, notice is hereby 
given that the comment period is ex¬ 
tended. All relevant comments received 
on or before February 22. 1975, will be 
considered In the formulation of the 
final regulations concerning permanent 
marking for the identification of captive- 
reared migratory waterfowl. 

Dated: January 8.1975. 

Lynn A. Greenwalt. 

Director, 

Fish and Wildlife Service . 

|FR Doc.75-1014 Plied 1-10-75:8:45 am 1 


DEPARTMENT OF COMMERCE 
Maritime Administration 
[ 46 CFR Part 263 ] 
CONSERVATIVE DIVIDEND POLICY 
Amended Notice of Proposed Rulemaking 

In FR Doc. 74-29337, appearing in the 
Federal Register on December 17. 1974 
(39 FR 43634) notice was given of a pro¬ 
posal to amend Part 283 of Title 46 of 
the Code of Federal Regulations so as 
to require that financing lease trans¬ 
actions be taken Into account In estab¬ 
lishing an operator s dividend policy un¬ 
der 46 CFR Part 283. 

Said notice Invited interested parties 
to submit comments, in triplicate, to the 
Secretary, Maritime Subsidy Board. 
Washington. D.C. 20230. on or before 
January 14.1975. The date of January 14. 
1975 is hereby extended to close of busi¬ 
ness on January 28,1975. 

<8ce FR Doc. 74-29337 (30 FR 43634) ) 

By Order of the Maritime Subsidy 
Board. 

Dated: January 7.1975. 

James S. Dawson, Jr., 
Secretary. 

(FR Doc.75-1064 Piled 1-10-75:8:45 ami 


DEPARTMENT OF 
TRANSPORTATION 
Federal Aviation Administration 
[ 14 CFR Part 49] 

(Docket No. 14236; Notice 75-1J 
NOTICE OF UEN 
Proposed Recording Requirements 

The Federal Aviation Administration 
Is considering amending Part 49 of the 
Federal Aviation Regulations to specifi¬ 
cally prescribe the requirements for re¬ 
cording a notice of lien with the FAA Air¬ 
craft Registry. 

Interested persons are Invited to par¬ 
ticipate in the making of the proposed 
rule by submitting such written data, 
views, or arguments as they may desire. 
Communications should identify the reg¬ 
ulatory docket or notice number and be 
submitted in duplicate to: Federal Avia¬ 
tion Administration, Office of the Chief 
Counsel, Attention: Rules Docket, AGC- 
24, 800 Independence Avenue, 6W., 
Washington, D.C. 20591. All communica¬ 
tions received on or before February 28. 
1975, will be considered by the Adminis¬ 


trator before taking action on the pro¬ 
posed rule. The proposal contained in this 
notice may be changed in light of com¬ 
ments received. All comments submitted 
will be available, both before and after 
the closing date for comments, in the 
Rules Docket for examination by inter¬ 
ested persons. 

Under section 503(a)(1) of the Fed¬ 
eral Aviation Act of 1958, the Federal 
Aviation Administration has established 
and maintains a system for recording any 
conveyance which affects title to. or any 
interest in. any civil aircraft of the 
United States. 8ection 101(17) of the 
Act defines a conveyance to include any 
‘Instrument affecting title to, or Inter¬ 
est in, property." The FAA considers a 
notice of lien to be such an instrument, 
and has so indicated in 9 49.31(a). Ac¬ 
cordingly. the FAA Aircraft Registry 
(hereafter "Registry") accepts notices of 
liens for recording under Part 49. How¬ 
ever. Part 49 does not currently pre¬ 
scribe specific procedures for filing and 
releasing notices of liens, procedures 
which the FAA considers to be appro¬ 
priate for inclusion in the regulations. 

The present lack of specificity in Part 
49 has resulted in a number of public in¬ 
quiries, as well as an Inconvenience ior 
persons filing notices of liens for record¬ 
ing. and has caused an unwarranted 
workload for the Registry. In order to 
avoid clouding the records and aircraft 
files with unsupportablc claims of Uens, 
the Registry has occasionally requested 
the lien claimant to submit a copy of the 
law of the Jurisdiction under which the 
lien is claimed, and show that the re¬ 
quirements thereof have been complied 
with. 

Accordingly, it is now proposed to add 
a new paragraph to require that before 
notices of liens asserted under the law of 
a State, possession. Puerto Rico, or the 
District of Columbia can be recorded, 
they must contain a reference to the law 
of the jurisdiction under which the lien 
is asserted and is to be enforced, and a 
showing of compliance with applicable 
local law. It must be noted that the pro¬ 
posed amendments would not affect the 
validity of a lien that, under applicable 
local law. Is valid without an Instrument 
creating or evidencing St. and 9 49.17(c) 
would be amended accordingly. 

To ensure that each notice of lien Is 
recorded against the proper aircraft, the 
proposed amendments would also require 
that the holder of the Certificate of Reg¬ 
istration of the aircraft be given a copy 
of the notice of lien and a statement that 
it has been submitted to the Registry for 
recording. The proposed amendments 
would also require release of the notice 
filed with the FAA upon satisfaction of 
the lien. 

These amendments are proposed under 
sections 313(a) and 503(a) of the Federal 
Aviation Act of 1958 (49 UB.C. 1354(a) 
and 1403(a)), section 6(c), of the Depart¬ 
ment of Transportation Act <49 UB.C. 
1655(c)), and 9 1.47(a) of the Regula¬ 
tions of *he Office of the Secretary of 
Transportation (49 CFR 1.47(a)). 


In consideration of the foregoing, it 
Is proposed to amend I 49.17 of the Fed¬ 
eral Aviation Regulations by adding a 
sentence at the end of paragraph (c> and 
by adding & new paragraph (f) immedi¬ 
ately following paragraph (e) , to read as 
follows: 

§ 49.17 Conveyance* recorded. 

• • • • • 

(c) • • • Furthermore, the require¬ 
ments of paragraph <f) of this section do 
not affect the validity of a lien that, 
under applicable local law. is valid with¬ 
out an instrument creating or evidencing 
it 

• • • • • 

(f) The following rules apply to no¬ 
tices of liens claimed with respect to air¬ 
craft: 

(1) A notice of lien must contain or 
be accompanied by the following infor¬ 
mation: 

(1) A reference to the law of the State, 
possession. Puerto Rico, or the District 
of Columbia, under which the lien is as¬ 
serted and Is to be enforced, and an in¬ 
dication of whether under local law. pos¬ 
session of the aircraft Is necessary for 
retention of the lien. 

(il) A statement that in addition to 
compliance with the requirements of <i) 
above, the lien claimant has complied 
with any time limitation on filing, and 
specifying the date on which labor, serv¬ 
ice. or material was last furnished; and 

(Hi) A statement that the lien 
claimant Is In possession of the aircraft, 
if possession is necessary for retention of 
the lien under applicable law; and 

<lv) A statement that a copy of the 
notice of lien, with a statement that it 
has been submitted to the FAA Aircraft 
Registry for recording, has been sent to 
the current holder of the Certificate of 
Registration of the aircraft. 

(2) The notice of lien must be signed 
by, or on behalf of, the lien claimant In 
Accordance with 9 49.13 of this chapter. 

(3) Immediately after a debt secured 
by a lien, notice of which has been filed 
with the FAA Aircraft Registry, has been 
satisfied or the lien extinguished, the 
lien claimant shall execute a release and 
submit It to the FAA Aircraft Registry 
for recording. 

Issued In Oklahoma City, Oklahoma, 
on January 3.1975. 

Thomas J. Cres well. 
Director, Aeronautical Center . 

|FR Doc.75-822 Filed 1-10-75:8:45 mm] 


[ 14 CFR Part 71 ] 

(Airspace Docket No. 74-80-1211 
DESIGNATION OF TRANSITION AREA 
Notice of Proposed Rule Making 
The Federal Aviation Administration 
is considering an amendment to Part 71 
of the Federal Aviation Regulations that 
would designate the Greenville, Ala., 
transition area. 
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Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should be 
submitted in triplicate to the Federal 
Aviation Administration, Southern Re¬ 
gion, Air Traffic Division. P.O. Box 20636. 
Atlanta, Oa. 30320. All communications 
received on or before February 12. 1975, 
will be considered before action Is taken 
on the proposed amendment. No hearing 
Is contemplated at this time, but arrange¬ 
ments for Informal conferences with 
Federal Aviation Administration officials 
may be made by contacting the Chief, 
Airspace and Procedures Branch. Any 
data, views or arguments presented dur¬ 
ing such conferences mast also be sub¬ 
mitted In writing In accordance with this 
notice in order to become part of the 
record for consideration. The proposal 
contained in this notice may be changed 
In light of comments received. 

The official docket will be available 
for examination by Interested persons 
at the Federal Aviation Administration. 
Southern Region, Room 645, 3400 Whip¬ 
ple Street. Bast Point. Ga. 

The Greenville transition area would 
be designated bs: 

That airspace extending upward from 700 
feet above the surface wtthin a 6.5-mile 
radius of OreenvlU# Municipal Airport (lati¬ 
tude 31*50*44" H.. longitude 80*36*38" W.): 
within 3 miles each side of the 148* bearing 
lrotn Persimmon FLHN (latitude 31 •51*03" N-, 
longitude 86 30 52" W.). extending from the 
G.5-mUe radius area to 6.5 ruilca southeast of 
the RUN. 


The proposed designation la required 
to provide controlled airspace protec¬ 
tion for IFR operations at Greenville 
Municipal Airport. A prescribed Instru¬ 
ment approach procedure to this airport, 
utilizing the Persimmon (private) non- 
dircctional radio beacon, far proposed In 
conjunction with the designation of this 
transition area. 


(Sec. 307(a) of the Federal Aviation Act of 
1958 (49 U.S.C. 1348(a)) and of Sec. 0(c) of 
the Department of Transportation Act (49 
U.S.C. 1655(c)) > 


Issued in East Point, on January 6. 


1975. 


Du awe W. Freer. 
Acting Director. 
Southern Region. 


|rn Doc.75 975 Filed 1-10-75:8:45 ami 


NATIONAL TRANSPORTATION 
SAFETY BOARD 

[14CFR Part 401] 

PUBLIC AVAILABILITY OF INFORMATION 
Proposed Fee Schedule 

This constitutes notice of an appendix 
to the proposed revised 14 CFR 401. Pub¬ 
lic Availability of Information, in the 
form of the attached fee schedule. Writ¬ 
ten comments may be submitted to the 
Office of Genera! Counsel. National 
Transportation Safety Board. Washing¬ 
ton. DC. 20591, on or before February 
13, 1975. The authority and requirement 
for Issuance of this fee schedule appear 
In section (a)(4)(A) of the Freedom of 


Information Act (os amended by Public 
Law 93-502). 

This fee schedule reflects the current 
fee-charging practice for duplication of 
documents published by or available 
from the Board. The Board Is currently 
required to publish or give public access 
to its investigation, determination, study, 
decision, recommendations and functions 
by both the Department of Transporta¬ 
tion Act <49 U.8.C. 1654) and the Free¬ 
dom of Information Act (5 TJB.C. 552). 
The fees chargeable for special servic*** 
relating to documents conform to the 
recoupment provisions of 31 U.S.C. 483a. 
They are based on actual costs of the 
services provided by the Board or the 
National Technical Information Service 
of the Department of Commerce. All 
other reproduction or search fees are 
based on the minimum direct costs of 
labor for search and duplication or the 
charges fixed in the contract with the 
commercial reproducer. Manv collectible 
fees have been waived or reduced in the 
public Interest, as authorized by section 
(a)(4)(A) of the Freedom of Informa¬ 
tion Act There Is no alternative to fee» 
for services or contract reproduction 
where the Board does not possess a 
printing or photographic reproduction 
capability. It is essential, however, that 
where It Is required, tender of the flxed 
fees be made together with the request 
for the material and an agreement to 
pay the commercial costs of reproduc¬ 
tion. The main purpose of the fee sched¬ 
ule Is to provide the public with a guide 
to costa involved (if any) when request 
Is made for access to and/or reproduc¬ 
tion of Board documents. Since the num¬ 
ber of photos and document pages dif¬ 
fers with each factual accident file, com¬ 
mercial reproduction costa will vary 
greatly with each flic. If an estimate of 
cost is desired, contact should be made 
with the Board’s Accident Inquiry Unit 
where central records arc maintained. 
All requests should be directed to the 
Accident Inquiry Unit. Office of the Gen¬ 
eral Manager. National Transportation 
Safety Board. Washington, D.C. 20591. 
Field offices do not store records. 

This appendix fee schedule and pro¬ 
posed revised 14 CFR 40i. to which it will 
be attached, will be effective February 
19. 1975. 

Accordingly, the National Transporta¬ 
tion Safety Board hereby promulgates its 
fee schedu le as an appendix to proposed 
revised 14 CFR Part 401 as follows: 


L Special Service* Fees (pursuant to 31 
US C. 483t»). Upon request, services relating 
to public documents ore available at the fol¬ 
lowing lees: 

(a) Subscriptions (calendar year) 

(1) Initial decisions of the Administrative 

Law Judges—$40.00. 

(2) Board safety enforcement opinions and 

orders—$20.00. 

(3) Board aircraft accident (probable cauee) 

reports, brief format—$40.00 (UJ3.) 
and 150 00 (foreign). 

(4) Aircraft accident reports, narrative— 

$27.50 *UB) and $34.50 (foreign). 

(5) Surface accident reports, narrative— 

$27.50 (US.) and 134.50 (foreign). 


Note: Subscription orders for (a)(5), (4) 
and (5) above, should be forwarded to (he 
National Technical Information Service, P.O. 
Box 1551. Springfield. Virginia 2i'151. 

(b) Document cer tific ation under the 
Board s seal—44.00. 

(c) Computer topes and services for 
aviation accidents 

Duplication of computer tapes (or a fraction 
thereof)—$40.00. 

Note: Computer tape requests should bo 
addressed to the Chief. Information Sys¬ 
tems Branch. Bureau of Aviation Safety, Na¬ 
tional Transportation Safety Board, Wash¬ 
ington, D.C. 20501. 

(4) Tho ba/rtc feea set rorth provide for 
ordinary first-class postage prepaid, n reg¬ 
istered, certified, air. or special delivery 
mall is used, postal feea therefor will bo 
added to the basic fee. Also, if special 
handling or packaging la required, such costs 
will bo added to the basic fee. 

(o) Subscription fees for <b) above are 
waived for qualifying foreign countries, 
international organisations, nonprofit public 
safety entitles. State and Federal trans¬ 
portation agendas, and colleges and 
universities, after approval by the Board*! 
Oeneral Manager. 

X Commercial Reproduction Fee$ and 
Starch Fee*. Pursuant to 5 US.C. 552. as 
amended, reproduction of the documents 
luted below Is acccrnpltehed by commercial 
contract, and the reproduction* are 
mailed from the contractor together with a 
billing for the costs Requests must be for¬ 
warded to the Accident Inquiry Unit. Na¬ 
tional Transportation Safety Board. Wash¬ 
ington. DU. 20591. together with on agree¬ 
ment to pay the reproduction costs The 
search fee (If required) must be enclosed. 
Fees tue subject to change depending upon 
the Board's annual contract award. 

Current feea are: 


(a) Photocopy 

Size: Per page 

8V' x 11 "...$0 13 

8ft" x 14".. 0 24 

10" x 14"_ 0.30 

14" X 18". 0.60 

18" x 24**..— 0.90 

(b) Photographic prints 

Size: U ni * F r<r * 

8" x 10" black/white--$1.05 

6" x 7" color- 3 25 

8" x 10" color... 6 60 

2" x 2" color alkie-150 

2" x 2" black/white slide. 1.25 

4" x 10*' X-ray.... 6. 50 


(c) Minimum charge for reproduction — 
$4.00 

(d) Special expedite service —80 percent 
surcharge for 24-hotir service and 50 percent 
surcharge for 48-hour service. 

(e) Document search fee —The Board has 
determined that It Is in the public interest to 
limit search fees to documents which require 
commercial reproduction. Further, the fee 
has been reduced to the labor coot for a 
minimum time-search. Therefore, a $400 
search fee is required only for: 

tl) Factual accident investigation reports, 
statements, photographs, and other material 
contained in the Board's accident investiga¬ 
tion flies. 

(2) Accident investigation Information not 
in the Board's public files. 

Nuts The $4.00 search fee will be Included 
In the commercial reproduction firm's 

Invoice. 

(O Documents requiring commercial re¬ 
production far copies. (1) Transcripts of 
public hearings. 

(2) Factual accident Investigation reports 
and Information (see (e) (I) and (2) above). 
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8. Reproduction fees for the public reading 
room. All documents In the Board's public 
files may be examined, without charge, in 
Uie Board's public reading room, located In 
the Accident Inquiry Unit. There is a self- 
service duplicator In the reading room, which 
is available to the public for reproduction 
at a nominal cost. 

4. Documents available without com¬ 
mercial reproduction cost until limited sup¬ 
plies are exhausted . (1) Press releases. 

(2) Aviation accident reports, narrative, 
and brief format probable cause reports (on 
request for specific Accidents). 

(3) Surface accident reports. 

(4) Special studies. 

(5) 8&fety Board regulations <14 CFH 400 
through 440). 

(6) Indices to Initial decisions. Board 
opinions and orders, and stall manuals and 
Instructions. 

(7) Statistical data published by the 
Board. 

(8) Safety recommendations. 

ft. Documents for sale bp the Government 
Printing Office . (1) Board's annual report. 

(2) Volume I, National Transportation 
Safety Board Decisions (1887-1072). 

Effective Date: Effective February 19, 
1975, as an appendix to 14 CFH 401. 

John H. Reed, 
Chairman 

January 9, 1975. 

| PR Doc.75-1163 Piled 1-10-75; 8:45 amf 


AMERICAN BATTLE MONUMENTS 
COMMISSION 
[ 36 CFR Part 404 ] 

PROCEDURES AND GUIDELINES FOR 

COMPLIANCE WITH THE FREEDOM OF 

INFORMATION ACT 

Proposed Rule Making 

The American Battle Monument* 
Commission is plan ning to issue a new 
Part 404 to 36 CFR Chapter IV to com¬ 
ply with the requirements of the Freedom 
of Information Act as amended on No¬ 
vember 21. 1974 <5 UAC. 552). The Act 
requires that agencies publish in the 
Federal Register their rules of proce¬ 
dure for compliance. 

Interested persons are invited to par¬ 
ticipate in this rule making project by 
submitting such written data, views or 
arguments as they may desire. Comments 
and recommendations should be sub¬ 
mitted to the American Battle Monu¬ 
ments Commission, Room 4C014, The 
Forrestol Building. Washington. D.C. 
20314. All communications received on 
or before February 13. 1975 will be con¬ 
sidered by the Commission before action 
is taken on the rule making. The pro¬ 
posal contained in this notice may be 
changed in the light of comments re¬ 
ceived. All comments and recommenda¬ 
tions submitted will be available in the 
Commission’s offices at the address shown 
above for examination by interested per¬ 
sons both before and after the closing 
date for receiving them. 

In consideration of the foregoing, the 
following proposed Procedures and 
Guidelines for Compliance with the 
Freedom of Information Act are sub¬ 
mitted. 

Part 404 Is added as follows: 


PART 404—PROCEDURES AND GUIDE¬ 
LINES FOR COMPLIANCE WITH THE 

FREEDOM OF INFORMATION ACT 

§ 404.1 General. 

(a) Public requests for information 
from the records of the American Battle 
Monuments Commission should be sent 
to that agency at Room 4C014. The For¬ 
res tal Building. Washington. D.C. 20314. 

<b) Requests for information from 
the public will be honored within ten 
working days except where the confi¬ 
dentiality of such information is pro¬ 
tected by law. 

(c) Whenever information cannot be 
dispatched within ten working days af¬ 
ter receipt of its request, an interim 
reply will be sent informing the requestor 
of the status of the request. 

f 401.2 Denial of seers*. 

(a> Letters denying access to confi¬ 
dential Information will be dispatched 
within ten working days of receipt of 
the request and will be signed by one of 
the below listed personnel: 

(1) Officer-in-Charge, ABMC Eu¬ 
ropean Office. 

(2) Officer-in-Charge, ABMC Medi¬ 
terranean Office. 

<3> Directors, ABMC Washington Of¬ 
fice. 

<4) Secretary. ABMC. 

(b) Letters denying access to Infor¬ 
mation will: 

(1) Provide the requestor with the 
reason for denial, 

(2) Inform the requestor of his or her 
right to appeal the denial within 30 
days, 

(3) Give the name of the official to 
whom the appeal may be sent. 

(c) If an unusual circumstance delays 
a decision concerning access to informa¬ 
tion, the requestor will be informed of 
the delay within ten working days of 
the request's initial receipt. In no case 
will the decision be dalayed more than 
20 working day3 from initial receipt of 
the request. 

(d) A copy of each denial of informa¬ 
tion will be furnished to the Secretary 
at the time of its dispatch 

§ 104.3 Appeal**. 

<a) The Secretary is the appellate au¬ 
thority for all denials except those which 
he authors. The Chairman is the appel¬ 
late authority for denials authored by 
the Secretary. 

Cb) The requestor will be informed of 
the decision on his or her appeal within 
20 working days after its receipt. If the 
denial is upheld, the requestor will be 
advised that there are provisions for 
Judicial review of such decisions under 
the Freedom of Information Act. 

(c) In the event a court finds that the 
American Battle Monuments Commis¬ 
sion has arbitrarily and capriciously 
withheld information from the public 
and a subsequent Civil Service Commis¬ 
sion investigation finds agency person¬ 
nel responsible, these personnel will be 
subject to disciplinary action by the 
American Battle Moi.uments Commis¬ 
sion. 


Tills notice of proposed rule making 
is issued under the authority of the Act 
of March 4. 1923 (42 Stat. 1509> os 
amended and supplemented (36 U.8.C. 
121-138b). 

Dated: January 9.1975. 

American Battle Mon¬ 
uments Commission. 

A. J. Adams, 

Major General , V.S. Army . 

Secretary 

(PR Doc.75-1023 Piled 1-10-75;8:45 am] 


I 36 CFR Part 405 ] 

SCHEDULE OF FEES FOR SEARCH AND 
DUPLICATION OF RECORDS 

Proposed Rule Making 

The American Battle Monuments Com¬ 
mission is plann ing to issue a new Part 
405 to 36 CFR Chapter IV to comply 
with the requirements of the Freedom of 
Information Act as amended on Novem¬ 
ber 21. 1974. The Act requires that agen¬ 
cies publish in the Federal Register a 
schedule of fees to be charged for search 
and duplication of their records. Fees will 
be charged by the Commission only when 
requests for information place a strain 
upon the limited personnel and financial 
resources available to it. Routine requests 
for information concerning the monu¬ 
ments. memorials, and overseas military 
cemeteries administered by this Commis¬ 
sion will be honored without charge. 

Interested persons are invited to par¬ 
ticipate in this rule making project by 
submitting such written data, views, or 
arguments as they may desire. Comments 
and recommendations should be sub¬ 
mitted to the American Battle Monu¬ 
ments Commission. Room 4C014. The 
Forrestal Building, Washington. D.C. 
20314. All communications received on 
or before February 13, 1975 will be con¬ 
sidered by the Commission before action 
is taken on the rule making. The proposal 
contained in this notice may be changed 
In the light of comments received. All 
comments and recommendations sub¬ 
mitted will be available in the Commis¬ 
sion’s offices at the address shown above 
for examination by Interested persons 
both before and after the closing date 
for receiving them. 

In consideration of the foregoing, the 
following proposed Schedule of Fees for 
Search and Duplication of Records is 
submitted: 

Part 405 Is added as follows: 

PART 405—SCHEDULE OF FEES FOR 
SEARCH AND DUPLICATION OF RECORDS 

§ 105.1 General. 

(a) While most Information will be 
furnished promptly at no cost as a service 
to the general public, fees will be charged 
if the cost of search and duplication 
warrants. 

(b) When a fee Is to be charged, the 
individual requesting the information 
will be informed of the fee, and no work 
will be performed until he or she has 
agreed to pay It. 
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g 405*2 Schedule. 

Fees which may be charged by this 
Commission for search and duplication 
of records are as follows: 

(a) Duplication Fees 

(1) $2.00 for first 6 pages, 5< per page 
thereafter for photocopying. 

(2) $1.50 per 8 x 10 inch black and 
white print of photographs. 

(3) $2.50 per 8 x 10 inch color print 
of photographs. 

(b) Search Fees 

(1) $8.00 per hour to search records 
for specific documents. 

<2> $215.00 for selective extracts from 
Commission computer tapes. 

(3) Transportation costs of personnel 
and records arising from searches for 
requested information. 

This notice of proposed rule making is 
Issued under the authority of the Act 
of March 4. 1923 M2 Stat. 1509) as 
amended and supplemented <36 U.S.C. 
121-138b>. 

Amfrican Battle Monu¬ 
ments Commission, 

A. J. Adams. 

Major General, U.S. Army . 

Secretary. 

January 9, 1975. 

|FR Doc.75-1024 Filed 1-10-75:8 45 tun] 

ENVIRONMENTAL PROTECTION 
AGENCY 
[ 40 CFR Part 52 ] 

IFRL 318-71 

STATE OF MARYLAND 
IMPLEMENTATION PLAN 

Withdrawal of Proposed Revision 

On December 6. 1973 <38 FR 33702, 
33716) and December 12. 1973 (38 FR 
34240), the Administrator of the En¬ 
vironmental Protection Agency promul¬ 
gated transportation control plans for 
the Maryland portion of the National 
Capital Interstate Air Quality Control 
Region and the Metropolitan Baltimore 
Intrastate Air Quality Control Region. 
These plans, which to the maximum ex¬ 
tent reflected the preferences of the 
8Ute of Maryland, included measures 
such as improved mass transit, emission 
inspection programs, and additional sta¬ 
tionary source controls. 

On April 24. 1974. the State of Mary¬ 
land proposed further amendments to 
their state Implementation plan. These 
amendments included, but were not 
limited to. regulations for control of or¬ 
ganic solvents <10.03 38.04J<l>i, 10.03.38- 
060; 10.03.39.04J* 1 >i. 10.03 39.06G). 

On April 26, 1974. the State provided 
certification that, after having given ade¬ 
quate notice to the public, hearings on 
these amendments had taken place on 
August 10,1973 and November 30. 1973 In 
Baltimore. Maryland, on August 9, 1973 
In Grcenbelt. and on November 30, 1973 
In Bethesda. 

On August 29. 1974 (39 FR 31533), the 
Administrator announced receipt of these 
amendments and announced a 30 day for 
public comment. A correction notice that 
appeared In the October 1, 1974 Federal 
Register extended the comment period 
for an additional 30 days (39 FR 35386). 


On October 4.1974. the State of Mary¬ 
land was informed that regulations 
10.03.38.060(2) and I0.03.39.060f 2). 
which prevent existing sources in the 
Metropolitan Baltimore and Maryland 
portion of the National Capital AQCR 
currently emitting photochemically reac¬ 
tive solvents at the rate of greater than 
550 pounds per day from increasing their 
emissions, would be unacceptable for the 
Administrator’s approval. The specific 
objections were as follows: 

1. Justification for the 550 pounds per 
day cutoff between regulated and unreg¬ 
ulated sources was lacking. 

2. The definition of "average dally 
emissions,” and the base period on which 
the average was determined was too 
vague. 

3. The time period over which the 
emissions would be measured to deter¬ 
mine whether they are in violation or not 
was unclear. 

On November 29, 1974, the State of 
Maryland requested that regulations 
10.03.38 060(2) and 10.03.39.06G(2) be 
withdrawn from consideration as a pro¬ 
posed amendment to the state imple¬ 
mentation plan. The State agreed that 
the wording and intent of this regula¬ 
tion may be interpreted ns vague and 
unclear. The State has also indicated 
that new amendments will be proposed 
shortly U> replace the amendments being 
withdrawn. 

The Administrator agrees with these 
findings and hereby withdraws regula¬ 
tions 10.0338.060(2) and 10.03.39.060 
(2) from further consideration as a pro¬ 
posed state implementation plan re¬ 
vision. 

(42 U.S.C. 1867c-6) 

Dated: December 27,1974. 

A. R. Morris. 

Acting Regional Administrator . 

! FR Doc 75-065 Filed l-10-75;8:45 am) 


[ 40 Cf R Part 180 ] 

|FRL 310-31 

TOLERANCES AND EXEMPTIONS FROM 
TOLERANCES FOR PESTICIDE CHEM¬ 
ICALS IN OR ON RAW AGRICULTURAL 
COMMODITIES 

Benomyl; Proposed Tolerance 

Dr. C. C. Compton. Coordinator. In¬ 
terregional Research Project No. 4, State 
Agricultural Experiment Station. Rut¬ 
gers University, New Brunswick. NJ 
08903, on behalf of the IR-4 Technical 
Committee and the Agricultural Experi¬ 
ment Stations of Florida. Michigan, New 
Jersey, North Carolina. Oregon, and 
Washington; the North American Blue¬ 
berry Council; and the State of New 
Jersey Department of Agriculture sub¬ 
mitted a petition (PP 4E1479) proposing 
establumncnt of a tolerance for com¬ 
bined residues of the fungicide benomyl 
(methyl 1 - (butylcarbamoyl) - 2 - benzi¬ 
midazole-carbamate) and its metabolites 
containing the benzimidazole moiety 
(calculated as benomyl) in or on the 
raw agricultural commodity blueberries 
at 7 parts per million. 

Based on consideration given data 
submitted in the petition and other rele¬ 
vant material. It is concluded that: 


1. Tlicre is no reasonable expectation 
of residue? in eggs, meat, milk, or poultry, 
and f 180 6(a)(3) applies. 

2. The proposed tolerance will protect 
the public health. 

Therefore, pursuant to provisions of 
the Federal Food. Drug, and Coametic 
Act (sec. 408*e>. 68 Stat 514 (21 U.8.C. 
346a(c)>). it is proposed that I 180.294 
be amended by revising the paragraph 
”7 parts per million in or on black¬ 
berries • • •" to read as follows: 

§ 180.291 Brtiomyi; tolerance* for resi¬ 
due*. 


7 parts per million in or on black¬ 
berries, blueberries, boysenberries, dew¬ 
berries, loganberries, and raspberries. 

• ••it 

Any person who has registered or sub¬ 
mitted an application for the registration 
of a pesticide under the Federal Insecti¬ 
cide. Fungicide, and Roden tic ide Act con¬ 
taining any of the ingredients listed 
herein may request, on or before Febru¬ 
ary 12. 1975, that this proposal be re¬ 
ferred to an advisory committee in ac¬ 
cordance with section 408(e) of the 
Federal Food. Drug, and Cosmetic Act. 

Interested persons are invited to sub¬ 
mit written comments with reference to 
this notice to the Federal Register Sec¬ 
tion, Technical Services Division (WH- 
569). Office of Pesticide Programs. Envi¬ 
ronmental Protection Agency. Room 421 
East Tower, 401 M Street, S.W. Wash¬ 
ington. D.C. 20460. Three copies of the 
comments should be submitted to facili¬ 
tate the work of the Environmental Pro¬ 
tection Agency and others interested In 
inspecting the documents. The comments 
must be received with 30 days from the 
publication of this notice and should bear 
a notation indicating the subject. All 
written comments hied pursuant to this 
notice will be available for public inspec¬ 
tion in the office of the Federal Register 
Section from 8:30 a.m. to 4:00 pm Mon¬ 
day through Friday. 

Dated: December 19.1974. 

John B. Rjtch. Jr., 
Director. Registration Division . 
f FR Doc.75-963 Plied I-10-75;8:46 am) 


[40CFR Part 100] 

(FRL 310-4) 

TOLERANCES AND EXEMPTIONS FROM 
TOLERANCES FOR PESTICIDE CHEM¬ 
ICALS IN OR ON RAW AGRICULTURAL 
COMMODITIES 

Carbopbenothion; Proposed Tolerance 

Dr. C. C. Compton. Coordinator. Inter¬ 
regional Research Project No. 4. State 
Agricultural Experiment Station. Rut¬ 
gers University. New Brunswick. NJ 
08903, on behalf of the IR-4 Technical 
Committee and the Agricultural Experi¬ 
ment Station of Maine submitted a peti¬ 
tion <PP 4E1434) proposing establish¬ 
ment of a tolerance for combined residues 
of the insecticide carbophenothlon (5- 
r r (p-chlorophenyU thio Imethyl 1 O.O- 
dlethyl phosphorodithioate) and Its 
cholinesterase-inhibiting metabolites in 
or on the raw agricultural commodity 
blueberries at 4 parts per million. 
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Based on consideration Riven the dnta 
submitted in the petition and other rele¬ 
vant material, it is concluded that: 

1. The insecticide is useful for the pur¬ 
pose for which the tolerance Is being pro¬ 
posed. 

Z There is no reasonable expectation 
of residues in eggs, meat, milk, or poultry 
and 5 180.6(a)(3) applies. 

3. The proposed tolerance will protect 
the public health. 

4. The chemical name of enrbopheno- 
thion should be changed from “S-l(p- 
chlor opheny It hi o) methyl 1 O.O-dlethyl- 
phosphorodlthioate” to ((p-chioro- 
phcnyl) thlolmcthyll O.O-dlethyl phos- 
phorodlthloato." 

Therefore, pursuant to provisions of 
the Federal Food. Drug, and Cosmetic 
Act (sec. 408(e). 68 Stat. 514: (21 U.8 C. 
346a(e>)) it is proposed that Part 180 
be amended as follows: 

1. In } 180.3(e) (5>. be revising the item 
•‘Carbophcnothion • # to read as fol¬ 
lows: 

§ 180.3 Tolerance* for related prolicide 
clicmlraU. 


(C) • • • 

( 3 ) * * # 

Carbophcnothion (S-1 \ C p -chloro- 

phenyl) thlolmcthyll O.O-dlethyl phos- 
phorodithioate) and Its cholinesterase- 
inhibiting metabolites. 


2. In l 180.156 by revising the intro¬ 
ductory paragraph and by adding the 
new paragraph "4 parts per million • • * M 
after the paragraph *'5 parts per million 
• • as follows: 

{ 180.156 < ar bop hr noth inn ; tolerance* 

for residue*. 

Tolerances for combined residues of 
the insecticide carbo^he noth ion < S - 
11 (p-chloropheny 1 > thio! methyl 1 O.O- 
diethyi phosphorodlthioate) and its cho¬ 
linesterase-inhibiting metabolites in or 
on raw agricultural commodities are es¬ 
tablished as follows: 


4 parts per million In or on blueberries. 
• • • • • 

Any person who has registered or sub¬ 
mitted an application for the registra¬ 
tion of a pesticide under the Federal In¬ 
secticide. Fungicide, and Rodenticldc Act 
containing any of the ingredients listed 
herein may request, on or before Febru¬ 
ary 12. 1975. that this proposal be re¬ 
ferred to an advisory committee in ac¬ 
cordance with section 408(e) of the Fed¬ 
eral Food. Drug, and Cosmetic Act. 

Interested persons are invited to sub¬ 
mit written comments with reference to 
this notice to the Federal Register Sec¬ 
tion. Technical Services Division (WH- 
569). Office of Pestiddc Programs. Envi¬ 
ronmental Protection Agency. Room 421 
East Tower. 401 M Street. 8W. Washing¬ 
ton, D.C. 20460. Three copies of the com¬ 
ments should be submitted to facilitate 
the work of the Environmental Protec¬ 
tion Agency and others interested In in¬ 
specting the documents. The comments 
must be received on or before February 
12,1975. and should bear a notation indi¬ 


cating the subject All written comments 
filed pursuant to this notice will be avail¬ 
able for public inspection in the office 
of the Federal Register Section from 
8:30 n.m. to 4 p.m. Monday through 
Friday, 

Date: December 19.1974. 

John B. Ritcit. Jr- 
Director, Registration Division. 

|FR Doc.75-964 Piled 1-10-75:8:45 am| 

EXPORT-IMPORT BANK 

[ 12 CFR Part 404] 

FEE SCHEDULE TOR SEARCH AND 

DUPLICATION OF AGENCY RECORJS 

Notice of Proposed Revision 

Notice Is hereby given of the proposal 
to amend the fee schedule set forth in 
9 404.6 of the regulations governing the 
disclosure of information under the 
Freedom of information Act <F(XA). In 
consideration of the amendment to the 
FOIA contained in Pub. L. 93-502 which 
become effective on February 19. 1975. 
it Ls proposed to amend l 404.6 as fol¬ 
lows: 

§ MM.6 Schedule of fee** 

(a) Basis. Factors taken into account 
in establishing fees for the search and 
duplication of Eximbnnk’s records and 
the tabulation or compilation of infor¬ 
mation on record in Eximbmk's files are 
the direct costs of duplication. cost 
of transportation of records, and the 
salary of employees based on actual time 
spent for performing search and dupli¬ 
cation services and any other services 
necessary to tabulate or compile the In¬ 
formation. 

<b) Fees. (I) For any brochure or pub¬ 
lication readily available In the public 
affairs office, there Is no charge. 

(2) For the transportation of the rec¬ 
ords to Eximbank offices, the charge will 
be computed at the rate of $5.00 per hour 
for the messenger service. 

<3> For requests requiring a manual 
search of Eximbank records and duplica¬ 
tion by Extmbank employees, there will 
be a charge of 10 cents per page for du¬ 
plication and a charge based upon em¬ 
ployee time required for the search and 
duplication. The charge will be computed 
at the rate of $4.75 per hour for clerical 
time and $9.00 per hour for supe -visory 
or professional time. The rates of com¬ 
pensation are based on Extmba aver¬ 
age hourly rate for each of the two clas¬ 
sifications of personnel. Clerical employ¬ 
ees will normally perform the . 'arch and 
duplication but the time of sup* cvisory 
or prof&slonnl personnel may be uti¬ 
lized If necessary to perform the search. 

(4) For requests requiring a computer 
search of Eximbank records, there may 
be a charge based upon use of the com¬ 
puter and the computer operator's time. 
The charge will be $100.00 per hour. In 
the event a new program must be pre¬ 
pared for the computer search, there 
may be an additional charge of $30.00 
per hour to cover the cast of the pro¬ 
gramming and testing. Thete charges 
will normally be in lieu of the charge for 


an employee search but will be In addi¬ 
tion to the fee for any duplication. 

(3) While therj is no obligation cm 
the part of Eximbank to tabulate or 
compile records or data. Eximbank will 
make every effort to comply with rea¬ 
sonable requests for these services, pro¬ 
vided such requests do not unduly in¬ 
terfere with normal operations or pro¬ 
gram activities. The charge for infor¬ 
mation which has to be tabulated or 
compiled will include the cost of em¬ 
ployee time and cost of computer runs 
or other equipment use and other over¬ 
head expense allocable thereto. The fees 
for tabulation or compilation services 
will be fair and equitable in accordance 
with the federal user charge statute; See 
31 US.C. 483a. 

( 61 Persona may Inspect and copy 
specifically requested documents in the 
Eximbank facilities which are not ex¬ 
empt under l 404 3 without charge except 
for search, duplication, tabulation or 
compilation fees which may otherwise 
be payable. 

(7) No fee will be charged In connec¬ 
tion with any record which is not made 
available because it la found to be ex¬ 
empt from disclosure under S 404.3. A 
fee will be charged, however, for em¬ 
ployee time spent attempting to locate 
any record which, after reasonable 
search, cannot be located. 

(8) Eximbank will waive or reduce the 
fees where It determines that such waiver 
or reduction would be In the public In¬ 
terest because furnishing the informa¬ 
tion can be considered as primarily bene¬ 
fiting the public. 

Interested persons are invited to sub¬ 
mit comments on the proposal. Com¬ 
ments should be directed to the Acting 
Executive Vice President, Export-Import 
Bank. 811 Vermont Avenue, NW., Wash¬ 
ington, D.C. 20571. The closing date for 
comments !s February 10. 1975. The re¬ 
vised fee schedule set forth in g 404.6 
will become effective on February 19. 
1975. 

Issued in Washington. D.C. on January 
8,1975. 

Wakxbn W. Click. 

Acting Executive 
Vice President . 

[FR Doc.75-1066 Filed ! 9 75;8:45 ami 

FEDERAL COMMUNICATIONS 
COMMISSION 
[ 47 CFR Part 73 ] 

(Docket No. 20005; RM-2224( 

TELEVISION BROADCAST STATIONS 

Order Extending Tima for Filing Reply 
Comment*. 

In the matter of the amendment of 
l 73.606(b), Table of Assignments. Tele¬ 
vision, Broadcast Stations. (Alliance, 
Hay Springs, and Scottsbluff. Nebraska). 

1. The Commission by the Chief. 
Broadcast Bureau pursuant to delegated 
authority, has before it a request for fur¬ 
ther extension of time to January 3i. 
1975 to file reply comments in this pro¬ 
ceeding. filed by Wyneco Communica¬ 
tions. Inc. 
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2. Among the matters at Issue in this 
proceeding is the financial situation of- 
Xectlng the proponent of the rule mak¬ 
ing. Duhamel Broadcasting Enterprises 
as it relates to its station at Hay 8prings, 
Nebraska. At the moment the parties are 
awaiting a final decision regarding 
Wyneco examination of the Duhamel 
station’s financial reports. Since this 
bears directly upon the matters at issue 
in this proceeding, it is appropriate to 
await the resolution of that question so 
that the Commission will have before it 
reply comments based on complete data. 
Hopefully, the question will be resolved 
so as not to require a further extension. 

3. Accordingly the date for filing reply 
comments in this proceeding is extended 
to and including January 31, 1975. 

4. This action is token pursuant to 
authority found in sections 4(1), 5(d) (1) 
and 303 (r) of the Communications Act 
of 1934. as amended, and 9$ 0.281 and 
1.46 of the Commission’s rules. 

Adopted: December 30,1974. 

Released: January 3,1975. 

Federal Communications 
Commission. 

fSEALl Wallace E. Johnson, 
Chief. Broadcast Bureau. 

|FR Doc 75-1007 Piled 1-10-75;8 45 am) 

FEDERAL TRADE COMMISSION 
[ 16 CFR Part 4 ] 

SCHEDULE OF FEES FOR DOCUMENT 

SEARCH, DUPLICATION AND CERTIFI¬ 
CATION 

Opportunity To Submit Comments on 
Proposed Amondment 

The Federal Trade Commission’s cur¬ 
rent regulations on the availability of 
public information are contained in Sec. 
4.8(c) of its pro cedures and rules of 
practice (16 CFR Sec. 4.8(c)), and set 
forth the procedures for inspecting, copy¬ 
ing or obtaining reproductions of records. 

Recent amendments to the Freedom of 
Information Act (Administrative Proce¬ 
dure, 5 U.8.C. 552) make significant 
changes In the law pertaining to the 
fees an agency may charge for search 
and duplication services performed for 
those requesting records. Fees for cer¬ 
tification sendees are charged pursuant 
to 31 U.8.C. 483(a). 

Notice is hereby given that the Federal 
Trade Commission, pursuant to the Fed¬ 
eral Trade Commission Act, as amended. 
15 U.8.C. 41, et seq., the provisions of the 
Freedom of Information Act, 5 U.8.C. 552, 
and 31 U.8.C. 483(a) has initiated a pro¬ 
ceeding for the amendment of I 4.8(c) of 
Its miscellaneous rules to establish a uni¬ 
form schedule of fees applicable to all 
constituent units of the Federal Trade 
Commission. 

Accordingly, the Commission proposes 
that 9 4.8(c) be amended to read as fol¬ 
lows: 

§ 4.8 Availability of public information. 

• • • • t 

(c)(1) User fees pursuant to 31 USC 
483(a) and 5 USC 552(a), as amended by 


Sec. (b)(1) of Public Law 93-502, shall 
be charged according to the schedule 
contained in paragraph <U) of tills sec¬ 
tion for services rendered in responding 
to requests for Commission records un¬ 
der this subpart unless the Secretary 
initially or the Commission on appeal de¬ 
termines, in conformity with the provi¬ 
sions of 5 USC 552(a) amended by Public 
Law 93-502 and 31 USC 483(a), that 
such charges or a portion thereof are 
not in the public interest. Such a deter¬ 
mination will ordinarily not be made 
unless the service to be performed will 
benefit primarily to the public as op¬ 
posed to the requester, or unless the re¬ 
quester is a government agency or in¬ 
digent. Fees shall not be charged for 
a request where they would amount, in 
the aggregate, to less than $10.00. Or¬ 
dinarily, fees will not be charged If the 
requested records are not found, or if all 
the records found are withheld as ex¬ 
empt. However, if the time expended in 
processing such a request is substantia], 
or if the requester has been notified of 
the estimated cost, pursuant to 4.11 of 
the Rules, or has been advised that it 
cannot be determined in advance 
whether any records will be made avail¬ 
able. fees may be charged. The Secre¬ 
tary. with the approval of the Commis¬ 
sion, shall establish such fees. 

(2) The following uniform schedule 
of fees applies to all constituent units of 
the Commission, each requesting party 
being limited to one copy: 

MPROOUCTIOK 

Paper copy__ 10 cents per page. 

MICKCiFILM SERVICES-PRODUCTION OF 

MICROFILM 

16 MM____ 4 cents per frame. 

Microfiche 4" x 6**....... 5 cents per frame. 

DUPLICATION OP MICROFILM 

16 MM. 83.75 per 100 ft. 

roll. 

Microfiche 4" x 6'*.._. 15 cents each. 

3 M Cartridge..$1.15 each. 

Load cartridge_.... 45 cents each. 

8 

COMPUTER HER VICES—INFORMATION RETRIEVAL 

Use of terminal—each 

request_ 25 cents. 

Hard copy (paper) of 

each request- 30 cents. 

Programmer ......__ 8550 per hour. 

SEARCH FEES 

Clerical____ 1st hour—Free. 

2nd and subsequent hra. _ 84.20 per hour. 

Para-profcanional ...... 1st hour—Free. 

2nd and subsequent hra. 8530 per hour. 

Professional__ 1st hour—Free. 

2nd and subsequent hrs_ $11.00 per hour. 
Certification___... 82.75 each. 

(3) Payment should be made by check 
or money order payable to the Treasury 
of the United States. 

All interested persons are hereby noti¬ 
fied that they may file written comments 
concerning the proposed amendment 
with the Secretary, Federal Trade Com¬ 
mission, Pennsylvania Avenue and Sixth 
Street, NW . Washington, D C. 20580, not 
later than February 10, 1975. To the ex¬ 
tent practicable, persons wishing to file 
written comments in excess of two pages 
should submit 20 copies. 


The comments with respect to the pro¬ 
posed amendment will be available for 
examination by Interested parties at the 
DivLsion of Legal & Public Records, Room 
130, Federal Trade Commission, Wash¬ 
ington, D.C., and will be considered by the 
Commission in the final amendment of 
the rule. 

By direction of the Commission dated 
January 8, 1975. 

(seal] Charles A. Tobin, 

Secretary. 

|FR Doc.75-1038 Filed 1-10-75:8:45 am) 


[16 CFR Part 438] 

ADVERTISING, DISCLOSURE. COOLING 

OFF AND REFUND REQUIREMENTS 

CONCERNING PROPRIETARY VOCA¬ 
TIONAL AND HOME STUDY SCHOOLS 

Postponement of Hearing Dates 

The Federal Trade Commission has 
postponed until further notice the public 
hearings regarding the proposed Trade 
Regulation Rule relating to Advertising, 
Disclosure, Cooling Off and Refund 
Requirements Concerning Proprietary 
Vocational and Home Study Schools. The 
public hearings so postponed were sched¬ 
uled to be held in the following places 
on the dates below specified: 

1. Chicago. Illinois, Room 1665, Everett 
McKinley Dirksen Federal Building, 219 
8outh Dearborn Street, Chicago, HllnoU. 

Public Hearing scheduled to commence 
on January 13, 1975. 

2. San Francisco, California. Room 12138-a, 
Federal BuUdlng, 450 Oolden Gate Avenue, 
San Francisco, California. 

Public Hearing scheduled to commence 
on January 27, 1975. 

3. Loa Angeles, California, Room 13209, Fed¬ 
eral Building, 11000 WUahiro Boulevard. Loa 
Angeles, California. 

Public Hearing scheduled to commence 
February 3.1975. 

Notice of the scheduled public hearings 
was published on August 15. 1974 (39 FR 
29385). 

Because of recent changes in the law, 
bearing directly on the rulemaking proce¬ 
dures followed by the Federal Trade 
Commission, the scheduled public hear¬ 
ings have been postponed to permit the 
Commission opportunity to study and 
access the impact such changes may have 
on the Commission's rulemaking func¬ 
tion. 

The public record In the proceeding 
will remain open until further notice for 
submission of written data, views or 
arguments concerning the proposed rule. 
Written data, views or arguments may 
be filed with the Special Assistant Di¬ 
rector for Rulemaking, Bureau of Con¬ 
sumer Protection, Federal Trade Com¬ 
mission. Washington. D.C. 20580. 

Issued: January 7.1975. 

By the Commission. 

Cseal] Charles A. Tobin, 

Secretary. 

IFR Doc.75-1030 Filed 1-10-75:8:45 am) 
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[16 CFRPart 439] 

DISCLOSURE REQUIREMENTS AND PRO¬ 
HIBITIONS CONCERNING THE FLAM¬ 
MABILITY OF PLASTICS 

Postponement of Hearing Date 

The Federal Trade Commission has 
postponed until further notice the public 
hearing scheduled to commence on Jan¬ 
uary 13. 1975. regarding the proposed 
Trade Regulation Rule relating to Dis¬ 
closure Requirements and Prohibitions 
Concerning the Flammability of Plastics, 
notice of which was published on Octo¬ 
ber 18. 1974 (30 FR 37217). 

Because of recent changes in the law. 
bearing directly on the rulemaking pro¬ 
cedures followed by the Federal Trade 
Commission, the scheduled public hear¬ 
ing has been postponed to permit the 
Commission opportunity to study and 
assess the Impact such changes may 
have on the Commission's rulemaking 
function. 

The public record in the proceeding 
will remain open until further notice for 
submission of written data, views or 
arguments concerning the proposed rule. 
Written data, views or arguments may be 
filed with the Special Assistant Director 
for Rulemaking. Bureau of Consumer 
Protection. Federal Trade Commission. 
Washington. D.C. 20580. 

Issued: January 7. 1975. 

By the Commission. 

tsKALl Charles A. Toara. 

Secretary . 

[PR Doc.75-1040 Filed 1-10-75:8:48 (ira| 

NATIONAL MEDIATION BOARD 
[29 CFRPart 1208] 
AVAILABILITY OF INFORMATION 
Notice of Proposed Rulemaking 

Pursuant to the authority contained 
In 44 Stat. 577. as amended <45 U.S.C. 
151-163) the National Mediation Board 
herein proposes to amend Part 1208 of its 
rules by revising S 1208.6. 

Section 1206.6 of the rules of the Na¬ 
tional Mediation Board provides fee 
schedules for search and duplication of 
Board records which are available to the 
public pursuant to Part 1208. The 1974 
Freedom of Information Act Amend¬ 
ments. Pub. L. 93-502. enacted November 
21, 1974, require revision and clarifica¬ 
tion of agency practices regarding search 
and duplication fees. 

Notice is hereby given that the Execu¬ 
tive Secretary, with the approval of the 
Board, proposes to amend $ 1208.6 by 
deleting the present language and sub¬ 
stituting language set forth below. 

It is proposed that the amendments be¬ 
come effective on February 19. 1974. 

Interested parties may submit written 
views or argument on the proposed rules 
to the National Mediation Board. Wash¬ 
ington, D.C. 20572. Comments received 
on or before Friday, February 7. 1974, 
will be considered before final action Is 
taken on the proposal. All comments In 
response to this proposal will be available 


for public Inspection during normal busi¬ 
ness hours at the Hoard's offices at 1230 
16th Street, NW., Washington. D.C. 

It is. therefore, proposed to amend 
5 12C8.6 in the manner set forth below. 

Dated: January 13. 1975. 

[seal] Rowland K. Qtocn. Jr- 
Executive Secretary. 

PART 1208—AVAILABILITY OF 
INFORMATION 

Part 1208 of Title 29 of the Code of 
Federal Regulations Is amended by re¬ 
vising f 1208.6 to read as follows: 

9 1208*6 Fee*- duplication coat* and 
•carrlu 

(a)(1) Unless waived in accordance 
writh the provisions of 5 1208.62. the fol¬ 
lowing fees shall be imposed for the re¬ 
production of any record disclosed pur¬ 
suant to this Part. 

<i) Copying of records . Fifteen cents 
per copy of each page. 

(H) Copying of microfilm . Fifty cents 
per microfilm frame. 

(ill) Clerical searches. $1.25 for each 
one quarter hour spent by clerical per¬ 
sonnel searching for and producing a 
requested record. Including time spent 
copying any record. 

<iv> Non-clerical searches. $3.75 for 
each one quarter hour spent by profes¬ 
sional or managerial personnel search¬ 
ing for and producing a requested record. 
Including time spent copying any record. 

<v> Certification or authentication of 
records. $iXK) per certification or authen¬ 
tication. 

(vi) Fortoardlng material to destina¬ 
tion. Postage, insurance and special fees 
will be charged on an actual cost basis. 

(2) (l> To charge shall be assessed for 
time spent in resolving legal or policy 
questions relating to the documents or 
In examining records for the purpose of 
deleting nondlsclosable portions thereof. 

(II) No charge shall be assessed for 
time spent in monitoring an individual 
who examines documents at the Board's 
offices. 

(3) Payment shall be made by check 
or money order payable to “United 
States Treasury." 

<b) < 1) No fee shall be charged for dis¬ 
closure of records pursuant to this part 
where: 

(i) The cost of providing the records 
is less than $5.00. 

<ii> The records are requested by a con¬ 
gressional committee or subcommittee, 
a Federal court, a Federal department or 
agency, or the General Accounting Office. 

<2><i> The Executive Secretary may 
waive payment of fees, in whole or In 
part, when he determines that the per¬ 
son making the request is Indigent, 

<ii> A person seeking such a deter¬ 
mination shall petition the Executive 
Secretary in WTiting stating the reasons 
therefore. 

(III) Determinations made pursuant 
to this provision will be made within the 
discretion of the agency. 

(3) (i) The Executive Secretary may 
reduce or waive payment of fees In whole 


or In part when he determines that such 
reduction or waiver is In the public in¬ 
terest because furnishing the information 
can be considered as primarily benefit¬ 
ing the general public. 

(11) Determinations pursuant to this 
provision shall be made within the dis¬ 
cretion of the agency. 

(4) No fee shall be charged If a record 
requested is not found or for any record 
that is determined to be totally exempt 
from disclosure. 

[FR Doc.75-1015 Filed 1-10-75;8:45 am] 

POSTAL RATE COMMISSION 

[39 CFRPart 3001] 

(Docket No RM 75-11 

PUBLIC INFORMATION AND REQUESTS 
Proposed Rulemaking 

Notice is hereby given that the Postal 
Rate Commission has under considera¬ 
tion rulemaking action to amend its reg¬ 
ulation governing the availability of in¬ 
formation to the public. 

Pub. L 93-502 amended the Freedom 
of Information Act [5 U.S.C. 552. here¬ 
inafter FOIA1 In a number of respects. 
The Commission to proposing to amend 
its regulations to conform to the require¬ 
ments of FOIA. The main amendments 
are as follows: 

1. The deadlines for Commission de¬ 
cisions on FOIA requests have been re¬ 
vised to meet the requirements of Pub. 
L. No. 93-502. The new deadlines are: 
10 days for the initial decision on a re¬ 
quest by the Commission's Secretary, 
and 20 days for a decision by the Com¬ 
mission on appeal. As authorized by law. 
these deadlines may be extended an 
overall total of 10 days. 

2. The new law authorizes the impo¬ 
sition of fees for FOIA requests, to meet 
the “direct costs" of "search and dupli¬ 
cation." The Commission proposes a fee 
of 15 cents a page to cover the direct 
costs of duplication. The Commission 
docs not propose to impose fees for 
searching for document* at this time. 
The fee for duplication may be reduced 
or waived If the Commission determines 
that such action is in the public interest 
because furnishing the information can 
be considered as primarily benefiting the 
general public. 

3. The descriptions in the Commis¬ 
sion's regulations of material exempt 
from disclosure have been revised to 
conform to the new exemptions in Pub. 
L. No. 93-502. 

The proposed amendments are set 
forth in full in an attachment hereto. 
The Commission will entertain com¬ 
ments received on or before February 4. 
1975. Comments should be filed with the 
Commission's Secretary, at the Postal 
Rate Commission, 2000 L 8trect. NW., 
Washington. D.C. 20268. 

Authority for the proposed rulemak¬ 
ing to contained in 39 UJ5.C. 3603 and 5 
U.8.C. 552. 

By direction of the Commission. 

Issued: January 9.1975. 

Joseph A. Fisher, 

Secretary . 
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8cction 3001.42 is amended as follows: 
§ 3001.42 [ Amended) 

1. In paragraph (b) (12) subparagraph 

(1) Is revised and a new subparagraph 
(vil) Is added to read as follows: 

(b) • • • 

( 12 ) • • • 

<i)<a) Specifically authorized under 
criteria established by an Executive or¬ 
der to be kept secret in the interest of 
national defense or foreign policy and 
(b) arc in fact properly classified pur¬ 
suant to such Executive order; 

• • • • • 

(vil) Investigatory records compiled 
for law enforcement purposes, to the ex¬ 
tent specified In 5 U.8.C. 552 <b) (7), 

2. Paragraph (c) is revised to read as 
follows: 

(c) Requests for Records. Requests for 
records shall be in writing and shall 
reasonably describe the records sought. 
Requests shall be addressed to the Sec¬ 
retary at the offices of the Commission. 
Requests which rely upon the Freedom 
of Information Act. 5 U.8.C. 552, shall 
bear the caption "Freedom of Informa¬ 
tion Act Request." Within 10 days (ex¬ 
cluding Saturdays. Sundays, and legal 
public holidays) after receipt of a re¬ 
quest for a Commission record, the Sec¬ 
retary shall: 

(1) General. Inform the requestor 
where and when the records may be in¬ 
spected and. if ascertainable, of the 
charge for furnishing copies: or 

(2) Deny the request. A denial shall be 
in writing; it shall cite the specific ex¬ 
emption or exemptions under these rules 
authorizing the withholding of the rec¬ 
ords sought and shall inform the re¬ 
questor that he may, within 20 days, 
appeal the denial to the Commission. Ap¬ 
peals to the Commission shall be in writ¬ 
ing. The Commission may also review 
any decision of the Secretary on Its own 
initiative. The Commission will consider 
ail appeals and either grant or deny 
them in writing, within 20 days (exclud¬ 
ing Saturdays, Sundays and legal public 
holidays) of the date the appeal is re¬ 
ceived. If on appeal the denial of the 
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request for records is upheld, the Com¬ 
mission shall notify the person making 
such request of the provisions for Judicial 
review of that determination pursuant 
to 5 U.S.C. 552(c). 

3. Add new paragraphs (c)(3) and 
(c) (4) as follows: 

(3) Extensions of Time. The time pe¬ 
riod for decision on application pursuant 
to (c) above may be extended up to 10 
working days by the Secretary and the 
time period for decisions on appeals may 
be extended up to 10 working days by 
the Commission, provided, however, that 
the total period of extensions may not 
exceed 10 working days. Such extensions 
shall be by written notice determining 
that an extension is warranted by un¬ 
usual circumstances as specified in 5 
U.8.C. 552(a) (6)<B>. 

(4) Fees. Documents furnished pursu¬ 
ant to the Freedom of Information Act 
shall be subject to a fee of 15 cents a 
page to meet the costs of duplication. 
Documents may be furnished without 
charge or at a reduced charge if the 
Commission determines that waiver or 
reduction of the fee is in the public in¬ 
terest because furnishing the informa¬ 
tion can be considered as primarily 
benefiting the general public. 

(FR Doc.75-1088 Filed 1-10-75:8:45 am] 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of Low Rent Public Housing 
[24 CFR Part 1200 J 
(Docket No. R-74-311| 
PAGINATION ERROR 

In the Part IV document (FR Doc. 75- 
123) In the issue of Thursday. January 0. 
1975, pages 2173 through 2182 are being 
renumbered as page 2172a through 
2172J, respectively, in order to avoid a 
duplicate use of page numbers with the 
Friday. January 10, 1975 Federal Reg¬ 
ister. Thus, the inclusive page numbers 
for the Part IV document are renum¬ 
bered from pages 1902-2182 to 1902- 
2172J. 


INTERNATIONAL TRADE 
COMMISSION 
[ 19 CFR Part 201 ] 

FEE SCHEDULE FOR INFORMATION 
AVAILABLE TO PUBLIC 

Notice of Proposed Rule Making 

In accordance with section 1 of Public 
Law 93-502, approved November 21. 
1974, amending 5 U.8.C, 552, and to im¬ 
plement section 11 of Public Law 92-463, 
approved October 6. 1972, the Commis¬ 
sion proposes to amend Title 19. Part 
201, of the Code of Federal Regulations 
by adding a new subparagraph (c> to 
section 201.5, set forth in tentative form 
below: 

(c) Fee schedule for information 
available under the Freedom of Infor¬ 
mation Act (5 U.S.C. 552). 

1. Search for records—810.00 per hour; pro¬ 
vided that no charge will be made for any 
search of one-half hour or less. 

2. Reproduction, duplication, or copying of 
records—10 cents per page; provided, how¬ 
ever, that no charge will be made where the 
total amount does not exceed 50 cents. 

3. Unless a request for Information spe¬ 
cifically states that whatever cost Is Involved 
la acceptable, or acceptable up to a specified 
limit that covers anticipated costs, a request 
that is expected to Involve assessed fees in 
excess of $15.00 will not be deemed to have 
been received until the requester is advised 
of the anticipated costs and agrees to bear 
them. 

Written comments concerning the 
proposed regulations are invited from 
Interested persons. Comments may be 
presented in writing to the Office of the 
Secretary, United States International 
Trade Commission. Washington, DC. 
20436. All comments received not later 
than February 12, 1975. will be consid¬ 
ered. 

It is proposed to make the regulations 
adopted effective on February 19. 1975. 

By order of the Commission: 

Issued: January 10.1975. 

Kennkth R, Mason, 
Secretary . 

|FR Doc.75-1219 Filed 1-10-75:9:58 am] 
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DEPARTMENT OF THE TREASURY 

Customs Service 
JT-D. 7S-17J 

INTERNAL ADVICE PROCEDURE 

Procedure To Be Used to Obtain Advice or 

Rulings from Headquarters with Respect 

to Actual Transactions 

January 3, 1975. 

There ts published below for the In¬ 
formation and gutdance of the public an 
Internal advice procedure established 
by the Commissioner of Customs for the 
use of Customs officers, importers, and 
other Interested parties In obtaining ad¬ 
vice and rulings from Customs Head¬ 
quarters with respect to ongoing Customs 
transactions within the technical areas 
of law interpreted by the Office of Regu¬ 
lations and Rulings. This procedure is 
effective Immediately and should be used 
by the public in requesting advice or 
rulings with respect to such legal ques¬ 
tions insofar as they apply to actual Cus¬ 
toms transactions. 

Cssal] Leonard Lehman. 

Assistant Commissioner , 
Regulations and Rulings. 

1. Purpose. The purpose of the inter¬ 
nal advice procedure is to provide a sys¬ 
tem for the uniform disposition of issues 
before the U.S. Customs Service. It pro¬ 
vides a formal method for furnishing 
advice and guidance to field officers In 
the interpretation and application of the 
laws and regulations for which the Cus¬ 
toms Service is responsible. 

2. Definitions. "Internal advice," as 
used here, means advice or guidance as 
to the proper interpretation and applica¬ 
tion of the Customs laws, related stat¬ 
utes. and regulations, within the areas 
of responsibility administered by the 
Office of Regulations and Rulings <OR & 
R>, (Delegation Order No. 1, as revised), 
with respect to a specific set of facts, fur¬ 
nished by Headquarters upon request by 
a regional commissioner, district or area 
director. Such advice or guidance Is fur¬ 
nished as a means of assisting Customs 
personnel in the disposition of pending 
transactions and in establishing and 
maintaining consistent legal interpreta¬ 
tions. Internal advice may, therefore, be 
requested with respect to Issues arising 
In connection with current Customs 
transactions, or with respect to any mat¬ 
ter when there is a passible lack of uni¬ 
formity in the application of the Cus¬ 
toms and related laws and regulations, 
where good administration would suggest 
that an authoritative technical Interpre¬ 
tation be secured from Headquarters for 
application to present and future trans¬ 
actions. 


3. Requesting internal advice, a. Re¬ 
gional commissioners, district or area di¬ 
rectors. will determine whether internal 
advice Is to be requested on any issue 
before them. In general, this advice may 
be requested on any question involving a 
legal interpretation which develops dur¬ 
ing the consideration of a transaction or 
the administration of any law or regula¬ 
tion for which the Customs Service is 
responsible. However, internal advice 
should be requested in every case In 
which any of the following conditions 
exist: 

1. The laws and regulations are not 
clear on the issue being considered and 
there is no published precedent for de¬ 
termining the proper treatment of the 
issue: 

2. There Is reason to believe that non- 
uniformity In the treatment of the issue 
exists between districts: 

3. The issue is so unusual or complex 
as to warrant consideration by Head¬ 
quarters; 

4. The regional commissioner, district/ 
area director, believes that the issue Is 
one of national application; or 

5. The district/area director is a^ked 
to seek such advice by (1) the importer. 
(2) a Customs officer other timn a re¬ 
gional commissioner, district or area di¬ 
rector. or (3) another party having an 
interest in the transaction In question, 
as more fully explained in sec. 5, below. 

b. The regional commissioner or dis¬ 
trict/area director should avail himself 
of the internal advice procedure when¬ 
ever he is of the opinion that a ruling 
previously issued to an importer or other 
Interested party by Headquarters should 
be modified or revoked. 

c. Inasmuch as the benefits of the 
internal advice procedures may go be¬ 
yond the issues in a particular case, the 
fact that requesting Internal advice may 
delay closing the case should not be con¬ 
sidered in determining whether internal 
advice should be requested. 

4. Request procedures, a. A request for 
internal advice will be In the form of a 
memorandum to Headquarters, Office of 
Regulations and Rulings. The memoran¬ 
dum will include a statement of the 
pertinent facts of the question or ques¬ 
tions presented, and any recommenda¬ 
tions the requesting officer wishes to 
make. The statement of the facts should 
be clear, complete, and direct In order 
to avoid any misunderstanding of the 
facts on which the internal advice is to 
be based. Supporting documents and 
materials should be submitted with the 
memorandum. 

b. If the request for internal advice 
relates to classification and value mat¬ 
ters. the original and one copy of the 


memorandum will be sent by the re¬ 
questing officer to the Customs Informa¬ 
tion Exchange (CEE). Additional copies 
of the request will also be sent to Head¬ 
quarters (Office of Operations), and the 
respective regional commissioner if the 
request for internal advice was initiated 
by a district/area director. The regional 
commissioner Is Invited to make com¬ 
ments or recommendations directly to 
Headquarters (OR & R) on any internal 
advice request. 

1. The CJLE. will promptly forward 
the original copy of the memorandum 
to the appropriate national import spe¬ 
cialist in New York for his review and 
comments. The national import special¬ 
ist will also communicate with the As¬ 
sistant Chief Counsel (Customs Court 
Litigation) to determine If the issue or 
Issues presented are the subject of pend¬ 
ing litigation. The duplicate copy of the 
memorandum will be utilized by C.I.E. 
to compile and circulate a monthly reg¬ 
ister of classification and value issues 
currently before Headquarters for reso¬ 
lution. Regional commissioners, or dis¬ 
trict/area directors having an Interest 
in any of these issues may forward their 
comments directly to Headquarters 
(OR ft R). 

2. The national import specialist will 
review the request for internal advice. 
He should Include in his comments a 
detailed background analysis of the is¬ 
sue based on the information available 
at New York. The original copy of the 
memorandum, together with comments 
and attachments, if any. will be sent di¬ 
rectly to Headquarters (Office of Regu¬ 
lations and Rulings), within ten (10) 
working days from date of receipt by the 
national import specialist. 

3. Requests for internal advice relat¬ 
ing to classification and value matters 
originating at New York will be sent di¬ 
rectly to tho C.I.E., which will utilize 
the data for inclusion In the monthly 
register of classification and value issues. 

c. In cases Involving Issues other than 
classification and value matters, the 
memorandum requesting internal advice 
will be forwarded directly to Headquar¬ 
ters (OR & R) by the requesting officer. 
Duplicate copies of the memorandum 
will also be sent to Headquarters (Office 
of Operations) and to the appropriate 
regional commissioner if the request was 
initiated by a district/area director. 

d. Headquarters will endeavor to is¬ 
sue a reply to a request for internal ad¬ 
vise within thirty (30) days from the 
date the request is received. If for any 
reason a decision cannot be reached 
within 30 days, the office submitting the 
request will be advised of the delay and 
of the reasons therefor, and will be given 
a projected date of reply. 
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e. If the request for internal advice 
relates to an ongoing transaction, the 
Importer (or other interested party, if 
appropriate) involved in the transaction 
will be notified by the district/area di¬ 
rector, in writing, that internal advice 
has been requested. The notification will 
set forth the reasons prompting the re¬ 
quest, including the question or ques¬ 
tions presented, and will invite the im¬ 
porter (or other interested party) to sub¬ 
mit a statement setting forth his position 
on the question or questions presented to 
Headquarters (Office of Regulations and 
Rulings) through the district/area di¬ 
rector. 

f. When a request for internal advice 
is initiated under this procedure liquida¬ 
tion or action on the transactions con¬ 
cerned shall be suspended until a final 
determination on the request Is Issued. 
If. however, the request Is initiated by 
or on behalf of a party who docs not have 
a direct interest in the transaction, sus¬ 
pension of liquidation or action shall be 
at the discretion of the district/arca 
director. 

5. Requests initiated by importer or 
other interested party, a. In the case of 
a prospective transaction, an importer or 
other interested party must avail himself 
of existing regulatory procedures to ob¬ 
tain an administrative ruling directly 
from Headquarters. Other opinions or 
advice on such transactions are not bind¬ 
ing on the Customs Service, 

b. All other transactions are under the 
Jurisdiction of the Customs Service where 
they are being considered. An Importer, 
a Customs officer (other than a regional 
commissioner or district/area director) 
or other interested party must request 
that an issue arising in connection with 
a transaction currently under the Juris¬ 
diction of a Customs Service field office 
be submitted to Headquarters by the 
appropriate district/arca director under 
the internAl advice procedure. 

c. The importer's or other interested 
party's request that the question be sub¬ 
mitted to Headquarters under the in¬ 
ternal advice procedure shall be accom¬ 
panied by a written statement setting 
forth the facts of the situation, the point 
or points at Issue, the applicable law, and 
an argument for the conclusions advo¬ 
cated. The statement must also specify 
whether, to the knowledge of the persons 
making the statement, the same Issue, or 
one Identical to it. has ever been consid¬ 
ered, or Is currently being considered, by 
any Customs Service office. This written 
statement must be submitted along with 
the district 'area director’s memorandum. 

d. When internal advice Is sought at 
the request of an Importer or other in¬ 
terested party, the district/area director 
will incorporate in his memorandum, by 
reference, any part of the statement fur¬ 
nished by the importer or other inter¬ 
ested party with which he is in agree¬ 
ment. The district/arca director will also 
note In the memorandum any extraor¬ 
dinary problems that would be created 
by the consideration of the request for 
Internal advice by Headquarters, includ¬ 
ing any unusuaJ difficulties which would 


result from the required withholding of 
liquidation while the request for internal 
advice is under consideration. 

e. The Headquarters Office may refuse 
to consider the questions presented to it 
in the form of a request for internal 
advice whenever (I) the Headquarters 
Office determines that tlie period of time 
necessary to give adequate consideration 
to the questions presented would result 
in a withholding of action with respect to 
the transaction, or other situation, that 
is inconsistent with the sound adminis¬ 
tration of the Customs and related laws, 
and (11) the questions presented can sub¬ 
sequently be rasted by the Importer or 
other Interested party in the form of a 
protest filed in accordance with the pro¬ 
visions of Part 174 of this chapter. 

6. Preparation of internal advice mem¬ 
orandums by headquarters, a. Replies to 
requests for internal advice will be made 
by memorandums addressed to the re¬ 
questing officers. Each memorandum will 
contain cl) a recitation of the pertinent 
facts. (2) a discussion of the facts and 
precedents. (3> the reasoning of Head¬ 
quarters. and (4) the conclusions reached 
by Headquarters, giving direct answers, 
whenever possible, to the specific ques¬ 
tions presented. At the same time, copies 
of the replies will be sent to the Office 
of Operations. CIE and to the appropri¬ 
ate regional commissioners if the request 
for interna) advice was initiated by a 
district 'area director. In cases which do 
not Involve classification and value is¬ 
sues. the copy to the CIE will be omitted 
unless the reply is to be circulated in ac¬ 
cordance with section (b> of this para¬ 
graph. 

b. Internal advice rulings of significant 
importance will be circulated by the 
CJ.E. as part of the ORR series. Circu¬ 
larization of rulings will not be limited to 
those issues Involving classification and 
value matters. 

7. Action on internal adviee in field 
offices, a. Where internal advice was 
sought at the request of an importer or 
other interested party and the district/ 
area director agrees with the conclusions 
reached by Headquarters, the district/ 
area director should furnish the importer 
or other party with a copy of the in¬ 
ternal advice memorandum, unless in¬ 
structed otherwise. 

b. If a requesting officer believes that 
the conclusions reached by Headquarters 
in an internal advice memorandum 
should be reconsidered, he shall request 
such reconsideration within twenty (20) 
days of his receipt of the memorandum, 
following, the same procedure that ap¬ 
plied to the original request except that 
the views of the Importer or other inter¬ 
ested party need cot be obtained again. 
If for some reason a district/area direc¬ 
tor cannot submit a request for recon¬ 
sideration within twenty (20) days, he 
shall advise Headquarters In writing 
within the twenty-day period that he 
intends to request reconsideration in¬ 
dicating when his request will be made. 
Headquarters will act on the request for 
reconsideration within ten (10) days of 
receipt 


c. If a request for reconsideration is 
not made, or the original position is up¬ 
held, the district/arca director shall 
immediately process the transaction in 
accordance with the conclusions set 
forth in the internal advice memoran¬ 
dum. 

8. Effect of internal advice, a. An in¬ 
ternal advice memorandum represents 
an expression of the official position of 
the Customs Service as to the applica¬ 
tion of law\ regulations, and precedents 
to a particular set of facts, and is issued 
as a means of assisting field officers in 
the administration of the laws and regu¬ 
lations for which the Customs Service Is 
responsible. Whenever the conclusions 
reached in an internal advice memoran¬ 
dum will affect a substantial volume of 
imports, or if its publication would pro¬ 
mote tlie uniform application of the laws 
and regulations for which the Customs 
Service is responsible, or if for any other 
reason those conclusions are considered 
to be of sufficient importance, the In¬ 
ternal advice me jrr.ndum wUI be pub¬ 
lished in tlie weekly Customs Bulletin. 

b. Published Internal advice memo¬ 
randums have the effect of published 
rulings and are binding on all Customs 
Service personnel until modified or re¬ 
voked. 

(TO Doc.76-1080 Plied 1-10-75;8:45 am) 


Internal Revenue Service 

PROPOSED EXEMPTION FROM PROHIBI¬ 
TIONS ON TRANSACTIONS BETWEEN 

EMPLOYEE BENEFIT PLANS AND CER¬ 
TAIN BROKER DEALERS 

Hearing on Exemption Proceeding 

Notice of the pendency of an exemp¬ 
tion proceeding for certain broker- 
dealers from all or part of the restric¬ 
tions of section 4975 of the Internal 
Revenue Code of 1954 (relating to excise 
tax on prohibited transactions) appears 
in UUs issue of the Federal Register at 
p. 2455. 

A public hearing with respect to the 
exemption proceeding will be held on 
January 21, 1975, beginning at 10 a m., 
e.s.t., in the George 8. Boutwell Audi¬ 
torium, Seventh Floor. 7400 Corridor. 
Internal Revenue Building, 1111 Consti¬ 
tution Avenue, NW„ Washington, D.C. 
20224. 

An interested person who desires to 
present oral comments at the hearing 
and who wishes to be assured of being 
heard shall submit a statement to that 
efTect, and the time he wishes to devote, 
by 3:30 p.m., ea.t., on January 20. 1975. 
The statement should be submitted to 
the Commissioner of Internal Revenue, 
Attention: CC:LR:T. Washington. D.C. 
20224. An agenda will then be prepared 
containing the order of presentation of 
oral comments and the time allotted to 
such presentation. Ordinarily, a period of 
10 minutes will be the time allotted to 
each person for making his oral 
comments. 

At the conclusion of the presentations 
of comments of persona listed in the 
agenda, to the extent time permits, other 
comments will be received. The public 
hearing will be transcribed. 
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A person wishing to make oral com¬ 
ments at the hearing may do so without 
filing written comments. Persons making 
oral comments should be prepared to 
answer questions regarding information 
brought forth in their comments (In¬ 
cluding written comments, if any). 

Persons who plan to attend the hear¬ 
ing should notify the Commissioner at 
the above address or telephone (Wash¬ 
ington. DC.) 202-964-3935 by Janu¬ 
ary 20.1975. 

The public hearing will be held simul¬ 
taneously and in conjunction with that 
of the Secretary of Labor at the same 
time, place, date, and manner. The no¬ 
tice of hearing of the Department of 
Labor appears in this issue at p. 2483. 

Donald C. Alexander, 
Commissioner of Internal Revenue . 

[FR Doc.75-1222 Filed 1-10-75:10:35 am) 


PROPOSED EXEMPTION FROM PROHIBI¬ 
TIONS ON TRANSACTIONS BETWEEN 

BENEFIT PLANS AND CERTAIN 

BROKER DEALERS 

Exemption Proceeding e 

Notice is hereby given of an exemp¬ 
tion proceeding under section 4975(c) (2) 
of the Internal Revenue Code of 1954. 
The exemption to be considered would 
apply to certain transactions between 
employee benefit plans and certain 
broker-dealers. Applications for exemp¬ 
tion have been made by and on behalf 
of the Securities Industry Association, 
the National Association of Securities 
Dealers and certain broker-dealers. 

The applications state that there is 
great uncertainty in the securities Indus¬ 
try over the nature and extent to which 
ordinary and customary transactions 
(between broker-dealers and employee 
benefit plans are subject to the pro¬ 
hibited transactions provisions of section 
4975 of the Code, or are covered by the 
transitional rule provided by section 2003 
(c)(2)(D) of the Employee Retirement 
Income Security Act of 1974 and the 
extent to which broker-dealers fall with¬ 
in the definitions of disquall Red persons 
and fiduciary in section 4975(e)(2) and 
(3). Citing the recent effective date of 
January 1. 1975. of the provisions of tho 
Act relating to prohibited transactions 
and fiduciary resrousibilities. the com¬ 
plexity of the fiduciary responsibility 
provisions of part 4. Title I of the Act, 
the risks of civil liability, and the po¬ 
tential disruption to the capital market, 
with the attendant possible adverse con¬ 
sequences to the funds of employee bene¬ 
fit plans and to the participants and 
beneficiaries of such plans, the appli¬ 
cants have requested that an exemption 
be granted pursuant to section 4975(c) 
(2) of the Code. 

The Securities and Exchange Commis¬ 
sion has expressed deep concern about 
the uncertainty in the securities indus¬ 
try over the application of such provi¬ 
sions and the potential disruption to the 
capital market. 

On the basis of the applications and 
the concern expressed by the Securities 


and Exchange Commiaion. this notice 
invites written comments concerning 
such exemption proceeding. Pursuant to 
such proceeding, notice is hereby given 
that the exemption set forth in tentative 
form in the attached appendix is pro¬ 
posed to be granted. 

Before granting any such exemption, 
consideration will be given to any com¬ 
ments pertaining thereto which arc sub¬ 
mitted in writing (preferably six copies, 
three of which will be forwarded by the 
Internal Revenue Service to the Depart¬ 
ment of Labor) to the Commissioner of 
Internal Revenue. Attention: CC:LR:T, 
Washington. D.C. 20224, by January 21. 
1975. Every written comment submitted 
In response to this notice will be made 
part of the record and Is subject in its 
entirety to public inspection and copying 
in accordance with procedures similar 
to procedures of 26 CFR 601.702(d)(9). 

A public hearing will be held simul¬ 
taneously and In conjunction with that 
of the Secretary of Labor, and notice of 
the time, place, date and manner of the 
public hearing Is simultaneously pub¬ 
lished herewith. 

Before any exemption may be granted* 
a determination on the record must be 
made that such exemption is adminis¬ 
tratively feasible, in the interests of the 
plan and of Its participants and bene¬ 
ficiaries, and protective of the rights of 
participants and beneficiaries of the 
plan. This determination will be made 
upon comments submitted In writing or 
at the public hearing. 

Donald C. Alexander. 

Commissioner of Internal Revenue. 

The following interim exemption is 
proposed to be granted under the au¬ 
thority of section 4975(c)(2) of the In¬ 
ternal Revenue Code of 1954: 

Tho restrictions of section 4075 do not Ap¬ 
ply to the following transactions: 

(a) Period from January I, 1975 through 
February H. 1975. With respect to a broker- 
dealer registered under tho Securities Ex¬ 
change Act of 1934 or a reporting dealer who 
makes primary markets in Government se¬ 
curities and reports dally to the Federal Re¬ 
serve Bank of Now York its positions with 
respect to Government securities and bor¬ 
rowings thereon, any purchase or sale of a 
security between an employee benefit plan 
and such a broker-dealer or such a reporting 
dealer, which purchase or sole has a Anal set¬ 
tlement date before February 15. 1975. If; 

(1) Such a broker-dealer, or reporting 
dealer, ordinarily and customarily engaged 
in similar transactions on December 31. 
1074; 

(2) Such transaction is at least os favor¬ 
able to the plan as an arm's length transac¬ 
tion with an unrelated party would be: and 

(3) The transaction was not. at the time of 
such transaction, a prohibited transaction 
(within the meaning of section 503(b) of the 
Internal Revenue Code of 1954 or the corro- « 
spending provisions of prior law). 

Tho restrictions of section 4075 do not 
apply to the following transactions; 

(a) Period from January 1, 1975 through 
February 14, 1975. With respect to a broker- 
dealer registered under the Securities Ex¬ 
change Act of 1934 or a reporting dealer who 
makes primary markets in Government se¬ 
curities and reports dally to the Federal Re¬ 
serve Bank of New York Ita positions with 


respect to Government securities and bor¬ 
rowings thereon, any purchase or sole of a 
security between an employee benefit plan 
and such a broker-dealer or such a report¬ 
ing dealer, which purchase or sale has a final 
settlement dato before February 15, 1975. if: 

(1) 8uch a broker-dealer, or reporting 
dealer, ordinarily and customarily engaged in 
similar transactions on December 31. 1974; 

(2) 8uch transaction Is at least as favor¬ 
able to the plan as an arm's length transac¬ 
tion with an unrelated party would be: and 

(3) The transaction was not. at the time 
of such transaction, a prohibited transaction 
(within the meaning of section 503(b) of tho 
Internal Revenue Code of 1954 or the corre¬ 
sponding provisions of prior law). 

(b) Period ending April 30, 197$. With 
respect to a broker-dealer or reporting dealer 
within the meaning of paragraph (a) of this 
appendix, any purchase or sale of a security 
between an employee benefit plan and such 
a broker-dealer or such a reporting dealer 
which has a final settlement date after Feb¬ 
ruary 14. 1975 but before Miy 1, 1975, if the 
requirements of paragraph (a)(1). (2) and 
(3) of this appendix are met and if such 
broker-dealer or such reporting dealer does 
not render investment advice to the plan 
and does not fall within section 4975(e)(3) 
(A) or (C) of the Code. For purposes of thli 
paragraph, a broker-dealer or reporting 
detier shall not be deemed to be rendering 
investment advice If the advice rendered is 
solely Incidental to the conduct of Its busi¬ 
ness as broker or dealer and If It receives no 
special compensation therefor (within the 
meaning of section 202(a) (11) (C) of the 
Investment Advisers* Act of 1040) and shall 
not be deemed to be rendering Investment 
advice to the extent that It values securities 
far a plan or provides securities custodial 
services. 

(c) Afftltates. For purposes of paragraphs 
(a) and (b) of this appendix, affiliates of 
any broker-dealer or reporting dealer shall 
be deemed to be part of such broker-dealer 
or reporting dealer. 

(FR Doc.75-1226 Filed 1-10-75; 10:35 am) 


Office of tho Secretary 

CHICKEN EGGS IN THE SHELL FROM 
CANADA 

Antidumping; Tentative Negative 
Determination 

Information was received on June 11, 
1974, that chicken eggs in the shell from 
Canada were being sold at less than fair 
value within the meaning of the Anti¬ 
dumping Act, 1921. ns amended (19 
UB.C. 160 et seq.) (referred to In this 
notice as “the Act”). This information 
was the subject of an “Antidumping 
Proceeding Notice” which was published 
In the Federal Register of July 12. 1974, 
on page 25670. 

I hereby make a tentative determina¬ 
tion that chicken eggs in the shell from 
Canada are not being, nor likely to be. 
sold at less than fair value within the 
meaning of section 201 (a) of the Act (19 
UJ3.C. 160(a)). 

Statement or Reasons On Which This 
Tentative Determination Is Based 

ALulysls of information from all source* 
revealed that a sufficient quantity of mer¬ 
chandise Identical to the Imported mer¬ 
chandise la sold for home connumpllon 
that for fair VAlue purposes the proper basis 
of comparison la between the home market 
price and the purohase price of the Imported 
merchandise. 
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Purchase price was calculated on the basla 
of either an Lob. US. declination price or 
an fn.b. central storage plant in Canada 
price, with packing included in both price*. 
Deductions were made for freight. Insur¬ 
ance, brokerage and duties, where appro* 
prlate. 

Home market price was calculated on tho 
basis of an fn.b. central storage plant price, 
packing Included. 

Uutng the above criteria, purchase price 
was found to be equal to or greater than the 
home market price of the imported merchan¬ 
dise. 

In accordance with §4 153.33(a) and 
153.37, Customs Regulations (19 CFR 
153.33(a), 153.37), Interested parties 
may present wrlten views or arguments, 
or request In writing that the Secretary 
ol the Treasury afford an opportunity to 
present oral views. 

Any requests that the Secretary of 
the Treasury afford an opportunity 
to present oral views should be addressed 
to the Commissioner of Customs. 2100 K 
Street. NW., Washington, DC 20229, In 
time to be received by his office not later 
than January 23. 1975 Such requests 
must be accompanied by a statement 
outlining the Issues wished to be dis¬ 
cussed. 

Any written views or arguments should 
likewise be addressed to the Commis¬ 
sioner of Customs in time to be received 
by his office not later than February 12, 
1975. 

This tentative determination and the 
statement of reasons therefore are pub¬ 
lished pursuant to 4 153.3 3 of the Cus¬ 
toms Regulations (19 CFR 153.33). 

I seal 1 David R. Macdonald. 

Assistant Secretary 
of the Treasury. 

January 8. 1975. 

(FR Doc.75-1013 Filed 1-10-75:8:45 am] 


BIRCH 3 PLY DOORSKINS FROM JAPAN 
Antidumping Proceeding Notice 

On December 12.1974, Information was 
received In proper form pursuant to 
§9 153.26 and 153.27, Customs Regula¬ 
tions (19 CFR 153.26. 153.27). indicating 
a possibility that birch 3 ply doorsklns 
from Japan are being, or arc likely to be, 
cold at less than fair value within the 
meaning of the Antidumping Act. 1921. 
as amended (19 UB.C. 160 cl scq.). 

There is evidence on record concern¬ 
ing Injury to or likelihood of injury to 
or prevention of establishment of an In¬ 
dustry in the United States. 

Having conducted a summary In¬ 
vestigation as required by 9 153.29 of the 
Customs Regulations (19 CFR 153.29), 
and having determined os a result 
thereof that there are grounds for so 
doing, the US. Customs Service Is Insti¬ 
tuting an inquiry to verify the informa¬ 
tion submitted and to obtain the facta 
necessary to enable the Secretary of the 
Treasury to reach a determination as to 
the fact or likelihood of sales at less than 
fair value. 

A summary of information received 
from all sources is as follows: 


Tho information received tends to Indicate 
that the prices of tho merchandise sold for 
exportation to tho United States are less than 
tho constructed value. 

This notice Is published pursuant to 
9 153.30 of the Customs Regulations <19 
CFR 153.30). 

TsealI David R. Macdonald, 

Assistant Secretary of the Treasury. 

January 9, 1975. 

|FR Doc.75-1210 Filed 1-10-75:9 03 am] 


DEPARTMENT OF DEFENSE 

Deportment of the Air Force 

USAF SCIENTIFIC ADVISORY BOARD 
Notice ol Meeting 

January 6.1975. 

The United States Air Force Scientific 
Advisory Board C-141 Independent Re¬ 
view Team will hold an open meeting on 
January 23-29. 1975. from 8:30 a.m. 
until 5 pm. at Lockheed Aircraft Com¬ 
pany. Marietta. Georgia. 

The C-141 Independent Review Team 
will meet to review the proposed mod¬ 
ification to stretch the C-141. 

For further Information on this meet¬ 
ing. contact the Scientific Advisory 
Board Secretariat at 202-597-8845. 

8tanley U. Roberts, 
Colonel, USAF . Chief . Legisla¬ 
tive Division, Office of The 
Judge Advocate General. 

(FR Doc.75-750 Filed 1-10 75:8:45 am J 


DEPARTMENT OF JUSTICE 
Drug Enforcement Administration 
(DocketNo 74-21| 

SAMUEL D. NOVICH, D.V.M. 

Notice of Hearing 

Notice is hereby given that on Oc¬ 
tober 25. 1974. the Drug Enforcement 
Administration, Department of Justice, 
issued to Samuel D. Novich. D.V.M., 
Cherry Hill, New Jersey, an Order to 
Show Cause as to why the Drug Enforce¬ 
ment Administration registration No. 
AN0604416. issued to him pursuant to 
section 303 of the Controlled Substances 
Act <21 U.S.C. 823) should not be re¬ 
voked. 

Thirty days having elapsed since said 
order was received by Dr. Novich. and 
written request for a hearing having 
been filed with the Drug Enforcement 
Administration. Notice is hereby given 
that a hearing in this matter will be held 
commencing at 10 a.m. on January 20, 
1975, In Room 1210, of the Drug Enforce¬ 
ment Administration. 1405 I Street, 
NW.. Washington, D C. 20537. 

Dated: January 8,1975. 

John R. Bartels, Jr.. 

Administrator, 

Drug Enforcement Administration 

(FR Doc.75-1006 Filed 1-10-75;8:45 am] 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

OUTER CONTINENTAi SHELF OIL AND 
GAS LEASING 

Relocation of Public Hearing h California 

Regarding Proposed Increase in OCS 

Leasing 

In the From al Rmnw of October 18. 
1974, (39 FR 37222). the Department an¬ 
nounced the availability of a draft en¬ 
vironmental impact statement and the 
holding of public hearings regarding the 
proposed acceleration of oil and gas leas¬ 
ing on the Outer Continental Shelf. 

In order to provide additional time for 
review of the draft impact statement, the 
Department first rescheduled the hear¬ 
ings to early December (39 FR 39297), 
and then to early February (39 FR 
44670). These healings were scheduled 
to be held In Anchorage, Alaska: Tren¬ 
ton. New Jersey: and Anaheim. Cali¬ 
fornia. 

Notice is hereby given that the hear¬ 
ing previously scheduled to be held in 
Anaheim, California, has been relocated 
as follows: 

X 

Los Angeles Area .— February 6. 7, and 8 
(Thursday. Friday, and Saturday). 

El Rodeo Elementary School Auditorium 

805 Whittier Drive 

Severely Hllla. California 90210 

All Information and requirements with 
respect to these hearings which were 
published in the Federal Register on De¬ 
cember 26. 1974. (39 FR 44670) remain 
unchanged except for relocation of the 
California hearing from Anaheim to 
Beverly Hills. 

Curt Berxlund, 
Director. Bureau of 
Land Management . 

Approved: January 8.1975. 

Stanley D. Doremus, 

Deputy Assistant 
Secretary of the Interior. 

lPR Doc.75 1026 Plied 1-10 75:8:45 am] 


Office of Hearings and Appeals 
(Docket No. M 76-771 
ISLAND CREEK COAL CO. 

Petition for Modification of Application of 
Mandatory Safety Standard 

Notice Is hereby given that In accord¬ 
ance with the provisions of section 301 <c) 
of the Federal Coal Mine Health and 
Safety Act of 1969. 30 U.S.C. 861 (c>. Is¬ 
land Creek Coal Company has filed a 
petition to modify the application of 30 
CFR 75.1403-8(c> to its No. 9 Mine, Mad- 
isonville. Kentucky. 

30 CFR 7S.1403-8(c) provides: 

Track haulage roads developed after 
March 30, 1970, aboutd have clearance on the 
“tight** aide of at least 12 Inches from tho 
farthest projection of normal traffic. 

In support of Its petition. Petitioner 
states: 

(I) In three or four locations on the 
north motor road of Petitioner's mine. 
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unusually unstable roof conditions exist. 
As an extra precaution against roof falls, 
steel beams and rails, rather than tim¬ 
bers. are used as roof supports in these 
areas. Additionally, passages arc nar¬ 
rowed somewhat to reduce the amount 
of roof which must be supported. 

<2) As a result of this narrowing, there 
are points along the track haulage road, 
primarily on curves, where the corners 
of supply cars do not clear the sides by 
the 24 Inches required by f 76.1403-8(c> 
of the regulations. 

(3) The three or four locations where 
unstable roof conditions exist total ap¬ 
proximately 100 feet in length and only 
at certain points is the required clearance 
not met. 

(4) These locations seldom have men 
working in them and the supply motor- 
men travel through these locations alone 
a majority of the time. Additionally, 
adequate shelter holes are provided along 
these locations. 

(6) The roof In these three or four 
locations of unstable roof conditions is 
presently adequately supported To widen 
these passages to achieve the required 
clearance at all points will require re¬ 
placement of the steel supports along 
the length of these locations and will 
increase the amount of roof which must 
be supported. 

(6) Petitioner proposes as an alternate 
safety measure to post red lighted warn¬ 
ing signs at the points on the north 
motor rood of Petitioner's mine where 
the required clearances cannot be met. 
Due to the Infrequency of activity in 
these areas, the posting of such red 
lighted warning signs as an alternative 
method of achieving the result of 
9 75.1403-8*0 of the regulations will at 
all times guarantee no less than the some 
measure of protection afforded the 
miners in these areas of the mine by the 
mandatory safety standard. Additionally, 
the widening of these passages to comply 
with the standard will, by exposing more 
unstable roof, result in a diminution of 
safety to the miners passing through 
such areas of the mine. 

Persons Interested In this petition may 
request a hearing on the petition or 
furnish comments on or before Febru¬ 
ary 12, 1975. Such requests or comments 
must be filed with the Office of Hearings 
and Appeals. Hearings Division. U.8. De¬ 
partment of the Interior. 4015 Wilson 
Boulevard. Arlington, Virginia 22203. 
Copies of the petition are available for 
inspection at that address. 

Dated: January 8. 1975. 

James R. Richards, 
Director, Office of 
Hearings and Appeals. 

[FR DOC.7S-1017 Fllod 1-10-75:8:45 ton] 


National Park Service 
| Order 86) 

CHIEF. CONTRACT ADMINISTRATION 
DENVER SERVICE CENTER 

Delegation of Authority 

8ccnow 1 . Delegation . The Chief, Con¬ 
tract Administration, Denver Service 


Center. Is authorized to exercise all the 
contracting authority now or hereafter 
vested in the Superintendent. Grand 
Canyon National Park. Grand Canyon. 
Arizona, for Contract No. 14-10-0315- 
396. dated December 31, 1964, Transcan¬ 
yon Water Line, Grand Canyon National 
Park, Arizona, between the United States 
of America and Elling Halverson. Inc., 
and Lent's Inc.. A Joint Venture. 

Sec. 2. Redetegation. The authority 
delegated by this order may not be re¬ 
delegated. 

((205 DM. as amended 254 DM. as amended.) 
sec. 2 of Reorganization Plan No. 3 of 1950) 

Dated: January 9.1975. 

Lkonard Norwood. 

Acting Director, 
National Park Service. 

(FR Doc.75-1159 Filed 1-10-76:8:45 am) 

DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

HOP MARKETING ADVISORY SOARD 

Pubfic Meeting 

Pursuant to the Federal Advisory Com¬ 
mittee Act (Pub, L. 92-463: 86 Slat. 770), 
notice U given of a meeting of the Hop 
Marketing Advisory Board at 8 30 a.m.. 
p_s.t., January 20, 1975. at the Sheraton 
Inn-Airport, San Diego. California. 

The Hop Growers of America, on in¬ 
dustry organization composed of hop 
growers in the States of Washington. 
Oregon. Idaho, and California, is meet¬ 
ing in San Diego January 21 and 22.1975. 
This is their annual meeting and Is 
widely attended by growers. It provides 
the only opportunity before spring plant¬ 
ing for the members of the Advisory 
Board to exchange information with 
such a large group of hop growers. This 
enables the Advisory Board to arrive at 
markeMn* policy recommendations which 
it must submit to the Hop Administra¬ 
tive Committee. It. therefore, has been 
determined that it is within the best In¬ 
terests'of the Federal Government to 
have the meeting of the Hop Marketing 
Advisory Board immediately preceding 
the Hop Growers of America's annual 
meeting. The Advisory Board should 
meet on January 20. 1975. Inasmuch as 
the charter renewing the Hop Marketing 
Advisory Board was not issued until Jan¬ 
uary 6. 1975. it is Impossible to meet the 
15 day advance notice required by OMB 
Circular A-63. revised March 27. 1974. 

The purpose of the meeting Is to dis¬ 
cuss reserve pool matters, marketing re¬ 
search and development projects, and 
marketing policy and related matters. 
The meeting will be open to the public. 

The Hop Marketing Advisory Board is 
established under Marketing Order No. 
991. as amended (7 CFR Part 991). regu¬ 
lating the handling of hops of domestic 
production. The marketing order is ef¬ 
fective under the Agricultural Marketing 
Agreement Act of 1937. as amended. 

(Sees. 1-10. 48 SUt. 81. as amended: 7 US.C. 
501-574) 

The names of Board members, agenda, 
summary of the meeting and other In¬ 


formation pertaining to the meeting may 
be obtained from Robert H. Eaton. Man¬ 
ager. Hop Administrative Committee, 
Room 1002. Corbett Building. 430 S.W. 
Morrison Street. Portland, Oregon 97204, 
telephone 503-224-1823. 

Dated: January 9,1975. 

John C. Blum. 

Associate Administrator. 

[FR Doc.75-1189 Filed 1-10-75,11:16 am) 


Packers and Stockyards Administration 

ARIZONA LIVESTOCK AUCTION, INC., 
PHOENIX. ARIZONA ET AL 

Proposed Posting of Stockyards 

The Chief. Registrations. Bonds, and 
Reports Branch. Packers and Stockyards 
Administration, United States Depart¬ 
ment of Agriculture, has information 
that the livestock markets named below 
are stockyards as defined in Section 302 
of the Packers and Stockyards Act, 1921. 
as amended <7 U.S.C. 202), and should be 
made subject to the provisions of the Act. 

AZ-100—Arizona Livestock Auction. Inc.. 
Phoenix. Arizona. 

Co-144-—Friends & Neighbors Comm Union 
Co . Inc.. Saltds. Colorado 
GA 178—R & T Livestock Oo., MUlen, 
Georgia. 

KS 109—Rush County Livestock Sales Co„ 
LsCrosse. Kansas. 

KB-200- Leavenworth Livestock Auction 
Company. Leavenworth. Kansaa. 

OK-193—Meeker Livestock Market. Meeker, 
Oklahoma. 

TX-310—Bowie Livestock Commission, Inc., 
Bowie. Texas. 

TX-309—Nixon Livestock Commission. Inc.. 
Nixon. Texas. 

Notice is hereby given, therefore, that 
the said Ciiicf. pursuant to authority 
delegated under the Packers and Stock¬ 
yards Act, 1921. as amended (7 U.S.C. 
181 et seq.), proposes to issue a rule 
designating the stockyards named above 
as posted stockyards subject to the provi¬ 
sions of the Act as provided in Section 
302 thereof. 

Any person who wishes to submit writ¬ 
ten data, views, or arguments concerning 
the proposed rule, may do so by filing 
them with the Chief, Registrations. 
Bonds, and Reports Branch. Packers and 
Stockyards Administration, United 
States Department of Agriculture, Wash¬ 
ington. D.C. 20250. by January 28,1975. 

All written submissions made pursuant 
to this notice shall be made available for 
public inspection at such times and 
places In a manner convenient to the 
public business <7 U.S.C. 1.27(b)). 

Done at Washington, D.C„ this 6th 
day of January, 1975. 

Edward L. Thompson, 
Chief, Registrations, Bonds, 
and Reports Branch, Live¬ 
stock Marketing Division . 

[FR Doc.75-900 Plied 1-10-75:8:45 ton] 
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Office of the Secretary 
FEED GRAIN DONATIONS 

Walker River and Yomba Indian Lands In 

Nevada, Sandia and San Felipe Indian 

Lands In New Mexico, and Ute Mountain 

Indian Lands In Colorado, New Mexico 

and Utah 

Pursuant to the authority set forth in 
section 407 of the Agricultural Act of 
1949, as amended (7 U.8.C. 1427) , and 
Executive Order 11336, I have deter¬ 
mined that: 

1. The chronic economic distress of the 
needy members of the Walker River and 
the Yomba Indian Lands In Nevada, the 
Sandia and San Felipe Indian Lands in 
New Mexico, and the Ute Mountain In¬ 
dian Lands in Colorado, New Mexico 
and Utah, has been materially increased 
and become acute because of severe and 
prolonged drought creating a serious 
shortage of livestock feeds. These lands 
are reservations or other lands desig¬ 
nated for Indian use and are utilized by 
members of the Indian tribes for grazing 
purposes. 

2. The use of feed grain or products 
thereof made available by the Commod¬ 
ity Credit Corporation for livestock feed 
for such needy members of the tribes 
will not displace or interfere with nor¬ 
mal marketing of agricultural com¬ 
modities. 

Based on the above determinations. I 
hereby declare the reservations and 
grazing lands of these tribes to be acute 
distress areas and authorize the dona¬ 
tion of feed grain owned by the Com¬ 
modity Credit Corporation to livestock- 
men who are determined by the Bureau 
of Indian Affairs, Department of the In¬ 
terior. to be needy members of the tribe 
utilizing such lands. These donations by 
the Commodity Credit Corporation may 
commence upon signature of this notice 
and shall be made available through the 
duration of the existing emergency or 
to such other time as may be stated in 
a notice issued by the Department of 
Agriculture. 

Signed at Washington. D.C. on Jan¬ 
uary 6,1975. 

Earl L. Butz, 
Secretary. 

|FR Doc.75-992 Filed 1-10-75:8:45 Ami 


DEPARTMENT OF COMMERCE 

Domestic and International Business 
Administration 

COMPUTER PERIPHERALS. COMPONENTS 
AND RELATED TEST EQUIPMENT TECH¬ 
NICAL ADVISORY COMMITTEE 

Partially Closed Meeting 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act. 5 U.8.C. 
App. I <8upp. m, 1973). notice is hereby 
given that a meeting of the Computer 
Peripherals. Components and Related 
Test Equipment Technical Advisory 
Committee will be held on Thursday, 
February 20. 1975, in Room 5230. Main 
Commerce Building. 14th and Constitu¬ 
tion Avenue NW, Washington. D.C. 


The Committee was established to ad¬ 
vise the Office of Export Administration, 
Bureau of East-West Trade, with respect 
to questions involving technical matters, 
world-wide availability and actual 
utilization of production and technology, 
and licensing procedures which may 
affect the level of export controls appli¬ 
cable to computer peripherals, compo¬ 
nents and related test equipment, includ¬ 
ing technical data related thereto, and 
including those whose export is subject 
to multilateral (COCOM) controls. 

The Committee meeting agenda has 
five parts: 

Gkkfjul Session 

(1) Opening remarks by the Chairman. 

(2) Presentation of papers or comments by 
the public. 

(3) Discussion of the report on transfer 
of technology. 

(4) Discussion of the function of the De¬ 
partment of Defense In renewing both U3, 
and foreign export license applications. 

Exxcumrz Session 

(5) Discussion of matters properly classi¬ 
fied under Executive Order 11552. dealing 
with the United States and COCOM control 
program and strategic criteria related 
thereto. 

The public will be permitted to attend 
the General Session, at which a limited 
number of seats will be available to the 
public. Written statements may be sub¬ 
mitted at any time before or after the 
meeting. 

On December 16, 1974, the Assistant 
Secretary of Commerce for Administra¬ 
tion. with the concurrence of the dele¬ 
gate of the General Counsel, formally 
determined, pursuant to section 10(d) of 
the Federal Advisory Committee Act, 
that those portions of the series of meet¬ 
ings of the Committee and of any sub¬ 
committees thereof that will involve dis¬ 
cussions of matters listed in 5 U.8.C. 552 
(b)(1) and specifically authorized under 
criteria established by an executive order 
to be kept secret in the interest of na¬ 
tional defense or foreign policy and are 
in fact properly classified pursuant to 
such executive order, shall be exempt, 
for the period January 4, 1975, to Janu¬ 
ary 3, 1976, from the provisions of sec¬ 
tion 10 (a)(1) and (a)(3) of the Act, 
relating to open meetings and public par¬ 
ticipation therein. 

Agenda item (5) will be devoted to the 
dLscusMon of matters listed in 5 U.S.C. 
552(b)(1) and properly classified under 
Executive Order 11652. dealing with the 
U.S. and COCOM control program and 
strategic criteria related thereto. Accord¬ 
ingly, pursuant to the aforementioned 
determination this portion of the meet¬ 
ing will be closed to the public. All Com¬ 
mittee members have appropriate 
security clearances. 

Minutes of the open portion of the 
meeting will be available upon written 
request addressed to the Central Refer¬ 
ence and Records Inspection Facility, 
Room 7043, US. Department of Com¬ 
merce. Washington, D.C. 20230. 

For further information, contact Mr. 
Charles C. Swanson, Director, Operations 
Division, Office of Export Administration, 


Room 1620. U.S. Department of Com¬ 
merce. Washington, D.C. 20230, tele¬ 
phone: A/C 202/967-4196. 

In accordance with paragraph <4> of 
the Order of the United States District 
Court for the District of Columbia in 
Aviation Consumer Action Project, et al.. 
v. C. Langhome Washburn, et al.. Sep¬ 
tember 10. 1974. as amended, September 
23, 1974 (Civil Action No. 1838-73), the 
Complete Notice of Determination to 
close portions of the neetings of the 
Computer Peripherals, Components and 
Related Test Equipment Technical Ad¬ 
visory Committee and of any subcom¬ 
mittees thereof Is hereby published. 

Dated: January 8, 1975. 

Rauzr H. Mkyxr. 

Acting Director , 
Bureau of East-West Trade, 
Norte* or Dktkbmination 

In response to written requests of repre¬ 
sentatives of a substantial segment of the 
oomputer Industry, the Computer Periph¬ 
erals. Components and Related Text Equip¬ 
ment Technical Advisory Committee was 
established by the Secretary of Commerce 
pursuant to section 5(c)(1) of the Export 
Administration Act of 1969, 50 US.C. App. 
section 2404(c)(1) (Stipp. m. 1973), as 
amended. Pub. L. 93-500. section 6(b) (Oc¬ 
tober 29. 1974). to advise the Department of 
Commerce with respect to questions Involv¬ 
ing technical matter*, worldwide availability, 
and actual utilisation of production and 
technology, and licensing procedures which 
may affect the level of export controls ap¬ 
plicable to oomnuter peripherals, compo¬ 
nents, and related test equipment, including 
technical data related thereto, and Including 
those whose exnort is subject to multilateral 
(COCOM) controls. 

The Committee, which currently has 
seventeen members representing Industry 
and eight members representing government 
agencies, will terminate no later than Janu¬ 
ary 3, 1977. unless extended by the Secretary 
of Commerce. All members of the Committee 
have the appro p riate security clearance. 

The Committee's activities are conducted 
In accordance with the provisions of section 
6(c)(1) of the Export Administration Act 
of 1969, as amended, the provisions of the 
Federal Advisor? Committee Act, 6 U.S.C. 
App. I (8upp. ITT, 1973). and Ofl)ce of Man¬ 
agement and Budget Circular A-53 (Re¬ 
vised). Advisory Committee Management, 
effective May 1, 1974. Section 10 of the Fed¬ 
eral Advisory Committee Act provides, among 
othsr things, that the meetings of advisory 
committees are to be open to the public, and 
to public participation, unless the head of 
the agency (or his delegate) to which the 
committee reports determines In writing that 
all, or some portion, of the agenda of the 
meeting of the committee U concerned with 
matters listed In section 552(b) of Title 6 of 
the United States Code. 

Section 652(b) (1) of Title 5, United State* 
Code, provides that Information may be 
withheld from the public if It concerns mat¬ 
ters specifically required by Executive Order 
to be kept secret in the Interest of the na¬ 
tional defense or foreign policy. 

Notices of Determination authorising the 
closing of meetings, or portions thereof, of 
the Computer Peripherals. Components, and 
Related Test Equipment Technical Advisory 
Committee and its formal subcommittees, 
dealing with security classified matters, were 
Approved on June 18. 1973 for the meeting of 
July 9, 1973: on July 17, 1973 for the meeting 
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of July 25, 1073; on August 21, 1073 for a 
scries of meetings from August 21. 1073 
through December 31, 1073; on December 20. 
1973 covering a series of meetings for the 
period January l, 1074 through April 30, 1074; 
and on Mat 16. 1074. covering a series of 
meetings from May 1, 1074 through January 
3. 1076. 

In order to provide advice to the Depart¬ 
ment under the terms of Its charter, the 
Committee and formal subcommittees there¬ 
of will continue to hold a series of meetings 
dealing with the matters set forth In the first 
paragraph of this Determination. These 
meetings will Include discussions of tho 
COCOM control list as It relates to the com¬ 
modities and technical data under its pur¬ 
view, and with the foreign availability of 
these commodities and technical data. In 
addition, the Committee and Its formal sub¬ 
committees will be preparing recommenda¬ 
tions for the Department*! consideration 
relating to the OS. Government's negotiat¬ 
ing position on COCOM-related matters. 
Much of the Information relating to the 
COCOM control list, as well as proposed 
changes. U now or will be security classified 
for national security or foreign policy rea¬ 
sons. pursuant to Executive Order No. 11662. 
3 CFR 339 (1974). In order for the Commit¬ 
tee and lie formal subcommittee* to provide 
required ad vie? to the 06 Government. It 
will be necessary to provide the Committed 
and Its format subcommittees with such 
classified material. Therefore, the portions 
of the series of meetings of the Committee 
and of subcommittees thereof that will 
Involve discussions of matters specifically 
authorized under criteria established by an 
executive order to be kept secret in the in¬ 
terest of national defense or foreign policy 
and are in fact properly classified pursuant 
to such executive order, must be closed to 
the public. The remaining portions of the 
aeries of meetings will be open to the public. 

Accordingly. I hereby determine, pursuant 
to section 10(d) of the Federal Advisory 
Committee Act that those portions of the 
series of meetings of the Committee and of 
any subcommltees thereof, dealing with the 
aforementioned classified material* shall be 
exempt, for the period January 4. 1976. to 
January 3. 1976. from the provisions of 
section 10 (a)(1) and (a) (3), relating to open 
meetings and public participation therein, 
because the Committee and subcommittee 
discussions will b? concerned with matters 
listed in section 663(b) (1) of Title 6. Cntted 
States Code. The remaining portions of the 
meetings will be open to the public. 

Dated: December 16,1974. 

Guy W. Chamberlin, Jr„ 
Assistant Secretary 
tor Administration. 

Dated: December 12.1974. 

Alfred Metsner. 

General Counsel. 

1 PR Doc.76-993 Filed 1-10-73.*46 am) 


DEPARTMENT OF HEALTH, 
EDUCATION. AND WELFARE 

Health Services Administration 

MATERNAL AND CHILD HEALTH 
RESEARCH GRANTS REVIEW COMMITTEE 

Notice of Meeting 

Pursuant to the Federal Advisory 
Committee Act (Pub. L. 92-463). the Ad¬ 
ministrator. Health Services Administra¬ 
tion, announces the meeting dates and 


other required Information for the fol¬ 
lowing National Advisory body scheduled 

Committee name and 
date/ttme/place 

Maternal and Child Health Research Grants 
Review Committee, Feb. 13 and 14. 1976— 
9 a.m. Parklawn Bldg, Conference Room 
U 5600 Plahcr* lane. Rockville, Mil 


to assemble during the month of Febru¬ 
ary 1975: 

Type of meeting and/or 
contact person 

Open—Feb. 13—9-10 am. Closed—remainder 
of meeting. Contact: Gloria Wackernah. 
room 12A-08. Parklawn Bldg, 6600 Fisher* 
Lane. Rockville. Md Code 301-443-2190. 


Purpose: The Committee Is charged with 
the review of aU research grant applications 
in the program areas of maternal and child 
health administered by the Bureau of Com¬ 
munity Health Servicer.. 

Agenda: The Committee wUl be perform¬ 
ing review of grant applications for Federal 
assistance. This meeting will be open to tho 
public from 9 to 10 on February 13 for the 
Opening Remarks. The remainder of the 
meeting will be dosed to the public for the 
review of grant application* for Federal as¬ 
st "twice, In accordance with the provision a 
eot forth In section 662(b)(4). Title 6 US. 
Code and the Determination by the Adminis¬ 
trator. Health Service* Administration, pur¬ 
suant to Pub. L. 92-463, section 10(d). 

Agenda Items are subject to change as 
priorities dictate. 

That portion of the meeting so indi¬ 
cated. is open to the public for observa¬ 
tion and participation. Anyone wishing 
to participate, obtain a roster of mem¬ 
bers. or other relevant information, 
should contact the person listed above. 

Dated: December 31. 1974. 

Andrew J. Cardinal, 
Associate Administrator for 
Management. Health. Services 
Administration . 

[FR Doc.75-765 Filed 1-10-76;8:45 am) 


Office of Education 

FUNCTIONS, AND DELEGATIONS OF 
AUTHORITY 

Statement of Organization 

Port 2 (Office of Education) Section 
2-B. Organization and Functions, of the 
Statement of Organization, Functions 
and Delegations of Authority for the 
Department of Health, Education, and 
Welfare is hereby amended to attain the 
purposes of the Education Amendments 
of 1974, Section 519. by establishing an 
Office of Libraries and Learning Re¬ 
sources. Therefore, the statement pub¬ 
lished in the Federal Register on April 
26. 1974 at 39 FR 14738, 14739 is hereby- 
amended as follows: 

The Statement under the heading 
Bureau of School Systems is amended by 
addition of a new statement immediately 
preceding the title of the Division of 
Education for the Disadvantaged to read 
as follows: 

Office of Libraries and Learning 
Resources 

Administers programs to improve pub¬ 
lic library services and library construc¬ 
tion to strengthen library resources, 
support training of library* personnel and 
acquisition of equipment to improve In¬ 
structional programs. Administers pro¬ 
grams to support acquisition of school 
library resources and instructional 


equipment and support research and 
demonstrations in library and informa¬ 
tion science. Administers all programs in 
the Office of Education related to assist¬ 
ance for. and encouragement of libraries 
and information centers and education 
technology. 

The statement under the heading 
Bureau of Pastsecondary Education, 
Division of Library Programs and the 
heading “Division of Library Programs’* 
are deleted in Jheir entirety. 

Dated: December 30.1974. 

John Ottiwa. 

Assistant Secretary for 
Administration and Management . 

I FR Doc.76-1027 Filed 1-10-76,1:46 amj 


Office for Civil Rights 

NONDISCRIMINATION IN HIGHER 
EDUCATION EMPLOYMENT 

Memorandum by Director 

The following memorandum by the 
Director. Office for Civil Rights, dated 
December 1974. has been addressed to 
all College and University Presidents: 

Memorandum to College and University 
Presidents 

The Office for Civil Rights (OCR) has 
responsibility for the enforcement of Ex¬ 
ecutive Order 11246. as amended, with 
resnect to employment at colleges and 
universities which hold Federal con¬ 
tracts. Under the Executive Order. Fed¬ 
eral contractors. Including Institutions 
of higher education, are prohibited from 
discriminating against anv person on 
the basis of race, color, religion, sex. or 
national origin in recruitment, selection, 
promotion and any other employment 
practices and procedures. Further, con¬ 
tractors are required by the Executive 
Order to “take affirmative action to en¬ 
sure that applicants are employed, and 
that employees are treated during em¬ 
ployment. without regard .to their race, 
color, religion. sex. or national origin/* 
(Section 202(1>> Such affirmative ac¬ 
tion sho!d be designed to expand employ¬ 
ment opportunities for women and 
minorities and to eliminate those pol¬ 
icies and practices which have had the 
effect of excluding or limiting female 
and minority group employment. 

Further, under Title VI of the Civil 
Rights Act of 1964 and Title IX of the 
Education Amendments of 1972, both of 
which are within the compliance Juris¬ 
diction of the Office for Civil Rights, 
educational institutions which are recip¬ 
ients of Federal financial assistance 
must ensure nondiscrimination. Under 
Title VI the recipients of Federal finan¬ 
cial assistance may not discriminate on 
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the basis of race, color, or national 
origin. Title VI prohibits employment 
discrimination only to the extent that 
such discrimination tends to exclude in¬ 
dividuals or deny them the benefits of 
Federal financial assistance. With certain 
exceptions, Title IX prohibits discrimi¬ 
nation based on sex in federally assisted 
education programs or activities. It ex¬ 
tends to all employment practices of a 
covered institution. While the Executive 
Order coverage is extended only to those 
institutions which are Federal contrac¬ 
tors, Title VI and Title IX reach all of 
the nation's higher education institu¬ 
tions which receive Federal financial as¬ 
sistance. Whereas affirmative action in 
employment is expressly required under 
the Executive Order, even in the absence 
of a finding of specific discrimination by 
the institutions, it is not required under 
Title VI or Title IX. However, voluntary 
affirmative action is permitted under 
both Title VI and Title IX.to over¬ 

come the effects of conditions which re¬ 
sulted in limiting participation by per¬ 
sons of a particular race, color, national 
origin, or sex." 

It should be noted that where there 
has been a specific finding of discrimina¬ 
tion under the Executive Order. Title VI 
or Title IX, specific remedial or correc¬ 
tive action is required. Remedies in these 
cases are tailored to the specific wrong 
which has occurred. This memorandum 
is not intended to apply to corrective ac¬ 
tions undertaken pursuant to a specific 
finding of discrimination. 

This Office, in October 1972, issued 
Higher Education Guidelines which set 
forth the compliance responsibilities of 
colleges and universities under the Exec¬ 
utive Order. In the time during which 
the Guidelines have been In effect. OCR 
has been faced with determining the per¬ 
missibility of many common practices 
designed to effect compliance with the 
Executive Order. The purpose of this 
Memorandum is to encourage resort to 
positive affirmative action steps by set¬ 
ting forth concrete examples designed to 
distinguish such positive steps from 
others which might conflict with nondis¬ 
crimination requirements. 

At the outset, certain general princi¬ 
ples should be made clear. Colleges and 
universities ore entitled to select the 
most qualified candidate, without regard 
to race, sex, or ethnicity, for any posi¬ 
tion. The college or university, not the 
Federal Government, is to say what con¬ 
stitutes qualification for any particular 
position. No single appointment will be 
objected to where those not appointed are 
less well-qualified than the candidate ac¬ 
tually selected. 

Recruitment for Employment Vacan¬ 
cies Must Be Undertaken Without 

Designation or Identification »y 

Race, Bex, or Ethnicity 

As defined on page five of the Guide¬ 
lines. "Irlecrultment is the process by 
which an institution or department 
within an institution develops an appli¬ 
cant pool from which hiring decisions 
are made." As indicated on page six of 


the Guidelines, a contractor must make 
an explicit statement of Its commitment 
to equal employment opportunity In all 
recruiting announcements and adver¬ 
tisements, and it may do so by specifying 
that it Is an "equal opportunity em¬ 
ployer." There is a caveat: 

It to a violation of the Executive Order, 
however, for a prospective employer to state 
that only members of a particular minority 
group or aex wlU be considered. 

A major purpose of the affirmative action 
provision of the Executive Order is to 
broaden the pool of applicants so that 
women and minorities will be considered 
for employment along with all other ap¬ 
plicants. The affirmative action process 
must not operate to restrict considera¬ 
tion to minorities and women only. Ac¬ 
ceptable nonrestrictlve language de¬ 
signed to broaden the pool of applicants 
would be: 

The English Department of X University to 
subject to the requirements of Executive 
Order 11246 and to an affirmative action em¬ 
ployer. All Interested persons are encouraged 
to apply. 

It would, however, be unacceptable to 
state that "women and minorities are 
preferred" or "this is an affirmative ac¬ 
tion position." Status as a member of 
any specific group should not be men¬ 
tioned in any advertisement as preferred. 

The type of announcement which 
identifies the category of applicants who 
will be considered on the basis of race 
and/or sex would be unacceptable be¬ 
cause it has the effect of discouraging 
the candidacy of other categories of per¬ 
sons. Therefore, it would be unacceptable 
for an announcement to read: 

Pursuant to our affirmative action plan 
establishing goals for the employment of 
women and minorities, the English Depart¬ 
ment of X University to seeking to fill this 
position with a woman. 

‘Of course, under the Executive Order, all 
employment advertising must contain a 
statement that the Institution is an equal 
opportunity employer. 

It has been suggested that a position 
might be designated on the basis of race 
or sex In order to meet an employment 
goal. This would be in violation of the 
nondiscrimination provisions of the Ex¬ 
ecutive Order. The following case repre¬ 
sents an example of an improper inter¬ 
pretation of the affirmative action 
obligation: 

For the past four years, the Mathematics 
Department of X University has been operat¬ 
ing under an affirmative action program. Al¬ 
though its goal for hiring women was estab¬ 
lished at 20 percent over a five-year period, 
during the past four years, each of four va¬ 
cancies has been filled by a male. At an an¬ 
nual professional association conference, the 
department chairman Informed a male ap¬ 
plying for a fifth vacant position that he 
could not be given consideration regardless 
of his qualifications because Federal regula¬ 
tions require the department to fill the posi¬ 
tion with a woman. 

The Mathematics Department has vio¬ 
lated Its equal employment opportunity 
obligations by designating the vacancy 


as a position for a woman, or as one in 
which a woman would be preferred, 
thereby excluding all other categories of 
applicants from consideration. Such ac¬ 
tion is forbidden by the Executive Order, 
and it is improper to suggest or to act on 
the assumption that Federal affirmative 
action provisions require that any partic¬ 
ular position be filled by a woman or 
minority person. 

The Mathematics Department has 
misunderstood the nature of goals. 
Goals are good faith estimates of the ex¬ 
pected numerical results which will flow 
from specific affirmative actions taken 
by a college or university to eliminate 
and/or counteract factors in the univer¬ 
sity's employment process which have 
contributed to underutilization of minor¬ 
ities and women in specific job catego¬ 
ries or resulted in an adverse dispropor¬ 
tionate impact in terms of promotion, 
compensation and training of currently 
employed minorities and women. They 
are not rigid and Inflexible quotas which 
must be met. Nor should a university 
strive to achieve goals as ends in them¬ 
selves. for "fnlo contractor's compliance 
status shall be judged alone by whether 
or not he reaches his goals and meets his 
timetables. Rather, each contractor’s 
compliance posture sh«ll be reviewed 
and determined by reviewing the con¬ 
tents of his program, the extent of his 
adherence to this find his good faith ef¬ 
forts • • •" (41 CFR 60-2.14, known as 
"Revised Order No. 4") 

The Mathematics Department must be 
able to demonstrate clearly that It has 
adhered to its affirmative action obliga¬ 
tion bv making a full and good faith 
effort to recruit and consider women for 
each of the five vacancies. If the Depart¬ 
ment is able to make this demonstration. 
Us Inability to meet its employment goal 
would not be deemed a violation of its 
affirmative action obligation. However. 
& failure by the Mathematics Depart¬ 
ment to make a sufficient good faith 
effort to recruit and consider women and 
minority candidates for the four earlier 
openings would constitute a violation of 
the Executive Order regulations. 

As noted on page seven of the Guide¬ 
lines. minorities and women are often 
sought to fill positions in women's and 
ethnic studies programs. Consider the 
following example, which would con¬ 
stitute a violation of the Executive 
Order: 

A Job description for an Instructor position 
for a University's Black Studies Program, 
included, as Job requirements, the ability to 
bring special insight* to the course material 
and the ability to relate weU to the large 
number of black students attracted by the 
program. The Dean of Arts and Sciences de¬ 
cided that only a black person could meet 
these requirements. When questioned by a 
white applicant, the Dean defended the se¬ 
lection of a black person on the grounds 
that race was a necessary element for the 
proper performance of the job. 

While the university established job 
requirements to answer what It deemed 
as Its special needs for the Black Studies 
Program, its actions amounted to giving 
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exclusive consideration to candidates on 
the basis of race. Such action results in 
the restriction of the applicant pool and 
is a violation of the Executive Order. 

In this case, the job requirements 
themselves (ability to relate to students, 
special insights, etc.) do not limit the 
applicant pool on the basis of race and 
do not by their own terms prohibit non- 
minorities from applying or being em¬ 
ployed. However, it is the university's 
assumption that only a black person can 
meet the Job requirements and serve as 
an instructor in a successful Black 
Studies Program which brings the uni¬ 
versity into violation of the Executive 
Order. 

n. If an Institution has Failed to Fol¬ 
low its Affirmative Action Recruit¬ 
ment Procedure or if its Recruitment 

Efforts do not Yield an Expanded Ap¬ 
plicant Pool, the Recruitment Period 

for all Candidates mat be Extended 

The Guidelines, on pages 5-7, set forth 
a specific framework to which the re¬ 
cruitment process should conform. An 
institution or Institutional department 
must develop a non discriminatory appli¬ 
cant pool from which hiring decisions are 
made, and failure to do so constitutes a 
violation of the Executive Order. Con¬ 
sider the examples which follow: 

A. The Psychology Department of X Uni¬ 
versity was given a period of two months 
to fill a vacancy on Uji clinical teaching stall. 
Prior to beginning its recruitment efforts, 
the Department received the unsolicited ap¬ 
plication of a qualified white male applicant, 
and made no further efforts to recruit for the 
position. Shortly before the two-month pe¬ 
riod vm up, the nomination was sent to the 
Vice Chancellor for approval as a choice 
candidate. On the advice of the affirmative 
action monitoring committee, the Vice Chan¬ 
cellor rejected the nomination on the ground 
that tho Department had failed to make 
adequate attempts to reach female and mi¬ 
nority applicants, and required that the re¬ 
cruitment search be reopened and extended 
for another month. 

The obligation to take specific steps to 
recruit applies even in instances where 
a university has not previously made a 
practice of active recruiting. Hence, even 
though it had received an unsolicited 
application from a person who was quali¬ 
fied. the Department’s failure to recruit 
and consider women and minorities con¬ 
stitutes a violation of the Executive Or¬ 
der. In such case, further action is re¬ 
quired under the Executive Order and 
the Vice Chancellor’s decision to extend 
the period for recruitment does not 
amount to an abuse of the affirmative 
action process with respect to the De¬ 
portment’s first choice, who will be sub¬ 
jected to greater competition for the Job. 

B. In seeking to tin an academic position, 
the English Department took the recruit¬ 
ment steps required under its affirmative 
action plan. At the ond of the recruitment 
period, during which time It had not re¬ 
ceived the applications of any women or 
minorities, tho Department nominated one 
of the white male applicants as ita first 
choice. Although the Vice Chancellor noted 
that good faith efforts to recruit women and 
minorities had been made, he required the 
Department to extend the recruitment period 


for another month during which period ad¬ 
ditional specified efforts were to be made to 
reach available women and minority 
applicants. 

In carrying out an affirmative action 
plan, the period for recruitment may 
be extended, particularly where a utili¬ 
zation analysis indicates that the per¬ 
centage of women and minorities re¬ 
cruited is substantially loss than the 
percentage of qualified women and mi¬ 
norities available in the work force. In 
such cases, additional positive recruit¬ 
ment efforts may be undertaken to 
broaden the applicant pool to Include 
qualified women and minorities. OCR 
would approve (but not require) the de¬ 
cision to keep open competition for the 
position. But It must be emphasized 
again that nothing in an affirmative 
action plan requires the employment of 
any specific number of women or 
minorities. 

Thus, if the Department can demon¬ 
strate that it has taken all recruitment 
steps required under its affirmative ac¬ 
tion plan—and even though no (or very 
few) applications have been received 
from women and minorities—there 
would be no requirement that the re¬ 
cruitment period be extended, as in the 
following example: 

O. The Physics Deportment took oil the 
affirmative recruitment steps called for by 
the university’s affirmative action plan, and 
advertised the opening for several months. 
At the end of that time, no women and no 
minority candidates had applied and the re¬ 
cruitment procedure was concluded. 

The Department was Justified In end¬ 
ing the recruitment period. Inasmuch as 
it liad done everything possible to pub¬ 
licize the opening for a reasonable period 
of time. 

m. Job Requirements Must be Applied 

Uniformly to all Candidates With¬ 
out Regard to Race, Color. Sex. 

Religion, or National Origin. 

Tho Guidelines stress the need for 
standardized employment practices that 
minimize the opportunity for arbitrary 
and/or discriminatory hiring decisions. 
It is not intended that affirmative action 
should result in a dilution of standards 
in order to attain the objectives of the 
Executive Order. Consider the example 
of the following institution, which vio¬ 
lated the Executive Order: 

Because of tho small size and location of X 
University, it a History Department had ex¬ 
perienced considerable difficulty In recruit¬ 
ing women and minorities for several teach¬ 
ing positions in the post Consequently, tho 
department chairman, with the support of 
Ms faculty and administration, waived tho 
Ph.D. requirement for those women or minor¬ 
ities who wished to apply for tho vacant As¬ 
sociate Professor position but retained tho 
requirement for moles or non-mlnoritiat ap¬ 
plying for the same position and for all other 
positions. 

The Executive Order docs not require 
that Job requirements be waived or 
lowered in order to attract women and 
minority candidates. Indeed, it expressly 
forbids differential standards based on 
race, color, sex, religion or national 


origin. Further, it requires that once 
valid Job requirements are established, 
they must be applied equally to all 
candidates. It is discriminatory for such 
requirements to be applied selectively on 
the basis of race, color, religion, sex, or 
national origin. Thus, the history de¬ 
partment must either waive the PhJ3. 
requirement for all applicants (without 
regard to race or sex) or maintain it for 
all applicants. 

IV. A Job Requirement Which Results 
in a Disproportionate Impact Upon 
Minorities and/or Women Can Be 
Maintained Only if it is Job-Related 

As the Guidelines make very clear 
(page 4), the Executive Order does not 
require an institution to eliminate or 
dilute legitimate employment standards 
by which to measure prospective em¬ 
ployees. On the other hand, no standards 
or criteria which have, by intent or effect, 
worked to exclude women and minorities 
os a class can be utilized, unless the Insti¬ 
tution can demonstrate the necessity of 
such standards to the performance of tho 
job in question. For example: 

X Law School has established a Teaching 
Fellows Program which Is responsible for the 
administration of the law school's clinical 
practice program. The requirement for 
Teaching Fellows Includes holding a graduate 
law degreo as well as an LL B or J.D Degree. 
In analysing Its workforce for Its affirmative 
action program, the law school learns that 
this Job requirement disproportionately ex¬ 
cludes blacks from consideration for the 
Teaching Fellows positions. 

In order to continue the requirement 
for a graduate law degree, the law school 
must demonstrate that the requirement 
is related to successful Job performance. 
If the law school is able to demonstrate 
that the skills and knowledge acquired 
through the advanced law degree arc 
necessary for effective Job performance, 
the job requirement can be maintained. 
On questions relevant to the validity of 
the requirement, the opinion or testi¬ 
mony of persons experienced in the con¬ 
duct of legal aid clinics will be given 
substantial weight by HEW. 

V. A University is Required To Obtain 
Information on the Race, Sex. and 
Ethnic Identity or Applicants for 
Employment. 

The Executive Order establishes the 
principle that Federal contractors, in¬ 
cluding colleges and universities, are re¬ 
quired to collect and maintain data on 
the race, sex and ethnic Identity of aU 
applicants for employment. 

The collection and analysis of such 
data is recognized as an essential means 
of providing both the institution and the 
Federal Oovemment with the Informa¬ 
tion necessary to monitor the compliance 
]x>sture of the institution. In the case of 
universities and colleges, the collection 
of such data is particularly essential for 
the workforce analysis required by Re¬ 
vised Order No. 4. Each Institution must 
adopt safeguards to ensure that such in¬ 
formation cannot be used as a basis for 
discrimination. 
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Preserving the anonymity of appli¬ 
cants In the collection of applicant flow 
data can be accomplished by gathering 
the requisite race. sex. and ethnic data 
separately from the application form. 
Furthermore, applicants should be in¬ 
structed not to Identify themselves by 
name or number on this form. If the In¬ 
stitution wishes to determine applicant 
response for a particular position, the 
data form may be coded by position, as 
long as it does not individually Identify 
any applicant. 

This document is intended to help 
clarify areas of confusion which have 
arisen during the implementation of con¬ 
tractor requirements set forth in the Ex¬ 
ecutive Order regulations. This Memo¬ 
randum should be circulated among all 
members of your administrative staffs. 
Experience of the recent past seems to 
indicate that much of the existing con¬ 
fusion over affirmative action require¬ 
ments has resulted from an absence of 
clear lines of communication concerning 
Federal regulations. It is most important 
that all officials charged with recruiting 
and hiring responsibilities have a clear 
understanding of the Higher Education 
Guidelines and that they ensure that 
Institutional employment conform to the 
provisions of those Guidelines. 

Additional copies of this Memorandum 
may be obtained from the Regional Office 
for Civil Bights in your area, or from 
the Office for Civil Rights. Department 
of Health. Education, and Welfare. 
Washington, D.C. 20201. Requests for 
technical assistance and inquiries relat¬ 
ing to development and Implementation 
of affirmative action programs should 
also be addressed to these Offices. 

Thank you for your continuing co¬ 
operation. 

Dated: January 7. 1975. 

Pm* E Holm is. 
Director. 

Office tor Civil Rights. 
fFR Doc.75-1026 Filed l-IO-75;8:45 am] 


Social and Rehabilitation Service 

FUNCTIONS, AND DELEGATIONS OF 
AUTHORITY 

Statement of Organization 

Part 5 of the Statement of Organiza¬ 
tion. Functions, and Delegations of Au¬ 
thority for the Department of Health. 
Education, and Welfare, Social and Re¬ 
habilitation Service <34 FR 1279, Janu¬ 
ary 25, 1969, as amended), is hereby 
further amended to reflect reorganiza¬ 
tion of the Regional Offices of the Social 
and Rehabilitation Services. For such 
purposes. Section 5-B is amended as 
follows: 

Delete ''Regional Organization" (34 
FR 12S9. January 25. 1969) and oh that 
follows under that heading, to and in¬ 
cluding the statement for the Regional 
Commissioner. Substitute therefor the 
following. 

Regional Organization 

There is a Social and Rehabilitation 
Service Regional Office in each of the 
Department of Health, Education, and 


Welfare's ten Regions. Each of these 
Offices is under the direction of a Re¬ 
gional Commissioner who reports to the 
Administrator. The Regional Commis¬ 
sioner directs and controls all SRS pro¬ 
grams. personnel funds and resources. 

Omci of the Regional Commissions* 
5M8 

Approves state plans for 8RS pro¬ 
grams; interprets program and financial 
regulations and policy issued by the Ad¬ 
ministrator. SRS; monitors the activity 
of counterpart agencies in order to main¬ 
tain a general awareness of program di¬ 
rections and adherence to SRS regula¬ 
tions; evaluate specific programs of 
counterpart state agencies within a 
qualitative and focused context; provides 
assistance to state counterpart agencies 
concerning program and financial ac¬ 
tivity; carry out regional responsibilities 
for manpower development and training 
and research and demonstration ac¬ 
tivities; solicits and submits state policy 
suggestions and information, generated 
by the Regional Office evaluation and 
monitoring activities. Into the develop¬ 
ment of national objectives, policy, reg¬ 
ulations. legislation and budget; initiates 
the implementation of new regulations 
Issued by the Administrator. SRS; pro¬ 
vides special overview’ and assistance to 
state counterpart agencies for Imple¬ 
menting major management initiatives 
required by SRS regulations; reviews 
and approves formula grant awards and 
expenditures; conducts financial reviews 
of state agency use of formula grant 
funds: administers, under delegation of 
authority, project grunts; promotes SRS 
information needs with state agencies 
and works to insure quality of informa¬ 
tion submitted; provides input to Re¬ 
gional Director in the fulfillment of his 
responsibilities; coordinates with the 
other Federal agencies as necessary and 
manages OPS objectives: directs Internal 
management and coordinates adminis¬ 
trative activity. 

Information Systems Staff 

Serves as the principal source of advice 
to the SRS Regional Commissioner and 
his staff on MI8 matters and ADP related 
problems affecting 8RS programs within 
the region; constitutes primary point of 
contact with State and local agencies In 
Identifying their MIS and ADP needs in 
recommending action to meet those 
needs; provides reports of State MIS and 
equipment acquisition activity to AAIS; 
reviews 8tate applications and makes 
recommend a* Ions to AAIS and the Re¬ 
gional Commi sioner relating to Federal 
participation in the costs of State MIS 
activities: promotes compliance of State 
and local Information systems with SRS 
standards, guidelines and plans: moni¬ 
tors 8‘ate compliance with Federal 
statistical reporting requirements, and 
reviews reports for consistency and rea¬ 
sonableness; conducts on-site evaluation 
of Stile and local agency systems to in¬ 
sure that equipment and systems are 
operating effectively ; provides technical 
assistance to States in all areas of MIS 
activity; collaborates in the development 
of regional data and forecasting systems 
and operates such regional systems; co¬ 


ordinates systems outputs with Office of 
Program Operations, Evaluation and 
Management. 

Ome* of Assistance an© Services 
Program Operations 5Mg-10 

Servies as the primary source of as¬ 
sistance to the Regional Commissioner 
In developing interpretations of the Pub¬ 
lic Welfare and Medicaid program regu¬ 
lations and In communicating them to 
counterpart state agencies; reviews and 
recommends approval/disapproval of 
state plans and state plan amendments; 
provides assistance to state agencies in 
developing state plans and plan amend¬ 
ments; monitors state agency operations 
In order to maintain a broad awareness 
of program activity; stimulate state ac¬ 
tion toward achievement of selected pro¬ 
gram objectives; assists states in the 
maintenance of ongoing program activi¬ 
ties; coordinates closely with the Infor¬ 
mation Systems Staff (Office of the Re¬ 
gional Commissioner) In promoting in¬ 
formation: provides support to other re¬ 
gional office components as necessary; 
the major programmatic responsibilities 
of the Office ore Social Services, Assist¬ 
ance Payments, Medical Services and 
WIN. 

Office of Management 5M8-11 

Stimulates state action In achieving 
selected management objectives and 
works with states in assuring successful 
follow-through: conducts financial re¬ 
views of state agency programs and rec¬ 
ommends changes as appropriate: re¬ 
views public assistance formula grant 
award requests and expenditure reports 
and recommends approval/dlsapproval 
to the Regional Commissioner; provides 
technical assistance to states in financial 
management areas; resolves audits with 
states: provides project grants adminis¬ 
tration services to program areas; re¬ 
sponsible for the implementation and 
operation of major management initia¬ 
tives such os quality control and utiliza¬ 
tion review: provides for state and re¬ 
gional financial management Input to op¬ 
erational plans, policy, regulations, legis¬ 
lation and budget formulation; provides 
support to other regional office compo¬ 
nents as appropriate: monitors state 
compliance with federal financial report 
requirements. 

Office or Evaluation 5M8-12 

Identifies specific state programs for 
evaluation; conducts evaluation of spe¬ 
cific state programs using criteria de¬ 
veloped in the Central Office; advises 
states and 8RS program components on 
the results of evaluations and proposes 
corrective action when necessary; based 
on evaluation results and state agency 
policy suggestions, provides input to op¬ 
erational plans, policy, regulation, legis¬ 
lation and budget formulation; provides 
support to other regional office compo¬ 
nents os appropriate. 

Dated: January 6. 1975. 

John Ottina. 

Assistant Secretary for 

Administration and Management. 

|FR Doc.76-1028 Filed 1-10-75:8:48 am] 
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DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 
Federal Disaster Assistance Administration 

lDocket No. NFD-246, (FDAA-455-DR)) 

PUERTO RICO 

Amendment to Notice of Major Disaster 

Notice of Major Disaster for the Com¬ 
monwealth of Puerto Rico, dated Decem¬ 
ber 2, 1974, and amended December 16. 
1974. Is hereby amended to include the 
following municipality among those 
municipalities determined to have been 
adversely affected by the catastrophe 
declared a major disaster by the Presi¬ 
dent in his declaration of November 30, 
1974: 

The Municipality of: 

Vieques 

(Catalog of Federal Domestic AaaUUno* No. 
14.701, Disaster Assistance) 

Dated: January 7. 1975. 

Thomas P. Dunne. 
Administrator, Federal Disaster 
Assistance Administration , 

[Fit Doc 70-1003 Filed 1-10-75:8:45 am) 


[Docket No. NFD-245; FDAA A54-DR[ 

TEXAS 

Amendment to Notice of Mojor Disaster 

Notice of Major Disaster for the State 
of Texas, dated November 30. 1974. is 
hereby amended to include the follow¬ 
ing county among those counties deter¬ 
mined to have been adversely affected 
by the catastrophe declared a major 
disaster by the President in his declara¬ 
tion of November 30,1974: 

The County of: 

rolls 

(Catalog of Federal Domestic Assistance No. 
14.701, Disaster Assistance) 

Dated: January 6. 1975. 

Thomas P. Dunne. 
Administrator, Federal Disaster 
Assistance Administration . 
[FR Doc.75-1004 Filed 1-10-75:8:46 am| 

ATOMIC ENERGY COMMISSION 

l Docket No. P-507-A) 

NEW YORK STATE ELECTRIC AND CAS 
CORP. 

Receipt of Attorney General's Advice and 
Time for Filing of Petitions To Intervene 
on Antitrust Matters 

The Commission has received, pursu¬ 
ant to section 105c. of the Atomic Energy 
Act of 1954, as amended, the following 
advice from the Attorney General of the 
United States, dated December 27, 1974: 

Pursuant to section 106c(8) of the Atomic 
Energy Act of 1954, as amended by P.L. 
91 -660, the Atomic Energy Commission has 
roquoAted antitrust advice with respect to 
the above-captioned application to construct 
the Somerset Power Project, Nuclear Units 
1 and 2 (AEC Docket No. P-507-A). By this 
sppllcalloa New York 8tate Electric and Oaa 
Corporation requests a permit to construct 
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nuclear power facilities to be located In 
the Town of Somerset, Niagara County, New 
York. 

After examination of the application and 
review of relevant data, we conclude that 
the activities proposod under the license 
applied for by New York Stale Electric and 
Gas Corporation, as described In the appli¬ 
cation. would not create or maintain a 
situation Inconsistent with the antitrust 
laws. We express no opinion, however, con¬ 
cerning the legality under the antitrust laws 
of the manner In which, or any arrangements 
pursuant to which, the plants wUl be oper¬ 
ated. should they differ from or extend be¬ 
yond those matters specifically disclosed In 
the company's application. 

Any person whose interest may be af¬ 
fected by this proceeding may pursuant 
to S 2.714 of the Commission's Rules of 
Practice, 10 CFR Part 2, file a petition 
for leave to Intervene and request a hear¬ 
ing on the antitrust aspects of the appli¬ 
cation. Petitions for leave to Intervene 
and requests for hearing shall be filed by 
February 12. 1975, either (1) by delivery 
to the AEC Public Docketing and Serv¬ 
ice Section at 1717 H Street, NW., 
Washington, D.C., or (2) by mail or 
telegram addressed to the Secretary. 
US. Atomic Energy’ Commission. Wash¬ 
ington. DC. 20545. ATTN: Docketing 
and Service Section. 

For the Atomic Energy Commission. 

Abraham Braxtman. 

Chief . Office of Antitrust and 
Indemnity, Directorate of Li¬ 
censing. 

[FR Doc.75-909 Filed 1-10-75;8:45 omj 


(Docket No. 60-485A J 

ROCHESTER GAS AND ELECTRIC CORP. 

Receipt of Attorney General's Advice and 

Time for Filing of Petitions To Intervene 

on Antitrust Matters 

The Commission has received, pursu¬ 
ant to section 105c of the Atomic Energy 
Act of 1954. os amended, the following 
advice from the Attorney General of the 
United States, dated December 27. 1974: 

Pursuant to aectlon 105c(8) of the Atomic 
Energy Act of 1954. ax amended by PX». 91- 
560. the Atomic Energy Commbwton has re¬ 
quested antitrust advice with respect to the 
above-captioned application to construct the 
8tcrllng Power Project, Nuclear Unit No. 1 
(AEC Docket No. 8TN 50-485A). By this 
application Rochester Oss and Elec trio Cor¬ 
poration requests a permit to construct nu¬ 
clear power f acUHlea to be loco ted in the 
Town of Sterling. Cayuga County. New York. 

After examination of the application and 
review of relevant data, we conclude that 
the activities proposed under the license ap¬ 
plied for by Rochester Oaa and Electric Cor¬ 
poration, as described In the application, 
would not create or maintain a situation 
Inconsistent with the antitrust laws. We ex¬ 
press no opinion, however, concerning the 
legality under tho antitrust laws of tho 
manner in which, or any arrangements pur¬ 
suant to which, the plant will be operated, 
should they differ from of extend beyond 
those matter* specifically disclosed in the 
company's application. 

Any person whose Interest may be af¬ 
fected by this proceeding may pursuant 
to i 2.714 of the Commission's Rules of 
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Practice, 10 CFR Part 2. file a petition for 
leave to intervene and request a hearing 
on the antitrust aspects of the applica¬ 
tion. Petitions for leave to intervene and 
requests for hearing shall be filed by 
February 12. 1975. either (1) by delivery 
to the AEC Public Docketing and Service 
Section at 1717 H Street. N.W., Washing¬ 
ton, D.C., or (2) by mail or telegram ad¬ 
dressed to the Secretary. U.S. Atomic 
Energy Commission, Washington. D.C. 
20545. ATTN: Docketing and Service 
Section. 

For the Atomic Energy Commission. 

Abraham Brattman. 

Chief , Office of Antitrust and 
Indemnity, Directorate of Li¬ 
censing . 

[FR Doc.75-910 Filed 1-10-7S;8:45 ami 


CIVIL AERONAUTICS BOARD 

(Docket No. 27290| 

CANADIAN PACIFIC AIR LINES, LTD. 

(CP AIR) 

Vancouver San Francisco Route; 

Prehearing Conference and Hearing 

Notice is hereby given that a prehear¬ 
ing conference in this proceeding is as¬ 
signed to be held on February 6. 1975. 
at 10 a.m. Hocal time), in Room 911, 
Universal Building. 1825 Connecticut 
Avenue NW., Washington. D.C„ before 
Administrative Law Judge Burton 8. 
Kolko. 

Notice Is also given that the hearing 
may be held immediately following con¬ 
clusion of the prehearing conference un¬ 
less a person objects or shows reason for 
postponement on or before January 24, 
1975. 

Ordinary transcript will be adequate 
for the proper conduct of this proceed¬ 
ing. 

Dated at Washington, DC.. January 
7.1975. 

[seal] Robert L. Park, 

Chief Administrative Law Judge . 

[PR Doc.75-1046 Filed 1-10-75;8:45 am) 


(Docket No. 272031 

CENTRAL B. C. AIR SERVICES, LTD. 

Charter Permit, Canada-United Spates; 

Prehearing Conference and Hearing 

Notice Is hereby given that a prehear¬ 
ing conference in this proceeding is as¬ 
signed to be held on February 10, 1975, 
at 10 am. (local time). In Room 503, 
Universal Building. 1825 Connecticut 
Avenue, NW, Washington. D.C.. before 
Administrative Law Judge William A. 
Kane, Jr. 

Notice Is also given that the hearing 
may be held Immediately following con¬ 
clusion of the prehearing conference 
unless a person objects or shows reason 
for postponement on or before January 
81, 1975. 

Ordinary transcript will be adequate 
for the proper conduct of this proceeding. 
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Dated at Washington, DC. January 7. 

1975 . 

I ska1.1 Robert L. Park, 

Chief Administrative Law Judge. 

|TODoc75-1047 PUed 1-10 76;8:45 ami 


| Docket No 372331 

KUONI TRAVEL, LTD. (SWITZERLAND) 

Foreign Indirect Air Carrier Permit Renewal; 
Prehearing Conference and Hearing 

Notice is hereby given that a prehear¬ 
ing conference in this proceeding is as¬ 
signed to be held on February 20. 1975. 
at 10 ojn. (local time), in Room 503. 
Universal Building, 1825 Connecticut 
Avenue. NW„ Washington, D.C., beford 
Administrative Law Judge Burton S. 
Kolko. 

Notice is also given that the hearing 
may be held immediately following con¬ 
clusion of the prehearing conference un¬ 
less a person objects or shows reason for 
postponement on or before February 7, 
1975. 

Ordinary transcript will be adequate 
for the proper conduct of this proceeding. 

Dated at Washington. D.C., January 7. 
1975. 

CskalJ Robert L. Park, 

Chief Administrative Law Judge. 
|Plt Doc.75-1048 Plied 1-10-75:8:45 ami 


[Docket No. 288771 

OVERSEAS NATIONAL AIRWAYS. INC.. 

ET AL. 

Enforcement Proceeding; Hearing 

Notice is hereby given, pursuant to 
the provisions of the Federal Aviation 
Act of 1958. as amended, that hearing 
In the above-entitled matter is assigned 
to be held on February 25. 1975, at 10 
n.m. (local time) In Room 1031. North 
Universal Building, 1875 Connecticut 
Avenue. NW. # Washington. D.C.. before 
Administrative Law Judge Alexander N. 
Argerakis. 

Dated at Washington, D.C., January 7. 
1975. 

Iskal) Robert L. Park, 

Chief Administrative Law Judge. 

|PR Doc.75-1049 Piled 1-10-75:8:45 am] 


[Docket No. 271216] 

PACIFIC WESTERN AIRLINES, LTD. 

Vancouver Seattle Route; Prehearing 
Conference and Hearing 

Notice is hereby given that a prehear¬ 
ing conference in this proceeding is as¬ 
signed to be held on January 27. 1975. 
at 10 a.m. (local time), in Room 503. 
Universal Budding, 1825 Connecticut 
Avenue NW., Washington, D.C.. before 
Administrative Law Judge William A. 
Kane. Jr. 

Notice is also given that the hearing 
may be held immediately following con¬ 
clusion of the prehearing conference un¬ 
less a person objects or shows reason for 
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postponement on or before January 17. 
1975. 

Ordinary transcript will be adequate 
for the proper conduct of this proceeding. 

Dated at Washington. D.C.. January 7. 
1975. 

[SKALl Robert L. Park, 

Chief Administrative Law Judge. 
[PR Doc.75-1050 Plied 1-10-75:8:45 amj 


[Order 75-1-28; Docket No* 27114. 27253. 

27254. 27255. 27323 27205. 27206. 27207. 

27299. 27300. and 273211 

PAN AMERICAN WORLD AIRWAYS, INC. 

AND TRANS WORLD AIRLINES, INC. 

Order Amending Order 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C. 
on the 7th day of January. 1975. 

Application of Pan American World 
Airways, Inc. and Trans World Airlines, 
Inc. for approval of an agreement; ap¬ 
plication of Pan American World Air¬ 
ways. Inc. for temporary suspensions, 
exemptions, amended certificates and ap¬ 
proved service plans; application of 
Trans World Airlines. Inc. for temporary 
suspensions, exemptions, amended cer¬ 
tificates and approved service plans. 

By Order 74-12-97, December 26, 1974. 
the Board, for procedural convenience, 
consolidated the applications of Pan 
American World Airways and Trans 
World Airlines (TWA) In the captioned 
dockets with the carriers' application for 
approval of an agreement in Docket 27114 
and directed all Interested parties to file 
answers to any or all of the applications 
by January 6. 1975. Pan American's ap¬ 
plication for amendment of its certificate 
for route 117 in Docket 27253 and TWA's 
application for amendment of its cer¬ 
tificate for route 2 In Docket 27205 should 
have been dismissed rather than con¬ 
solidated. These two applications, which 
pertain to Los Angcles-Hawaii authority, 
were superseded by the new applications 
and amendments filed on December 24 
in Docket 27114 et al. 

Accordingly . it is ordered That: 1. 
Ordering paragraph 3 of Order 74-12-97 
be and it hereby is amended to delete 
“27253"; 

2. Ordering paragraph 4 of Order 74- 
12-97 be and it hereby is amended to 
delete * 27205"; 

3. Order 74-12-97 be and it hereby Is 
amended to add the following ordering 
paragraph: 

6 The applications or Pan American World 
Airway* for anicndmrnt of 1U certificate for 
Route 117 In Docket 27253 and Tran* World 
Airlines far amendment of lta certificate for 
Route 2 in Docket 27205 be and they hereby 
are dismissed 

4. This order shall be served upon all 
persons listed In Appendix A of Order 
74-12-97. 

This order shall be published In the 
Federal Register. 

By the Civil Aeronautics Board: 

l seal] Edwin Z. Holland. 

Secretary . 

|FR Doc.76-1051 Piled 1-10-75;8:45 am] 


CIVIL SERVICE COMMISSION 

DEPARTMENT OF DEFENSE 

Revocation of Authority To Make Noncareer 
Executive Assignment 

Under authority of i 9.20 of Civil Serv¬ 
ice Rule IX (5 CFR 9.20), the Civil 
Service Commission revokes the author¬ 
ity of the Department of Defense to fill 
by noncareer executive assignment in 
the excepted service the position of Spe¬ 
cial Assistant to the Secretary' of De¬ 
fense. Office of the Secretary of Defense. 

United States Civil Serv¬ 
ice Commission. 

[seal] James C. Spry. 

Executive Assistant to 
the Commissioners. 

|FR Doc.75-1029 Plied 1-10-75;8:45 &m) 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Revocation of Authority To Make Noncareer 
Executive Assignment 

Under authority of 5 9.20 of ClvfJ Serv¬ 
ice Rule IX (5 CFR 9.20), the Civil 
Service Commission revokes the author¬ 
ity of the Department of Housing and 
Urban Development to fill by noncareer 
executive assignment in the excepted 
service the position of Director, Office 
of Field Support, Housing Production 
and Mortgage Credit. 

United States Civil Serv¬ 
ice Commission, 

(seal! James C. Spry. 

Executive. Assistant to 
the Commissioners. 
fPR Doe.75-1030 Plied 1-10-75:8:45 am] 


DEPARTMENT OF THE INTERIOR 

Grant of Authority To Make Non career 
Executive Assignment 

Under authority of { 9.20 of Civil Serv¬ 
ice Rule IX (5 CFR 9.20). the Civil Serv¬ 
ice Commission nuthorires the Depart¬ 
ment of the Interior to fill by noncareer 
executive assignment in the excepted 
service the position of Deputy Assistant 
Secretary—Energy and Minerals (Policy 
and Program Review). Office of the As¬ 
sistant Secretary. Energy and Minerals. 

United States Civil Serv¬ 
ice Commission, 

[seal! James C. Spry, 

Executive Assistant to 
the Commissioners. 

[TO Doc.75 1031 Piled l-l0-75;8:45 xm\ 


DEPARTMENT OF THE INTERIOR 

Revocation of Authority To Make Noncareer 
Executive Assignment 

Under authority of 19.20 of Civil 
Service Rule IX (5 CFR 9.20). the Civil 
Service Commission revokes the au¬ 
thority of the Department of the In¬ 
terior to fill by noncareer executive as¬ 
signment in the excepted sendee the 
position of Deputy Assistant Secretary— 
Energy and Minerals (Energy), Office 
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of the Assistant Secretary—Energy and 
Minerals. 

United States Civil Serv¬ 
ice Commission, 

TsealI James C. Spry. 

Executive Assistant to the 
Commissioners. 

(FR Doc 75-1033 Filed 1-10-75:8:45 am| 


DEPARTMENT OF JUSTICE 

Title Change in Noncareer Executive 
Assignment 

By notice of November 17. 1967, FR 
Doc. 87-13608. the Civil Service Com¬ 
mission authorized the departments and 
agencies to fill by noncareer executive 
assignment, certain positions removed 
from Schedule C of Civil Service Rule 
VI by 5 CFR 213.3301a on November 17. 
1967. TTiis is notice that the title of one 
such position so authorized to be filled 
by noncarccr executive assignment has 
been changed from Special Assistant for 
Public Relations, Director of Public In¬ 
formation. Ofllce of Public Information. 
Office of the Attorney General to Direc¬ 
tor of Public Information. Office of Pub¬ 
lic Information. 

United States Civil Serv¬ 
ice Commission. 

TsealI James C. Spry. 

Executive Assistant to the 
Commissioners. 

JFR Doc.75-1033 Filed 1-10-75:8:45 am| 


DEPARTMENT OF TRANSPORTATION 
Grant of Authority To Make Noncaroer 
Executive Assignment 

Under authority of I 9.20 of Civil Serv¬ 
ice Rule IX (5 CFR 9.20>, the Civil Serv¬ 
ice Commission authorizes the Depart¬ 
ment of Transportation to All by non¬ 
career executive assignment in the ex¬ 
cepted service the position of Special 
Assistant to the Deputy Under Secre¬ 
tary. Office of the Secretary. 

United States Civil Serv¬ 
ice Commission. 

[seal! James C. Spry. 

Executive Assistant to the 

Commissioners. 

(FR Doc.75-1035 Filed 1-10-75:8:45 Am f 


DEPARTMENT OF TRANSPORTATION 

Revocation of Authority To Make Noncareer 
Executive Assignment 

Under authority of 5 9.20 of Civil 
Service Rule IX (5 CFR 9.20). the Civil 
Service Commission revokes the author¬ 
ity of the Department of Transportation 
to fill by noncarccr executive assignment 
In the excepted service the position of 
Special Assistant to the Secretary. Office 
of the Secretary. 

United States Civil Serv¬ 
ice Commission, 
f seal] James C. Spry. 

Executive Assistant to 
the Commissioners. 
f FR Doc.75-1034 Filed 1-10-75:8:45 axn] 


DEPARTMENT OF THE TREASURY 

Revocation of Authority To Make a 

Noncareer Executive Assignment 

Under authority of ft 9.20 of Civil 
Service Rule IX <5 CFR 9.20). the Civil 
Service Commission revokes the author¬ 
ity of the Department of the Treasury 
to fill by noncarcer executive assignment 
in the excepted sendee the position of 
Deputy to Assistant Secretary, Office of 
Assistant Secretary (Economic Policy), 
Office of the Secretary. 

United States Civil Serv¬ 
ice Commission, 

(seal! James C. Spry. 

Executive Assistant to 
the Commissioners. 

|FR Doc.75-1036 Filed 1-10-76:8:45 am] 

COMMISSION ON CIVIL RIGHTS 

CALIFORNIA STATE ADVISORY 
COMMITTEE 

Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to 
the provisions of the Rules and Regu¬ 
lations of the U.8. Commission on Civil 
Rights, that a planning meeting of the 
California 8tate Advisory Committee 
<8AC> to this Commission will convene 
at 7:30 pm. on February 21. 1975. at the 
Hilton Inn. San Francisco International 
Airport. (Room: Bay Shore ~G>, San 
Francisco. California 9<128. 

Persons wishing to attend this meet¬ 
ing should contact the Committee Chair¬ 
man. or the Western Regional Office of 
the Commission. Room 1015, 312 North 
Spring Street. Los Angeles. California 
90012. 

The purpose of this meeting Is to dis¬ 
cuss the preliminary open meeting to 
be held in Salinas. California as well as 
potential and tentative witnesses for 
open meeting. 

This meeting will be conducted pursu¬ 
ant to the Rules and Regulations of the 
Commission. 

Dated at Washington, D.C., January 6. 
1975. 

Isaiah T. Creswell. Jr., 
Advisory Committee 
Management Officer. 

|FR Doc.75-995 Filed 1-10-75:8:45 am) 


NEW HAMPSHIRE STATE ADVISORY 
COMMITTEE 

Agenda and Notice of Open Meeting 

Notice Is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the New 
Hampshire State Advisory Committee 
(SAC) to this Commission will convene 
at 7:30 p.m. on January 28. 1975, at the 
New Hampshire Highway Hotel. Concord, 
New Hampshire 03301. 

Persons wishing to attend this meeting 
should contact the Committee Chairman 
or the Northeastern Regional Office of 
the Commission, Room 1639, 26 Federal 
Plaza. New York, New York 10007. 


The purpose of this meeting is to dis¬ 
cuss New Hampshire Prison Project, 
EEO State of New Hampshire, EEO City 
of Manchester. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of the 
Commission. 

Dated at Washington, D.C.. January 8, 
1975. 

Isaiah T. Creswell, Jr., 
Advisory Committee 
Management Officer. 

|FR Doc 75-996 Filed 1-10-75:8:45 ami 


NEW YORK STATE ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the New York 
State Advisory Committee (SAC) to this 
Commission will convene at 4 p.m . on 
January 30.1975. at the Federal Building. 
26 Federal Plaza, New York. New York 
10007. 

Persons wishing to attend this meeting 
should contact the Committee Chairman, 
or the Northeastern Regional Office of 
the Commission. Room 1639, 26 Federal 
Plaza, New York. New York 10007. 

The purpose of this meeting of the Sex 
Discrimination Subcommittee is to dis¬ 
cuss selection of a project. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington. D.C.. January 6, 
1975. 

Isaiah T. Creswell, Jr., 
Advisory Committee 
Management Officer. 
(FR Doc.75-097 Filed 1-10-75:8:45 am] 


NEW YORK STATE ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the rules and regulations 
of the U.8. Commission on Civil Rights, 
that a planning meeting of the New York 
State Advisory Committee (SAC) to this 
Commission will convene at 3 pm., on- 
January 28. 1975. at the Federal Build¬ 
ing, 26 Federal Plaza, New York. New 
York 10007. 

Persons wishing to attend this meeting 
should contact the Committee Chairman, 
or the Northeastern Regional Office of 
the Commission. Room 1639, 26 Federal 
Pftm, New York, New York 10007. 

The purpose of this meeting is a meet¬ 
ing of 8UNY Subcommittee to discuss re¬ 
lease of the Committee's report on the 
State University System. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of the 
Commission. 

Dated at Washington. D.C.. January 6, 
1975. 

Isaiah T. Creswell. Jr„ 
Advisory Committee 
Management Officer . 

|FR Doc.75-998 Filed 1-10-75:8:45 ftm] 
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COMMITTEE FOR THE IMPLEMEN¬ 
TATION OF TEXTILE AGREEMENTS 

GATT ARRANGEMENT REGARDING 

INTERNATIONAL TRADE IN TEXTILES 

Bilateral Discussions 

January 7,1975. 

The Committee for the Implementa¬ 
tion of Textile Agreements, as an¬ 
nounced In its Federal Register notice of 
April 12. 1974, solicits comments on 
United States Government actions im¬ 
plementing the GATT Arrangement Re¬ 
garding International Trade in Textiles, 
hereafter referred to a; the Arrange¬ 
ment. In the April 12 notice the Commit¬ 
tee announced that in the following 12 
months bilateral discussions would be 
held to bring United States textile and 
apparel agreements into conformity with 
the Arrangement, and negotiations 
could be held to renew existing agree¬ 
ments or to reach new agreements. The 
notice invited the public to submit views 
or protide data or information on any 
or on all these agreements, the treatment 
of any product under them, or any other 
aspect of the agreements. 

In accordance with the Arrangement, 
the Committee anticipates holding bi¬ 
lateral textile and apparel discussions by 
March 31.1975. with the Governments of 
the following countries: Brazil, Colom¬ 
bia. Costa Rica, Czechoslovakia, Egypt, 
El Salvador, Greece. Hungary. Jamaica. 
Malta. Mexico, Philippines. Poland, 
Portugal, Romania, Spain and Yugos¬ 
lavia. 

Any party wishing to express a view or 
provide data or information with regard 
to the treatment of any product under 
the bilateral textile and apparel agree¬ 
ments with the above-named countries 
and any other aspects thereof, or with 
respect to imports of other textile prod¬ 
ucts from these countries, is invited 
to submit such in ten copies to Mr. Alan 
Polansky, Acting Chairman of the Com¬ 
mittee for the Implementation of Textile 
Agreements and Acting Deputy Assistant 
Secretary for Resources and Trade As¬ 
sistance, U.S. Department of Commerce. 
14th and Constitution Avenue NW.. 
Room 3826, Washington, D C. 20230. To 
enable timely consideration, comments 
should be submitted at the earliest date 
possible. 

Views, data or information submitted 
under this procedure will be available for 
public inspection at the Central Refer¬ 
ence and Records Inspection Facility. 
U.S. Department of Commerce. 14th and 
Constitution Avenue NW., Room 7043. 
Washington. D.C. 20230 and may be ob¬ 
tained upon written request pursuant to 
the Freedom of Information Act. 5 UJ3.C. 
552 (1970). as amended. Pub. L. 93-502. 
(November 21, 1974) and the regulations 
of the Department of Commerce (15 
CFR Part 4 (1974)). Whenever practi¬ 
cable, public comment may be invited 
concerning views, comments or informa¬ 
tion received from the public which the 
Committee for the Implementation of 
Textile Agreements considers appropriate 
for further consideration. 


The solicitation of comments on any 
negotiation, consultation, market dis¬ 
ruption or any other matter pursuant to 
this notice is not a waiver in any respect 
of the exemption contained in 5 U.S.C. 
553(a)(1) and 554(a) (4) <1970) relating 
to matters which constitute “a foreign af¬ 
fairs function of the United States’*. 

Alan Polansky. 

Acting Chairman , Committee for 
t)ic Implementation of Tex¬ 
tile Agreements, and Acting 
Deputy Assistant Secretary for 
Resources and Trade Assist¬ 
ance. Department of Com¬ 
merce . 

|FR Doc.75 977 Filed 1-10-75;8:45 am) 

COUNCIL ON ENVIRONMENTAL 
QUALITY 

ENVIRONMENTAL IMPACT STATEMENTS 
List of Statements Received 

Environmental impact statements re¬ 
ceived by the Council on Environmental 
Quality from December 30 through Jan¬ 
uary 3. 1975, The date of receipt for each 
statement is noted in the statement sum¬ 
mary. Under Council Guidelines the 
minimum period for public review and 
comment on draft environmental impact 
statements is forty-five (45) days from 
this Federal Register notice of avail¬ 
ability. (February 27. 1975). The thirty 
(30) day period for each final statement 
begins on the day the statement is made 
available to the Council and to com¬ 
menting parties. 

Copies of individual statements are 
available for review from the originating 
agency. Back copies will also be available 
at cost from the Environmental Law In¬ 
stitute, 1346 Connecticut Avenue. Wash¬ 
ington, DC. 20036. 

Department of Agriculture 

Contact: Dr. Fred H. Tschirley, Acting Co¬ 
ordinator. Environmental Quality Activities. 
Office of the Secretary. DS. Department of 
Agriculture. Room 331-S. Administration 
Building. Washington. DC. 20250. (202) 

447-3965. 

forest service 

Draft 

Mineral King Development, Sequoia N F. 
Tulare County. California. December 30: 
Proposed Lh the development of Mineral 
King, a 16.000 acre area of valley and sur¬ 
rounding mountainous terrain in the Sequoia 
National Forest. For Intensified year-round 
recreational use. A "multi-modal" trans¬ 
portation system along the East Fork Ka- 
wcak River Is also proposed, in order to pro¬ 
vide Improved access. A village providing 
service faculties will be located along Mon¬ 
arch Creek. A multi-tiered. 36 acre parking 
lot will provide capacity for 3,600 vehicles 
at Oak Grove. The statement discusses both 
"natural" and "social" impacts of the pro¬ 
posal. (KLR Order No. 41963 ) 

Final 

Blanchard Springs Caverns Project, Stone 
County, Arkansas. December 30: The state¬ 
ment refers to the construction and develop¬ 
ment of Tours B and C of the Blanchard 
Springs Caverns project located In the Ozark 
National Forest. The Tours will consist of 


rest stops, a man-made exit, and Indirect 
lighting. Supporting facilities will Include 
road construction, hiking trails, camp¬ 
ground construction, and sewage system ex¬ 
pansion. Implementation of the project 
would probably eliminate the Caverns as a 
significant habitat for bats. Comments made 
by: USD A, COL EPA. State agencies, and 
concerned citizens. (ELR Order No. 41961.) 

Timber Management Plan, Kistachle, N F. 
several counties, Louisiana. December 30: 
Proposed is the Implementation of a 10-year 
timber management Plan for the Kistachle 
National Forest. The plan proposes even- 
aged forest management for general use. 
with provisions for modified silvicultural 
systems for special purposes. The estimated 
annual yields Is 91.6 million board feet of 
sawtlmber and 148.1 thousand cord* of small 
round-wood products from an annual aver¬ 
age cut area of 32.081 acres There will be 
Impact from the timber cutting, as well as 
from related road construction (80 pages). 
Comments made by: USDA, DOT. DOD, EPA. 
State and local agencies. (ELR Order No. 
41062.) 

son. conservation service 

Draft 

Ozan Creeks Watershed. Hempstead Coun¬ 
ty. Arkansas. December 30: The statement 
refers to the Ozan Creeks Watershed Project 
In Hempstead County. The project will pro¬ 
vide watershed protection and flood preven¬ 
tion by the appli&tlon of conservation land 
treatment measures and by the Installation 
of land stabilization measures and 22 flood- 
water retarding structures. Adverse Impacts 
are use of 856 acres, conversion of 14 miles 
of natural streams to reservoir areas. 300 
acres of bottom land hardwood may be con¬ 
verted to cropland, and Increased sedimen¬ 
tation during construction. (ELR Order No. 
41965.) 

Lower Pine Creek Watershed Project, Con¬ 
tra Coeta County, California. January 2: The 
statement refers to the Lower Pine Creek 
watershed protection, flood prevention and 
recreation project in Contra Costa County, 
California. The proposed project consists of 
conservation land treatment measures along 
with two earth fill multiple purpoeo dams 
with a common reservoir and basic recrea¬ 
tional facilities, and forming a park area. 
Construction of the project will eliminate 
livestock grazing area and change the wild¬ 
life habitat at the site. There will also be 
temporary disturbances during construction. 
(ELR Order No. 50003.) 

Bayou Plaquemlne Brule Watershed. Aca¬ 
dia and St. Iandry Counties, Louisiana. De¬ 
cember 30: The proposed project Is Intended 
to provide flood protection for the town of 
Church Point and watershed protection, 
flood prevention, and drainage for Acadia 
and St. Landry Parishes. Project measures 
will Include 229 miles of channel work and 
•even water control structures. As a result 
of project construction. 13,000 tons of sedi¬ 
ment would be delivered to Boyou des Can¬ 
nes; 654 acres of open land. 96 acres of wooded 
channel bank, and 90 acres of rorest would 
be "disturbed" during construction. Some 
wildlife habitat. Including habitat suitable 
for the alligator, will be lost. (ELR Order No. 
41950.) 

Atomic Energy Commission 

Contact: For Non-Regulatory Matters: Mr. 
W. Herbert Pennington. Office of Assistant 
General Manager, E-201, ABC. Washington. 
D.C. 20545, (301) 973-4241. For Regulatory 
Matters: Mr. A. Giambus&o. Deputy Director 
for Reactor Projects. Directorate of Licen¬ 
sing. P-722, ABC. Washington. D.C. 20545. 
(301) 973-7373. 
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Draft 

Pebble Spring* Nuclear Plant, Unit* 1 and 
2, Gilliam County. Oregon, January 2: Pro¬ 
posed la the granting of construction permit* 
to the Portland General Electric Co. tor the 
2 unit Pebble Spring* Plant. The plant will 
employ pressurised water reactors to pro¬ 
duce total output* of 7620 MWt and 2622 
MWp. Exhaust wltl be cooled by a ouce- 
through flow of water from a 1900 acre man¬ 
made lake (with makeup water drawn from 
the Columbia River). The total site Include* 
8400 acre*, of which 2045 acre* will be re¬ 
moved from current ti*e. I ELR Order No. 
60002.) 

Defajctmint of Detkn** 

An Poac* 

Contact: Dr. Billy Welch, Room 4D 873, 
The Pentagon. Washington, DC. 20330, 
(202) OX 7-9297. 

Draft 

F-15 Beddown. Langley APB. Virginia, 
January 3: Proposed Is the beddown of an F- 
15 Tactical Fighter Wing at Langley AFB 
following the phane-out of 47 C-130 trans¬ 
port aircraft now at the base. There will be 
some alteration of existing facilities, as well 
a* some new construction at tho base. Prin¬ 
cipal impacts of the action relate to changes 
in the noise and air pollutants associated 
with tbs aircraft. (ELR Order No. 60021.) 

Army Court 

Contact: Mr. Francia X* Kelly. Director, 
Office of Public Affairs. Attn.: DARN-PAP. 
Office of the Chief of Engineer*. UJS. Army 
Corps of Engineers, 1000 Independence 
Avenue. SW , Washington, DO. 20314 (202) 
693-7168, 

Draft 

Savannah Harbor. Operation and Mainte¬ 
nance, Oeorgla, December 30: The statement 
discusses long-range maintenance of Savan¬ 
nah Harbor. The removal of approximately 
7 million cu. yds. of material U uecea&ary to 
maintain the authorized depth and width of 
the navigation channel. Several features of 
the proposal include construction and en¬ 
largement of ponding dikes, availability and 
potential capacity of existing disposal areas, 
ocean dumping, recycling of dredged ma¬ 
terials. use of other porta, and continued re¬ 
search Into new disposal methods. Adverse 
impacts Include Increased turbidity and sus¬ 
pended solid*, loss of plankton and benthic 
organisms during dredging, and loss of 
aquatic and tidal wildlife habitat, and area 
economic loss, i ELR Order No. 4t965.) 

French boro Harbor (Supplement), Maine. 
December 30: Proposed is the dredging of a 5 
acre miter harbor anchorage, 1.5 inner harbor 
anchorage, and a six foot connecting chan¬ 
nel. (This statement supplements an earlier 
final on the project, which was filed with 
CEQ in November. 1070.) (Waltham District). 
<FXR Order No. 41964.) 

Tittabawassee River Flood Control. Michi¬ 
gan. December 30: The statement refers to 
the proposed flood control project on the 
Tit tabawnv>cc River at Midland. The plan 
consists of 17.300 ft. of channel widening and 
deepening In the Tlttabawawwe River; ap¬ 
proximately 43.100 ft. o( diking along the 
Chippewa and Tittabawassee Rivers; interior 
drainage facilities and modification to ex¬ 
isting structures and utilities, a diversion 
channel from Sturgeon Creek to the Tltta- 
bawassee River; and a pump station at the 
mouth of Sturgeon Creek. Adverse impacts 
are the loss of land, destruction o t benthic 
community, replacement of the natural 
setting with man-made structure*, and an 
undetermined amount of area would be cov¬ 
ered at the disposal sit*. (ELR Order No. 
41953.) 


Monroe Harbor. Maintenance Dredging, 
Michigan. December 30: The statement refers 
to the maintenance dredging which 1* to be 
performed at Monroe Harbor annually. It I* 
anticipated that approximately 150.000 cu, 
yds. of polluted material will be removed in 
1975 by the hopper dredge Haina and pumped 
through an 18-inch diameter pipe 2,800 ft, 
long into the clay disposal area owned by 
tho Monroe Fort Authority. Adverse impact* 
are Increased turbidity and short-term de¬ 
crease in water quality, and the disturbance 
of benthic organism* (Detroit District). (ELR 
Order No 41954.) 

Sterling Slate Park Harbor. Monroe 
County. Michigan, January 2: The proposed 
project Involves the construction of a harbor 
of refuge at Sterling State Park. The plan 
con*bits of dredging an entrance channel in 
l*ke Erie with an access channel, maneuver¬ 
ing area and anchorage basin in Sandy 
Creek, An access walkway for fishermen and 
sightseers will be constructed on the south 
breakwater. A 34 aero disposal site will be 
constructed near the anchorage basin. Ad¬ 
verse Impacts are the losa of bottomland, 
loss of benthic, organ lams, increased water 
turbidity, and the Interruption of the na¬ 
tural shoreline with man-made structures 
(Detroit District). (ELR Order No. 50011.) 

Red Lake and Clearwater Rivers Project, 
Minnesota, January 2: The statement refers 
to the proposed continued operation and 
maintenance of the Red Lake and Clearwater 
Rivers. Project activities are designed to 
assure the effective use of the flood control 
and low-flow augmentation system by Im¬ 
plementation of the Red Lake Dam and the 
Red Lakes reservoir*, and the modified 
channel* along the Red Lake and Clearwater 
Rivers. Indian life In the area will be ad¬ 
versely affected by the loss of supplemental 
Income due to the loe* of trapping and guid¬ 
ing aa income sources as welt as the loss of 
food and hunting activity (St. Paul District). 
(ELR Order No. 60012.) 

Toledo Harbor. Maintenance Dredging, 
Ohio. December 30: The statement refers to 
the annual maintenance dredging of Toledo 
Harbor. The average volume of material 
dredged is about 1.175.000 eu. yds. About 20% 
of the material la classified as clean and U 
disposed of at an open water site, whereas 
the remaining 80% u polluted and placed 
into a confined disposal island via pipeline 
from the hopper dredge. Adverse Impacts are 
increased turbidity, and disturbance of ben¬ 
thic organisms (Detroit District). (ELR Or¬ 
der No. 41956.) 

Cedar Bayou Channel. Maintenance Dredg¬ 
ing. Chambers and Harris Counties. Janu¬ 
ary 2: The project involve* the continuation 
of maintenance of the existing Federal navi¬ 
gation project In Chambers and Harris 
Counties by periodic removal of shoaled ma¬ 
terials. The author lard project consist* of a 
5.7 mile long shallow-draft channel from the 
Houston Ship Channel to mile 3 0 above the 
mouth of Cedar Bayou. Dredged materials 
will be placed in the open waters of Galves¬ 
ton Bay and in leveed land disposal areas. 
Adverse impacts Include Increased turbidity, 
degradation of water quality, losa of marine 
habitat, and possible objectionable odor* 
as disposal sites become emergent (Galves¬ 
ton District). (ELR Order No. 50010.) 

Lower Monumental Lock and Dam. sev¬ 
eral counties, Washington, January 2: The 
statement evaluates the essentially com¬ 
pleted Lower Monumental Lock and Dam, a 
Snake River project which Includes a naviga¬ 
tion lock, a three unit hydroelectric spillway 
dam, and 6.590 surface acre lake. Project im¬ 
pacts relate to recreational uses, navigation, 
and the operation of fish passage facilities. 
Operational control of water release. In par¬ 
ticular for "power peaking.” results in re¬ 


lated Impacts (Walla Walla District). (ELR 
Order No. 50007.) (NTTS Order No. (none).) 

Final 

St. Charles Quarry Company. Inc., Mis¬ 
souri River. Missouri, January 2: The state¬ 
ment refer* to the issuance of permits au¬ 
thorizing: (1) the post modification of and 
temporary occupation and use of COE Dike 
No. 31.65 for barge loading operation*: (2) 
the completed con*tructlon and continued 
use of a pirred conveyor system for sand un¬ 
loading: and (3) past construction of an ad¬ 
ditional 800 feet. The permits would stipul¬ 
ate that the 8t. Charles Quarry Co.. Inc. 
maintain the natural drainage of the down¬ 
stream iilough into the Mlasourl River. Ad¬ 
verse Impact* Include' displacement of fish 
and wildlife: potential damage from reduc¬ 
tion of upstream flood protection; and, in¬ 
creased air and noise pollution (Kansas City 
District). Comment* made by; U8DA. HEW. 
HUD. DOT. USCG, DP A, AHP. US. Attorney. 
State agencies. (ELR Order No. 50006.) 

Envixom mzntal Pxotxctxon Agency 

Contact: Mr. 8hcldon Meyer*, Director, 
Office of Federal Activities. Room 3630 Water¬ 
side Mali, Washington. D.C. 20460, (202 ) 755- 
0940. 

Final 

Netam-Ocoamide Sanitary District. Till¬ 
amook County, Oregon. January 2: Proposed 
la a sewage treatment plant to be constructed 
In Tillamook County. Oregon near the small 
coastal community of Oceanside. The plant 
would discharge into the PacIAc Ocean, thus 
eliminating the present seasonal discharge 
of partially treated wastes. EPA advises con¬ 
trol of future development of the area. Com¬ 
ment* made by: CEQ. COB. HEW. DOT, State 
and local agencies. (ELR Order No. 60009.) 

PnnuL Powit Commission 

Contact: Dr. Richard F. Hill. Acting Advi¬ 
sor on Environmental Quality. 441 G Street 
NW.. Washington. D C. 20426. (202) 386 6084. 

Draft 

Exxon Pipeline, Docket CP74-35. Califor¬ 
nia, January 2: Proposed Is the granting of a 
certificate of public convenience and neces¬ 
sity for the construction of a pipeline, on¬ 
shore gas treatment facilities, and related 
facilities for the transportation of natural 
go* from Exxon's production platform In 
the Santa Ynez Unit, Santa Barbara Chan¬ 
nel Area to proposed treatment facilities In 
Laa Flores Canyon. According to the state¬ 
ment. environmental Impact would oocur 
with respect to "effect* on man. wildlife, veg¬ 
etation. beach areas, noil, water quality, air 
quality, and noise levels." (ELR Order No. 
50008 ) 

Genexal Sxavirss Aominirtsstton 

Contact: Mr Andrew E. Kauder*. Execu¬ 
tive Director of Environmental Affairs, Gen¬ 
eral Service* Administration. 18th and F 
Streets NW.. Washington. DC. 20405, (202) 
343-4161. 

Draft 

John F Kennedy Library. Cambridge, 
Massachusetts, January 2: Proposed in the 
construction of the John F. Kennedy Li¬ 
brary on a 12 acre site In Cambridge. Also 
proposed la the Commonwealth Plaza, a 5 
acre memorial, and Harvard University's 
John F. Kennedy School of Government and 
the Institute of Politics on a 2 acre adjacent 
site. The 49-ft. high library will contain 81,- 
000 sq. ft. (gross) of floor area. Impacts of 
the project would include those of construc¬ 
tion disruption* (2 volumes). (ELR Order No. 
50001.) 
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DcraTMCNT or HUD 

Contact: Mr. Richard H. Broun, Acting 
Director, Office of Community and Environ¬ 
mental Standard!, Room 7206. 451 7th 8treet 
SVV., Washington. DC. 20410. (202) 756-5980. 

Final 

Industrial Park Urban Renewal Area. 
Malden. Middlesex County, Massachusetts. 
January 2: Proposed U the urban renewal 
of sections of downtown Malden. Massachu¬ 
setts. Included 1* the acquisition of property 
relocation of families and businesses. And 
reconstruction or new construction of roods, 
parking facilities, commercial structures, low 
and moderate income housing, the industrual 
park area, and related facilities. The greatest 
impact will result from commercial and resi¬ 
dential relocations- Comments made by: 
DOT, DOC. EPA. HEW. A HP. HUD. State and 
local agencies, and concerned citizens. (BLR 
Order No. 50004.) 

Dcfartm ent or Interior 

Contact: Mr. Bruce Blanchard. Director. 
Environmental Project Review. Room 7280. 
Department of the Interior, Woahlngton, D.C. 
20240. (202) 843-3891. 

BUREAU OF OUTDOOR RECREATION 

Final 

Proposed Beaver Creek National Wild River. 
Alaska, January 2: The statement refers to 
the proposed legislative designation of a 135 
mile segment of Beaver Creek and 200.000 
adjacent acres as a component of the National 
Wild and Scenic River System, under the 
administration of the Bureau of Land Man¬ 
agement. The overall effect of the action will 
be that of preserving the existing scenic, rec¬ 
reational. and water quality values of the 
river, existing primitive conditions will be 
maintained. Mining would be prohibited (400 
pages). Comments made by: USD A. DOD. 
EPA. HEW. HUD. DOT. DOI, State and local 
agencies, and concerned citizens. < ELR Order 
No 50017.) 

BUREAU or SPORTS FISHERIES AND WILDLIFE 

Final 

Proposed Crab Orchard Wilderness Area. 
Jackson, Union, and WllllAmson Counties. 
Illinois. December 30: Proposed Is the legisla¬ 
tive designation of 4050 acres of the Crab 
Orchard National Wildlife Refuge os wilder¬ 
ness within the National Wilderness Preserva¬ 
tion System. Wilderness designation would 
commit the area to the forces of nature and 
remove some future management options. 
Comments made by: USDA. DOT. DOI. one 
regional agency. (ELR Order No. 41980.) 

Proposed Agassiz Wilderness Area. Becker 
County. Minnesota, December 30: Proposed 
is the legislative designation of 4.000 acres of 
the Agassiz National Wildlife Refuge os 
wilderness within the National Wilderness 
Preservation System. The area would be com¬ 
muted to the forces of nature, with some 
future management options being removed. 
Comments made by: USDA. DOT, DOI. (ELR 
Order No. 41959.) 

Lost wood Wildlife Reruge. Proposed Wilder¬ 
ness, Burke and Mountrail Counties. North 
Dakota. December 30: Proposed Is the desig¬ 
nation of 5,577 acres of the I .out wood Wild¬ 
life Refuge os wilderness within Preservation 
System. The area would be committed to the 
forces of nature, with some future manage¬ 
ment options being removed. (ELR Order No. 
41952.) % 

national bark service * 

Final 

Proposed Anlkchak Caldera N M. and Wild 
River. Alaska, January 2: The statement 


refers to the proposed Congressional estab¬ 
lishment of the Anlkchak Caldera National 
Monument and the Anlkchak Wild River, 
both from lands and waters removed from 
public domain under provisions of the Alaska 
Native Claims Settlement Act. Also proposed 
Is a master plan for tho administration of 
the area (194 pages). Comments made by: 
DOI. DOT. DOD. USDA. DOC. EPA, stale and 
local agencies. (ELR Order No. 50018.) 

DcrARTMENT OF TRANSIHiRTATION 

Contact: Mr. Martin Convlsser. Director. 
Office of Environmental Quality. 400 7th 
Street SW., Washington, DC. 20690, (202) 
426-4357. 

federal highway administration 


Draft 

Routes I and 1-105. Los Angeles County. 
California. January 2: The proposed im¬ 
provement is the construction of 1-105 as a 
10-lane full access-con trolled highway near 
Los Angeles International Airport, and con¬ 
struction of the Rte 1 State Fteeway as a 
multi-lane end of freeway transition. The 
project length is 17.2 miles on Route 106 and 
1.0 miles on Route 1. Adverse Impacts In¬ 
clude the relocation of 8100 persons and 240 
businesses, increased air and noise pollution, 
and temporary construction disruptions. A 
4(f) determination is necessary concerning 
park area in the project area. (ELR Order 
No. 50015.) 

New Athens Bypass (P.A.P. Rte. 14), 8t. 
Clair County. Illinois, December 30: The 
project consists of a 4 9 mile 1 relocation 
around New Athens, In St. Clair County, of 
a section of PA.P. 14. Total right-of-way re¬ 
quired is approximately 200 acres. Adverse 
impacts Include the relocation of 7 families 
and 1 individual, and 2 businesses, loss of 
wildlife habitat and agricultural production, 
and a short-term decrease in business ac¬ 
tivity along the present route. (ELR Order 
No 41957.) 

1-83, Baltimore City, Baltimore County, 
Maryland, January 2: Tho project involves 
the construction of a six-lane, controlled 
access, elevated expressway known as 1-83 
between the interchange of Boston and 
O'Donnell Streets on the west and the inter¬ 
change at 1-96 on the east in Baltimore City. 
The most significant adverse Impact result¬ 
ing from the project will be increased noise 
levels. A 4(f) determination Is necessary con¬ 
cerning Canton Playground. (ELR Order No. 
50013.) 

1-83, lyay to Fleet Street. Baltimore. Mary¬ 
land. January 2: The statement refers to the 
proposed construction of a 0.6 mile extension 
of 1-83 in Baltimore City. The project Is 
designed as a six-lane, limited acoess. elevated 
facility with two or four frontage roods 
parallel or beneath the elevated structure. 
Two alternatives within the same right-of- 
way corridor are considered for the final 
alignment. The project, regardless of alter¬ 
nate, will displace some Industry, take some 
land from a recreation area, Increase noise 
levels, and will alter aesthetics. A 4(f) state¬ 
ment Is included regarding Impacts on sites 
of historical, architectural and recreational 
significance In the area (ELR Order No. 
50014.) 

1-391 Chloopee-Hoi yoke. Massachusetts. 
December 30: The statement refers to the 
proposed construction of 1-391 for a distance 
of approximately 5 miles from Chicopee to 
Holyoke. The project will be a six-lane divided 
highway with shoulders including two six- 
lane river crossings. Adverse Impacts are the 
displacement of 93 families and 17 businesses. 
Increase noise levels, and temporary con¬ 
struction disruptions. (OR Order No. 41968.) 


Final 

Route 9—Speen Street Interchange. Mid¬ 
dlesex County. Massachusetts, January 2: 
Proposed Is the construction of a grade 
separated highway interchange to replace the 
existing at-grode intersection at State Route 
0 (PAP Route 47) and Speen Street in the 
Town of Natick Route 9 will be depressed 
and Speen Street will be relocated at existing 
grade. Adverse Impact Include poasible deg¬ 
radation of water quality In adjacent Lake 
Cochltuate by Increased deposition of salts 
and nutrients; and displacement of 20 busi¬ 
nesses and four famllltca. Comments mode 
by: EPA. DOT. AHP, 09A, USDA. State and 
local agencies, and concerned citizens (ELR 
Order No 50016.) 

TJS. Coast Ouard 

Draft 

Deepwater Port Regulatlona, January 3: 
The statement refer* to proposed Federal 
regulations governing various aspects of the 
design, construction, and operation of Deep¬ 
water Ports. In Implementation of the Deep¬ 
water Ports Act of 1974. The regulations 
generally address major design and construc¬ 
tion criteria, oil transfer rules, navigation 
rules, personnel requirements, and equip¬ 
ment and procedures requirements. (ELR 
Order No. 50019.) 

Final 

Bridge, Atlantic Intracoastal Waterway at 
Daytona. Volusia County. Florida. Janu¬ 
ary 3: Proposed is the approval of location 
and plans of a proposed 4-lane toll bridge and 
approaches on Plaza Boulevard and Flomlch 
Street from the Intersection of SR 5 (U8, 1) 
eastward across the Halifax River to SR. 3 
(A-l-A). The project will displace 40 families, 
20 businesses, divide an existing established 
residential neighborhood, change local land 
use from residential to commercial and re¬ 
sult in a concentrated inflow of freshwater to 
the Halifax River Comments made by: EPA, 
DOI HUD. HEW, PPC, 8tat* and local agen¬ 
cies | ELR Order No, 50020.) 

Veterans Administration 

Contact: Mr. Arthur W. Farmer, Assistant 
Chief. Medical Director for Administration 
and Faculties, Veterans Administration, 810 
Vermont Avenue NW.. Washington. DC, 
20420 
Draft 

Clinical Support Facility. Boise. Ada 
County. Idaho. January 2: Proposed is the 
construction of a new clinical support facility, 
and the Installation of seismic corrections 
at various buildings at the VA Hospital In 
Boise. There will be some construction dis¬ 
ruptions (ELR Order No. 50005.) 

Oart L. Widmak. 

General Counsel. 

|PR Doc.75-10015 Filed 1-10-75:8:45 am) 


ENVIRONMENTAL PROTECTION 
AGENCY 

| FRL 320-31 

CHEMAGRO DIVISION OF MOBAY 
CHEMICAL CORP. 

Filing of Petition for Food Additive 

Pursuant to provisions of the Federal 
Food, Drug, and Cosmetic Act (sec. 
409(b)(5), 72 Stat. 1786; 21 U.8.C. 
348(b)(5)), notice is given that a peti¬ 
tion (FAP 5H5076) has been ftled by 
Chemagro Division of Mobay Chemical 
Corp., P.O. Box 4913, Kansas City, Mo. 
64120, proposing establishment of a food 
additive tolerance (21 CFR Part 121) for 
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residues of the herbicide 4-amino-6-( 1,1- 
dimethyiethyl) - 3 - (methylthio) - 1,2,4- 
triazln-5‘ 4//»-one and Its triazinone 
metabolites in or on processed potatoes 
at 3 parts pqr million, resulting from 
application of the herbicide to growing 
potatoes. 

Dated: January 8.1975. 

Martin H. Roconv 
Acting Director . 

Registration Division. 

|FR Doc.75-1095 Filed 1-10-75:8:45 am] 


jFRL 319-5; OPP-32000/1671 

Data To Be Considered in Support of 
Applications 

RECEIPT OF APPLICATIONS FOR 
PESTICIDE REGISTRATION 

On November 19. 1973, the Environ¬ 
mental Protection Agency (EPA) pub¬ 
lished in the PioERAL Register (38 FR 
31862) its interim policy with respect 
to the administration of Section 3(c) 
(1) (D) of the Federal Insecticide, Fungi¬ 
cide. and Rodenticlde Act (FIFRA). as 
amended. This policy provides that EPA 
will, upon receipt of every application for 
registration, publish in the Federal Reg¬ 
ister a notice containing the informa¬ 
tion shown below. The labeling furnished 
by the applicant will be available for ex¬ 
amination at the Environmental Pro¬ 
tection Agency, Room EB-31, East Tower, 
401 M Street 8W., Washington. DC 
20460. 

On or before March 14, 1975, any per¬ 
son who (a) is or has been an applicant, 
(b) believes that data he developed and 
submitted to EPA on or after October 21, 
1972, is being used to support an appli¬ 
cation described in this notice, (c) desires 
to assert a claim for compensation under 
section 3(c)(1)(D) for such use of his 
data, and (d) wishes to preserve his 
right to have the Administrator deter¬ 
mine the amount of reasonable compen¬ 
sation to which he is entitled for such 
use of the data, must notify the Admin¬ 
istrator and the applicant named in the 
notice In the Federal Register of his 
claim by certified mall. Notification to 
the Administrator should be addressed 
to the Information Coordination Sec¬ 
tion. Technical Services Division iWH- 
569), Office of Pesticide Programs. 401 
M Street SW.. Washington, DC 20460. 
Every such claimant must include, at a 
minimum, the information listed in the 
interim policy of November 19. 1973. 

Applications submitted under 2(a) or 
2(b) of the interim policy will be proc¬ 
essed to completion in accordance with 
existing procedures. Applications sub¬ 
mitted under 2(c) of the interim policy 
cannot be made Anal until the 60 day 
period has expired. If no claims are re¬ 
ceived within the 60 day period, the 2(c) 
application will be processed according 
to normal procedure. However. If claims 
are received within the 60 day period, the 
applicants against whom the claims are 
asserted will be advised of the alterna¬ 
tives available under the Act. No claims 
will be accepted for possible EPA adjudi¬ 


cation which are received after March 14. 
1975. 

Apmjcation* Received 

EPA Flic Symbol 3051 -TI. Agricultural Prod¬ 
uct* Oo., Inc., PO Box 698. Mesquite NM 
88048 THURICIDE HP PARATHION 
144M-2. Active Ingredient*: Par at Mon 
3.000%; Bacillus thurlngicnii* Berliner, 
potency of 320 International Unit* (at 
least 600 thousand viable eportes) per 
milligram 0.064%, Method of Support- Ap¬ 
plies t ion proceeds under 3(c) of Interim 
policy. 

EPA File Symbol 32427-ER Allied Service*. 
Div. of Allied Equities Corp , 765 Land*** 
Ave . Milpitas CA 95035 ALLIED SERVICES 
AMMONIUM 8ULFAMATE Active Ingre¬ 
dient*: Ammonium sulfamate 95%. 

Method of Support: Application proceeds 
under 3(c) of Interim pollcy. 

EPA File Symbol 1730-OL. Consumer Prod¬ 
uct* DIv.. American Cyan am Id Co , Wayne 
NJ 07470. PUMP STRENGTH PINK-SOL 
SPRAY CLEANER. Active Ingredient*: 
Pine OH 3.06%; Ltopropanol 0 64%: Soap 
0.58%; 4-CMoro-3-Cyclopentylphencil and 
related compound* 0.0058%. Method of 
Support: Application proceed* under 3(b) 
of Interim policy. 

EPA File Symbol 11623-A. Apollo Industries, 
Inc., 4480 Frederick Dr.. SW. Atlanta GA 
30336. APOLLO INSECT KILLER. Active 
Ingredient*: Pyrethrin* 0.50%; Tech Pi per - 
ony! Butoxlde 2.00%; Petroleum Distillate 
17.50%, Mothod of Support: Application 
proceed* under 3(c) of interim policy. 

EPA File Symbol 8612-IK. BAG Co . 10539 
Maybank. Dallas TX 75220 B A O ZINC 
NUTRIA. Active Ingredients: Zinc Phos¬ 
phide 04%. Method of 8upport. Applica¬ 
tion proceeds under 2(c) of interim policy. 

EPA File Symbol 11709-1. Bio Chcm Labora¬ 
tories Inc., 745 Boone Ave.. North. Min¬ 
neapolis. MN 56427. 8AN-TIZE II CONCEN¬ 
TRATED. Active Ingredients: n-Alkyl 
(60% C14. 30% 06, 6% 02. 5% 08) 
dimethyl henry 1 ammonium chlorides 5%; 
n-Alkyl (68% 02. 32% 04) dimethyl 
ethyl benzyl ammonium chlorides 6%. 
Method of Support: Application proceeds 
under 2(b) of interim policy. 

EPA File Symbol 11709-T. Bio Chem Labora¬ 
tories Inc., 745 Boone Ave.. North, Min¬ 
neapolis MN 55437 . TRIPLE THREAT PLUS 
CONCENTRATED. Active Ingredient*: n- 
Alkyl (60% 04, 80% 06. 5% 02, 5% 08) 
dimethyl benzyl ammonium chlorides 
48%; n-Alkyl <68% 02, 32% 04) di¬ 
methyl ethylbenzyl ammonium chlorides 
4.5%; Tetraaodium ethylenedlamlne tetra¬ 
acetate 2.0%; Sodium Carbonate 4.0%. 
Method of Support: Application proceeds 
under 2(b) of Interim policy. 

EPA Pile Symbol 4-EUR. Bo nldc Chemical 
Co.. Inc., 2 Wurz Ave., Yorkvilie NY 13495. 
BONIDE *'D/L" MOSQUITO CONTROL. 
Active Ingredients: O.O-dJcthyl O-(3,5,6- 
tiichloro-2-pyrldyl) phosphorothloate 
6.8%; Beta-butoxy beta'-thlocyano diethyl 
ether 5.8%; Aromatic petroleum derirate 
solvent 77.0%. Method of Support: Appli¬ 
cation proceeds under 2(c) of interim 
policy. 

EPA Fllo Symbol 475-ROA. Boyle Midway 
Inc.. South Ave. A Hale 8t., Canford NJ 
07016. SAN7-FLUSH BLUE BUBBLING AC¬ 
TION FORMULA C Active Ingredient*: 
Sodium Bisulfate 50.00%. Method of Sup¬ 
port: Application proceeds under 2(c) of 
Interim policy. 

EPA File 8ymbol 4313 LO. Carroll Co, 2900 
W. Kingsley Rd . Garland TX 75041 CAR- 
ROLL QUAT DISINFECTANT CLEANER. 
Active Ingredient*: n-Alkyl (60% C14, 
80% C16, 5% C12.5% C18) dimethyl benzyl 
ammonium chlorides 0 8 ; n-Alkyl (68% 


C12. 32% C14) dimethyl ethylbenzyl am¬ 
monium chlorides 0.8%; Sodium Metaslli- 
catc 2.4%; Tetraaodlum ethylenedlamlne 
tetraacetate 1.0%. Method of Support: 
Application proceeds under 2(b) of interim 
policy. 

EPA File Symbol 8957-0. Che moo Product*. 
Inc.. PO Box 9248 Tul*a OK 74107. CHKM- 
CO DSD X DISINFECTANT-DEODORIZ¬ 
ER-SANITIZER Active Ingredients: n- 
Alkyl (60% C14.30% C16. 5% C12,5% C!8l 
dimethyl benzyl ammonium cMortdes 5', 
n-Alkyl (68". C12. 32% C14) dimethyl 
ethyl benzyl ammonium chloride* 5': 
Method of Support: Application proceed* 
under 2(b) of Interim policy. 

EPA File Symbol 8957- RN Chemco Products, 
Inc., PO Box 9248. Tulsa OK 74107. CHFM- 
CO CLEANER DISINFECTANT. Active In- 
gradient*: n-Alkyl (60% C14, 30% C16. 
5% C12, 5% C18) dimethyl benzyl am¬ 
monium chlorides 2.26%; n-Alkyl <68'« 
C12, 32% C14) dimethyl ethylbenzyl am¬ 
monium chlorides 225%; Sodium Carbon¬ 
ate 3.00%. Method of Support: Application 
proceeds under 2(b) of Interim policy. 

EPA File Symbol 100-LTA. Agricultural Dtv 
Ciba-Gelgy Corp . PO Box 11422. Greens¬ 
boro NC 27409. SPFCTRACIDE PROFES¬ 
SIONAL STRENOTH PEST CONTROL. 
LIQUID. Active Ingredient*: O.O-diethvI 
,0-(2-lropropyl - 6 - methyl-4-pyrlmldinyl \ 
phosphorothloate 1.000%; Pyrethrin* 
0.062%; Technical piperonyl butoxlde 
0261%; Petroleum distillates 08 117'. 
Method of Support: Application proceeds 
under 2(c) of Interim policy. 

EPA File Symbol 100-LTG. Agricultural Dlv 
Clba-Gelgv Corp. 8PECTRACIDE PRO¬ 
FESSIONAL STRENOTH PEST CONTROL. 
PRESSURIZED. Active Ingredient*' 0.0- 
dlethyl O-<2-Isopropyl-6-me thy 1-4-pyrlml- 
dlnyl) phospohorothloat* 1.000%: Pyrr- 
thtins 0.052%: Technical piperonyl hutox- 
Ide 0261%; Petroleum distillate 88.117': 
Method of Support: Application proceed* 
under 2(c) of Interim pollcv. 

EPA File Symbol 100-LTI. Agricultural Dlv 
Ciba-Gelgy Corp TRUMP LIQUID VEOE- 
TATION KILLER. Actlvo Ingredient*: 
Prometon: 2.4-bLs (isopropyl *m) no»-6- 

methoxyl-s-triazine 10.0'i; Peutachloro- 
phenol 3.6%; Other Chlorophenola and 
related compounds 4%. Method of Sup¬ 
port: Application proceed* under 2(c) of 
interim policy. 

EPA File Svmbol 100-LTL. Agricultural Dlv 
Ciba-Gelgy Corp. SPECTRACIDK HOME 
GARDENING 8PRAY. Active Ingredients 
0.0-diethyl 0- (2-isopropyl - 6-methyl -4 -py - 
rimldlnyl) phosphorothloate 25 r . Method 
of Support: Application proceed* uivdrr 
2(c) of interim poUcf 

EPA Pile Symbol 100-LTT. Agricultural Dlv 
Ciba-Octgy Corp. STABILIZED DIAZINON 
CONCENTRATE NO. 1. Active Ingredient* 
O.O-dicthyl 0-(2-isopropyl-6-methyl-4-py- 
rtmidtnyl) phosphorothloate 90% Meth¬ 
od of Support: Application proceeds under 
2(c) of Interim policy. 

EPA File Symbol 10O-LTU. Agricultural Dlv . 
CIba-Oeigy Corp. TRUMP ORANULAR 
VEGETATION KILLER. Active Ingredi¬ 
ents: Prometon: 2,4-bls <isopropylamlno- 
6-methoxy-s-triaxine) 5.00%; SI maxi nr 
2-chloro-4,6-bis (ethyl ami no) -s-triaxine 

0.75%; Sodium chlorate <NaC103> 40.00':: 
Sodium metaborate (N*B/),- 5 H 20 ) 
60.00%. Method of Support: Application 
proceeds under 2(c) of Interim policy. 

EPA File 8ymbol 4716-0UE Colorado Inter¬ 
national Corp., 5321 Dahlia St, Commerce 
City, CO 80022 BEST 4 8ERVIS BRAND 
KITCHEN PEST CONTROL SPRAY Active 
Ingredient*: (S-Benryl-3-furyt) methyl 
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a£mimetbyl-S-<2-me‘hyl!>ropen)rl) cyclo- 
propancoarboxylate 3.000%; Related com¬ 
pound! 0400%; Aromatic Petroleum Hy¬ 
drocarbons 91.471% Method of Support: 
Application proceeds under 2(c) of In¬ 
terim policy. 

EPA Pile Symbol 2S08-0. Commerce Drug. 
Co., Inc, Dir. Del Laboratories Inc.. 565 
Broad Hollow Rd, Farm! ngd ole. NY 11785. 
NEW BARC LIQUID. ONE APPLICATION 

kills and controls head lick, 

CRAB LICE. NITS. Active Ingredients: 
Pyre thrl ns 0 180%; Plperonyl butoxlde 
technical 2 200%; Petroleum distillate 
5.520%, Mottaod of Support: Application 
proceeds under 2(c) of interim policy. 

EPA File Symbol 34822-0. King Paint it Sup¬ 
ply Oo, Die. of Dial! Chemical Corp, PO 
Box 14347. Orlando. PL 32807 NEW X-l 
PI-At. Active Ingredients: Chlorpyrifos 
O.O-diethyl 0-(3.5.6-trlchloro-2-pyrtdyl) 
phosphorous loale 11.2%; Aromatic Petro¬ 
leum derivative solvent 713% Method of 
Support: Application proceeds under 2(c) 
of interim policy. 

EPA File Symbol 6900 RIJL J. J DUi Co.. PO 
Box 788. Kalamazoo. MI 49005. DILL 
SPRA-AIJ>. Active Ingredients: (5-Beuxyl- 
3-fury 1) methyl 2.2-dini*thyI-3-(2-methyl - 
propenyl) cyciopropanecarboxylale 0350 %; 
Related compounds 0.034 %; d-trana AUe- 
thrin (ally homolog of Clncrin I) 0350%: 
Related compounds 0.019%: Aromatic pe¬ 
troleum hydrocarbons 0.363%; Petroleum 
distillate 19.074%, Method of Support: Ap¬ 
plication proceeds under 2(c) of interim 
policy, 

EPA Kile Symbol 875-TT. Dlversey Chemi¬ 
cals. Dir of the Diverscy Corp*. 1855 S. Mt. 
Prospect Rd.. Des Plaines. IL 60018. SURE 
KILL Active Ingredients: Petroleum hy- 
drocrabon 04.5%; Pyrethrlna 0.5%. Method 
of Support: Application proceeds under 
2(c) of interim policy. 

EPA File Symbol 32972-U. Kcoiocbem, Inc., 
PO Box 844. 1265 Burlington St, Opa- 
locka. PL 33054. DCA-21. AcUve Ingredi¬ 
ents: Disodium cyanodithioimldocarbon- 
ate 4.2%; Potassium N-mctbyldUhlocar- 
bamate 63%. Method of Support: Appli¬ 
cation proceeds under 2(b) of interim 
policy. 

EPA File Symbol 34761-E Ecok>-G Bn ter - 
prises Ltd , Industrial Park Bldg. #6. West 
Haverstraw. NY 10993. INSECTICIDE. 
AEROSOL RESMETHRXN-3%. AcUve In- 
predienU: ( 5-Bcnryl-3-furyl) methyl 2.2- 
dlm*thyl-3-(2-methylpropenyl) eyclopro- 
panecartooxylate 2.00%. Method of Sup¬ 
port: Application proceeds under 2(c) of 
interim policy. 

EPA File 8ymbol 779-0A Faesy A Beethoff. 
Inc, 143 River Rd., Edge water NJ 07020. 
FAB DIAZO ORAN 14% FOR PROFES¬ 
SIONAL USE Active Ingredient*: O. O-dl- 
ethyl O-( 2 -lsopropyl-6-methyl-4-pyrlmld- 
lnyl) phosphorothloate 14%, Method of 
Support: Application proceeds under 2(0 
of Interim policy. 

EPA File Symbol 22558-L. First US Chem¬ 
ical. 1015 Lausanne. Memphis TN 38117. 
MICROBIOCIDE 10-M. AcUve Ingredi¬ 
ents: Dl sodium cyan od 1 th lot mldocarbonnte 
3.68%: Potassium N-mettayldtthiocarbam- 
ate 5J07%. Method of Support: Application 
proceeds under 2(b) of interim policy 

EPA File Symbol 240C-RA. The General Pest 
Control Co.. 3561 W. 105th St.. Cleveland 
OH 44111 MYSTIC FOOD PLANT SPRAY. 
Active Ingredient*: Pyrethrins 0.20%: Pl- 
poronyl Butoxlde. Technical 1.00%; Petro¬ 
leum Distillate 98.80%. Method of Sup¬ 
port: Application proceed* under 2(c) of 
interim policy. 

EPA FUe Symbol 2217-AON. PBI-Gordon 
Carp . 300 S. 3rd St, Kansas City KS 66118. 
GORDON'S CRABGRAS3 A NUTORASS 


KILLER. Active Ingredient*. Monoaodlum 
add methanearaonnte 16.6%. Method of 
Support: Application proceed* under 2(c) 
of interim policy. 

EPA FUe Symbol 3S991-B Hall urn and Sonde- 
fur Manufacturing Oo.. PO Box 830. 8em- 
tnole OK 74868. SANDEFUR FLY BAIT 
SUGAR TABLETS. Active Ingredient*: 
Ronnei (O.O-dtmethyl-0-(2.4,5-trlcbloro- 
phenyl) pbosphorothioate | 0350%: Dl- 
chlorvoa (2.2-dichlorovinyl dimethyl phos¬ 
phate) 0093%; Related Compound* 
0.007%. Method of Support: Application 
proceeds under 2(c) of Interim policy. 

EPA FUe Symbol 2393-EIN Hopkins Agricul¬ 
tural Chemical Co, PO Box 584, Madison 
WI 53701. HOPKINS MAI.ATHIOK 57% 
EMULSIFIABLE LIQUID IN9RCTICIDE-B 
Active Ingredients: Malathlon 67%; Xylene 
80%. Method of Support: Application pro¬ 
ceeds under 2(c) of Interim policy. 

EPA FUe Symbol 2303-ETA. Hopkins Agri¬ 
cultural Chemical Co, PO Box 584, Mad¬ 
ison WI 53701. HOPKINS TOXAPHENE 6 
E.C. AcUve Iugredienta: Toxaphene (tech¬ 
nical chlorinated camphene containing 67 - 
80% chlorine) 60%; Xylene 35%. Method 
of Support: Application proceeds under 2 
(c) of interim policy. 

EPA File Symbol 81G9-T. Hunter Products 
Corp, 8603 Bo Us lane, San Antonio TX 
78286. ENVAIR FLYING INSECT KILLER. 
Active Ingredients: Pyrethrins 0.45%; Pl¬ 
peronyl Butoxlde. Technical 000%; N- 
Octyi-blcycloheptene dlcarboxtmide 1.50%: 
Petroleum distillate 17.15%. Method of 
Support: Application proceed* under 2(c) 
of interim policy. 

EPA File Symbol 21363-E. Indiana Soft Water 
Service. Inc, 3335 N. Keystone Ave, Indi¬ 
anapolis IN 46218. MICROBIOCTDE 12. 
Acttve Ingredients: DUodlum cyanodlth- 
loUnldocarbonate 400%; Potassium N- 
methyldlthlocarbamate 6.76%. Method of 
Support: AppUcatlon proceeds under 2(b) 
of interim policy. 

EPA Pflo Symbol 2342-OLN Kerr-McGee 
Chemical Corp,. Kerr-McGee Center. Okla¬ 
homa City OK 73125 GRO-TONE LIQUID 
COPPER FUNGICIDE-4 AcUre Ingredi¬ 
ents: Copper salts of fatty and rosin adds 
48.00%. Method of Support: Application 
proceeds under 2(c) of interim policy. 

EPA FUe Symbol 635-ATA. E-Z-Flo Chemical 
Co, Dlv. of Kins to Co, PO Box 808. Lansing 
MI 48903. E-Z FLO PLANT -GUARD. Active 
Ingredients: Mai* th Jon (0.0-dimethyl 

dlthlophoaphato of diethyl mercaptosuc- 
clnale) 5 00%; Maneb (Manganese Ethyl- 
encbisdlthlocarbamate) 10.00%. Method of 
Support: Application proceeds under 2(c) 
or interim policy. 

EPA FUe Symbol 453 EAA Wood Treating 
Chemicals Dept, Koppem Co, Inc, 5137 
Southwest Ave, St. Louis MO 63110. HOP¬ 
PERS PENTA STAIN BASE CONCEN¬ 
TRATE. AcUve Ingredients: Pcntachlor- 
phenol 11.92%; Other Chlorophenols and 
Related Compounds 1 39%. Method of Sup¬ 
port: AppllraUon proceeds under 2(c) of 
interim poUcy. 

EPA File Symbol 453-EAL. Wood Treating 
Chemicals Dept, Hoppers Co, In c. K OP- 
PFRS PRE8STREAT-T WOOD PRESERVA¬ 
TIVE. AcUve Ingredients: Pentachlaro- 
phenol 4.47%; Other Chlorophenols and 
Related Compounds 0.63%. Method of 
Support: Application proceeds under 2(0) 
of interim policy. 

EPA File Symbol 453-EAT. Wood Treating 
Chemicals Dept, Hopper* Co, Inc. HOP¬ 
PERS WOODTOX 140-T CONCENTRATE 
WATER REPELLENT WOOD PRESERVA¬ 
TIVE. AcUve Ingredients: Pentachloro- 
phcnol 18.02%; Other Chiorophonols it 
Related Compounds 2.20%, Method of 
Support: Application prooeeds under 2(c) 
of interim policy. 


EPA FUe Symbol 35212-R. Laboratorto Ri¬ 
vers. Callo Llppttt 526—B* Obrero. San- 
turcc. PR 00015 RATA-C ALIN. Acttve 
Ingredients: 3- (A-Aoetonylbenxyl) 4-Hl- 

droxycoumarln 0.025%. Method of Support: 
Application proceeds undcr^(c) of interim 

policy- 

EPA FUe Symbot 19961 ONO Lebanon Chem¬ 
ical Corp, PO Box 180. Lebanon PA 17042. 
AO RICO BROADLEAF WEED CONTROL 
Active Ingredients: Dtinethylamlnc Salt of 
2.4-dtchlorophenoxyacetlc acid 2-85'i: Iso- 
octyl eeter of Silvex |2-(2.4.5-trlchloro- 
phenoxy)] propionic acid 1.25%. Method 
of Support: Application proceeds under 
2(c) of Interim policy. 

EPA File Symbol 35003-E Metaframe Uvlng 
World. 41 Slater Dr, Elmwood Park, NJ 
07407. LIVINO WORID CAT FLEA COL¬ 
LAR Active Ingredients: O.O-dtmeihyl-O- 
(3.5.6-trtchlom-2-pyrldyl) phosphate 16%. 
Method of Support: Application proceed? 
under 2(c) of Interim policy. 

EPA File Symbol 35083-R. Metafrnme Living 
World, 41 Slater Dr, Elmwood Park, NJ 
07407. LIVING WORLD DOG FLEA COL¬ 
LAR. AcUve Ingredients: 0.0-dl methyl-O- 
(3.5.6-trlchloro-2-pyridyl) phosphate 15%. 
Method or Support: Application proceeds 
under 2(c) of Interim policy. 

EPA File Symbol 8123 AO Frank MUler It 
Sons. 13831 S Emerald Ave, Chicago. IL 
60627. NON-SELECTIVE HERBICIDE. Ac¬ 
ttve Ingredients: Petroleum Distillates 
9287%; 2.4 • bi*(Uopropylom)no) - 6 - Me- 
thoxy-s-trlaalne 1.60%; Pentachlorophenol 
0 64 ~ ; OUser Chlorophenols 0.00%. Method 
of Support; Application proceeds under 
2(c) of Interim policy. 

EPA File Symbol 8123TK. Frank Miller it 
Sons ORANULAR WEED AND VEGETA¬ 
TION KILLER Active Ingredients: Brom- 
acil (5-bromo-3-sec-butyl-6-methyluracil) 
3% Method of Support: Application pro¬ 
ceeds under 2(c) of interim policy. 

EPA File Svmbol 8123-TG Frank MUler A 
Son* PENTACHLOROPHENOL CONCEN- 
TRATE. Active Ingredients: Pen tech loro- 
phenol 858%; Other ChlorophenoU 4.8%: 
Petroleum Distillates 40.0%. Method of 
Support: AppUcatlon proceed* under 2(c) 
of Interim policy. 

EPA FUe Symbol 8J23-TN. Frank MUler it 
Son.v TOTAL VEGETATION KILLER 
Acttve Ingredients: Petroleum Distillate* 
9187%; 2.4-Dlehlorophenoxyacetlc acid, 
isooctyl «-5t*r 100%; 2.4-bl*f isopropyls - 
mino) -6-methoxy-s-trtaxine 158%: Penta- 
ohlorophenol 0.63%; Other chlorophenol* 
009%. Method of Support: Application 
proceed* under 2(c) of Interim policy. 

EPA FUe Symbol 8123 TR. Frank Miller 
A Sons. EMUISIFTABLE VEGETATION 
KILLER CONCENTRATE. Active Ingredi¬ 
ents: 2.4-blM isopropl? amino) -6-methoxy- 
s-trlaalne 4 66%; Petroleum Distillate 
77.35%. Method of Support: AppllcaUon 
proceeds under 2(c)*of Interim policy. 

EPA FUe Symbol 20375-A. Nutmeg Chemical 
Co, 125 Market St, New Haven CT 06513. 
NUTMEG NC-46. AcUve Ingredients: Dl- 
sodium cyanodlthlolmldocarbonate 7.85%; 
Potassium N - methyldithlocarbamate 
20.15%. Method of Support: AppUcatlon 
proceed* under 2(b) of interim policy. 

EPA File Symbol 20376-1 Nutmeg Chemical 
Co. NUTMEG NC-48. AcUve Ingredi¬ 
ents: Disodium eyoaodlthlotmMocwTionate 
3.68%: Potassium N-methyld!thlooarba- 
mate 5 07%. Method of Support Applica¬ 
tion proceeds under 2(b) of Interim policy. 

EPA FUe Symbol 20375-T. Nutmeg Chemical 
Oo NUTMEO NC-47. AcUve Ingredients: 
Dlsodlum cyanod l thlolmldocarbonate 

4.00%: Potassium N-methytdlthlocarba- 
mate 6.78%. Method of Support: Applica¬ 
tion proceeds under 2(b) of interim policy. 
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EPA Pile Symbol 11541-0 O'Brien Industries, 
Inc., 513 W. ML Pleasant Ave., Livingston 
NJ 07039. OB-ALOE C-64. Active Ingredi¬ 
ents: Disodlum cyanodithlolmldocarbonate 
3 68%; Potassium N-me thy Id Ithiocar ka¬ 
inate 6.07%. Method of Support: Applica¬ 
tion proceeds under 2(b) of Interim policy. 

EPA Pile Symbol 8501-EU. Pace National 
Corp.. 500 7th Ave, S. Kirkland WA 08033. 
MOSS-STOP DESTROYS MOSS AND 
KEEPS HOOPS MOSS-FREE FOR SEV¬ 
ERAL YEARS. Active Ingredients: Penta- 
chlorophenol 4.73%: 2.4,5-trIchlorophenol 
1.00%; Other chlorophenols and related 
compounds 0.55%. Method of 8upport: Ap¬ 
plication proceeds under 2(c) of Interim 
policy. 

EPA Pile 8ymbol 4758-REN. Pet Chemicals. 
Inc,, PO Box 660656. Miami Springs PI. 
83166. HOLIDAY PUPPY-KITTEN SPRAY. 
Active Ingredients: Petroleum distillates 
29.30%; Technical plperonyi butoxlde 
0.30%; N-octyl blcycloheptene dlcarboxl- 
mlde 0.30%; pyrethrln 0.10%. Method of 
Support: Application proceeds under 2(c) 
of Interim policy. 

EPA Pile Symbol 224-GN. Phillips Petroleum 
Co.. 8A3 Phillips Bldg , Bartlesville OK 
74004. R-55 REPELLENT 12 5R. Active In¬ 
gredients: tert - Butylyulfenyldtmethyl- 

dlthlocarbamate 104)5%: Related Com¬ 
pounds 14)3%. Method of Support: Appli¬ 
cation proceeds under 2(b) of interim 
policy. 

EPA File Symbol 5576-EO. Regal Supply and 
Chemica l Oo. . PO Box 1955. El Paso TX 
7985 0. gXTKRMO-CIDK A CONCEN¬ 
TRATED PYRENONE INSECTICIDE. Active 
Ingredients: Pyrethrlns 0£%: Plperonyi 
Butoxlde. Technical 5.0%: Petroleum Dis¬ 
tillate 94.5%. Method of 8upport: Appli¬ 
cation proceeds under 2(c) of Interim 
policy. 

EPA Pile Symbol 201-OTO. 8hcll Chemical 
Co., Suite 200. 1025 Connecticut Ave. NW. 
Washington DC 20036. BLADEX 80 WET- 
TABLE POWDER HERBICIDE AcUve In¬ 
gredients: 2-f 4-chloro-6( ethylamlno) -*- 

trlaxlne-2-yl | amino | -2-mcthylproplonltrile 
80%. Method of 8upport: Application pro¬ 
ceeds under 2(b) of interim policy. 

EPA File Symbol 3640-IR Stearns Chemical 
Corp.. 4200 Sycamore. Madison, WI 53704. 
POOL MATE SWIMMING POOL ALGAE- 
CIDE. Active Ingredients: n-Alkyl (80% 
C14, 30% Cl6, 5% C12. 5%. C18) dimethyl 
benzyl ammonium chlorides 5%: n-Alkyl 
(68% C12, 32% C14) dimethyl ethyl benzyl 
ammonium chlorides 5% Method of Sup¬ 
port: Application proceeds under 2(c) of 
Interim policy. 

EPA File Symbol 14&-RENE. Thompson- 
Hayward Chemical Co. 5200 Speaker Rd.. 
Kansas City. K8 66110, CASORON 4H 
DICHLOBENIL WEED AND GRASS 
KILLER HERBICIDE AND HAND SPREAD¬ 
ER Active Ingredients: dlchlobenll 4.0«£. 
Method of Support: Application proceeds 
under 2(c) of Interim policy. 

EPA File 8ymbol 148 RENO. Thompson- 
Hayward Chemical Co. 5200 Speaker Rd . 
Kansas City . KS 66110. FREESTYLE CAL¬ 
CIUM HYPOCHLORITE GRANULAR 65. 
Active Ingredients: Calcium Hypochlorite 
65%. Method of Support: AppllcaUon pro¬ 
ceeds under 2(c) of interim policy. 

EPA File Symbol 34281-R. Tlllar Enterprises. 
8304 Beverly Blvd . Los Angeles. CA 90048. 
SPORT COAT. AcUve Ingredients: NN- 
dlethyltoluamtde 8%: meta Isomer 7.6%; 
other Isomers 0.4%. Method of Support: 
Application proceeds under 2(c) of interim 
policy. 

EPA File Symbol 1624-RNI. United Statea 
Borax & Chemical Corp.. PO Box 76128, 


Sanford Station, Los Angeles. CA 90075 20 
MULE POWER SHOWER TUB A TILE 
CLEANER Active Ingredients* Tetroso- 
dtum ethylencdlAmine tetraacetate 9.13%: 
Isopropanol 6.00%: 2.4,4’-tUchloro-2* -di¬ 
ll ydroxy diphenyl ether 0.07%. Method of 
Support: AppllcaUon proceeds under 2(a) 
of Interim policy. 

EPA File Symbol 876-EUA. Velaicol Chemical 
Corp.. 341 E. Ohio st.. Chicago. IL 6061L 
VELSICOL CHLORDANE-10D DUST Active 
Ingredients: Technical chlordano 10.0%. 
Method of Support: AppllcaUon proceeds 
under 2(b) of Interim policy. 

EPA File Symbol 876-KUL. Velaicol Chemical 
Corp. VELSICOL CHLORDANE-8 EC. Ac¬ 
Uve IngrendlenU: Technical chlordane 
72%; Petroleum distillate 21%. Method of 
Support: Application proceeds under 2(b) 
of Interim policy. 

EPA FUe Symbol 876-EUU. Velaicol Chemical 
Corp. VELSICOL CHLORDANE-4 EC. Ac¬ 
tive Ingredients: Technical chlordane 
45.3%; Petroleum distillate 49.7%. Method 
of Support: AppllcaUon proceeds under 
2(b) of interim policy. 

EPA File Symbol 34859-E Wayne Chemical. 
Inc, 2014 9. Calhoun St, Fort Wayne. IN 
46804. WC-4200 ALOAECIDE. Active Ingre¬ 
dients: Difiodlum cyanodlthlolmidocarbon- 
ate 3.68%; Po taw l um N-methyl d l Uilo- 
c&rhamate 5.07%. Method of Support: Ap¬ 
plication procoeda under 2(b) of interim 
policy. 

EPA Pile Symbol 1325-10. Well Chemical. 219 
Scott St.. Memphis. TN 38112 AWT AL¬ 
OAECIDE HI. Active Ingredients: Dlsodium 
cyanodithlolmldocarbonate 3 68%; Poteal- 
urn N - methyldlthlocarbamate 5 07%. 
Method of 8upport. AppllcaUon proceed* 
under 2(b) of Interim policy. 

EPA FUe Symbol 1325-IU. Well Chemical, 219 
8cott St.. Memphis. TN 38112. E-Z TREET 
ALOAECIDE DI. Active Ingredients: Dl- 
sodtum cyanodithlolmldocarbonate 3.68%: 
Potassium N - methyldlthlocarbamate 
5.07%. Method of Support: Application 
proceeds under 2(b) of interim policy. 

EPA FUe Symbol 769-ULO. Woolfoik Chemi¬ 
cal Works, Inc., PO Box 938. Fort Valley 
OA 31030. SECURITY THIODAN VEGETA¬ 
BLE DUST. Active Ingredients: Endasulfan 
(Hexachlorohexahydromethano - 2.4.3-ben- 
xodloxathlepln oxide) 8%. Method of Sup¬ 
port: Application proceeds under 2(e) of 
Interim policy. 

EPA Fite Symbol 6427-LI. Wright Chemi¬ 
cal Corp., 1319 Wabansla Ave, Chicago 
IL 80622. WRICO SRW. Active Ingredi¬ 
ents: Disod lum cyanodithlolmldocarbonate 
14.7%; Potassium N-methyldithlocor ha¬ 
mate 202%. Method of Support: Applica¬ 
tion proceeds under 2(b) of Interim policy, 

EPA File Symbol 5427-LT. Wright Chemical 
Corp,, 1319 Wabanala Ave.. Chicago IL 
00622. WRICO SRT. AcUve Ingredi¬ 
ents: DUodium cyanodithlolmldocarbonate 
7.35%; Potassium N-methyldithlocor ha¬ 
mate 10.16%. Method of Support: Applica¬ 
tion proceeds under 2(b) of interim policy. 

EPA FUe Symbol 1748-RET. York Chemical 
Co.. Inc., 196 Atlantic Ave.. Garden City 
Park NY 11040. CERTOX RAT Sc MOUSE 
BAIT. Active Ingredients: 2- [ (p-ehloro- 
phenyl) phenylacetyl | - 1,3 - ludandione 
0.005%, Method of Support: AppUc&tton 
proceeds under 2(o) of Interim policy. 

Dated: January 6.1975. 

Martin H. Rooorr, 

Acting Director , 
Registration Division. 
|FR Doc 75-1072 Filed 1-10-76:8:45 am] 


FEDERAL COMMUNICATIONS 
COMMISSION 

| Docket Nos. 20310, 20311: FUe Noe BP-19, 
596, BP-19, 6451 

LAKE COUNTY BROADCASTERS AND 
KBMR RADIO, INC. 

Designating Applications for Consolidated 
Hearing on Stated Issues 

In re applications of Lake County 
Broadcasters, a limited partnership, 
(Terry L. Kinne and Judy A. Kinnc. 
General Partners) Poison, Montana, re¬ 
quests: 1050 kHz. 1 kW. D; KBMR Radio, 
Inc., Poison, Montana, requests: 1070 
kHz. 1 kW. 25 kW-LS, DA-N. U. for con¬ 
struction permits. 

L The Commission, by the Chief of the 
Broadcast Bureau, acting pursuant to 
delegated authority, has before it the 
two above-described applications for new 
standard broadcast stations at Poison. 
Montana. The applications must be des¬ 
ignated for a consolidated hearing since 
operation as proposed would result In 
mutual overlap of 2 mV/m and 25 mV/m 
contours In contravention of f 73.37(a), 
and would result In three daytime aural 
services to Poison In contravention of 
f 73.37(0 (1) (11). 

2. According to the financial data sub¬ 
mitted In Its application. Lake County 
Broadcasters (Lake County) would re¬ 
quire $58,034 to construct and operate 
the proposed facility for a period of one 
year, without revenue, itemized as fol¬ 
lows: 

Lease payment oil equipment_ $7,814 

Mortgage payments (land)_ 1.951 

Mortgage payments (building). 2,750 

Miscellaneous _____ 6. 450 

Estimated interest on toon (a 10 

percent) __ 2. 500 

Working capital (first year) . 36. 669 


Total ._. 68. 034 

To meet this requirement. Lake 
County relies upon $15,000 In existing 
capital, and two loans from financial 
institutions—a $25,000 loan from Se¬ 
curity State Bank, and a $20,000 loan 
from First Security Bank. Although the 
existing capital Is well documented, the 
two bank loans are unacceptable for 
failure to comply with section III, para¬ 
graph 4(e), of FCC Form 301. Specifi¬ 
cally. the letter of commitment from Se¬ 
curity State Bank does not state the 
collateral required, nor does it specify 
the rate of interest. Further, the letter 
from First Security Bank doe* not con¬ 
tain language indicating a firm commit¬ 
ment to lend money, but rather is an 
offer to consider such a loan. In view of 
these deficiencies, the Commission can¬ 
not conclude that sufficient funds will be 
available to Lake County, as .required, to 
meet the projected costs of construction 
and operation. Accordingly, an appro¬ 
priate issue will be specified. 

3. Data submitted by the applicants 
Indicate that there would be a significant 
difference in the size of the areas and 
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populations which would receive service 
from the proposals. Consequently, for the 
purposes of comparison, the areas and 
populations which would receive primary 
sendee, together with the availability of 
other primary aural services 1 mV/m or 
greater in the case of FM in such areas 
will be considered under the standard 
comparative issue, for the purpose of de¬ 
termining whether a comparative pref¬ 
erence should accrue to either of the 
applicants. 

4. Except as indicated by the issues 
specified below, the applicants are quali¬ 
fied to construct and operate ns pro¬ 
posed. However, since the proposals are 
mutually exclusive, they must be des¬ 
ignated for hearing in a consolidated 
proceeding on the issues specified below. 

5. Accordingly, it is ordered. That, pur¬ 
suant to section 300(e) of the Communi¬ 
cations Act of 1034. as amended, the 
applications are designated for hearing 
In a consolidated proceeding, at a time 
and place to be specified in a subsequent 
Order, upon the following issues: 

1. With respect to the application of 
Lake County Broadcasters: 

<a) To determine the terms and con¬ 
ditions of the two putative bank loans 
and whether they are available to the 
applicant; 

<to) Whether, in light of the evidence 
adduced in (a), above, whether Lake 
County Broadcasters is financially quali¬ 
fied. 

2. To determine which of the propos¬ 
als would, on a comparative basts, bet¬ 
ter serve the public interest. 

3. To determine, in the light of the 
evidence adduced pursuant to the fore¬ 
going Issues which, if either, of the ap¬ 
plications should be granted. 

6. It is further ordered. That to avail 
themselves of the opportunity to be 
heard, the applicants herein, pursuant to 
$ 1.221(c) of the Commission's rules, in 
person or by attorney, shall, within 20 
days of the mailing of this order, file with 
the Commission in triplicate, a written 
appearance stating an intention to op- 
pear on the date fixed for the hearing 
and present evidence on the issues spec¬ 
ified in this order. 

7. It is further ordered . That the ap¬ 
plicants herein shall, pursuant to sec¬ 
tion 311(a)(2) of the Communications 
Act of 1934. as amended, and I 1.504 of 
the Commission’s rules, give notice of 
the hearing, cither individually or, if 
feasible, and consistent with the rules, 
jointly, within the time and In the man¬ 
ner prescribed in such rule, and shall ad¬ 
vise the Commission of the publication 
of such notice as required by | 1.594(g) 
of the rules. 

Adopted: December31.1974. 

Released: January 6.1975. 

Federal Commwi cations 
Commission, 

Wallace E. Johnson, 

Chief. Broadcast Bureau. 

(FR Doc .75-1009 Filed 1-10-75:8:45 am] 


[Docket Nov 20268. 20269. 20270; File Nos. 

BPH-8250. BPH-8405. BPH 9036] 

TOWN AND COUNTY RAOIO. INC., ET AL 

Designating Applications for Consolidated 
Hearing on Stated Issues 

In re applications of Town and Coun¬ 
try Radio. Inc. Suflolk, Virginia, re¬ 
quests: 106.9 MHz; Channel #295; 100 
KWIH1/V): 935 feet; John Laurino. 
Gordon L. Hood and Vernon 8. tee. 
d/b/a: Voice of the People. Suffolk, Vir¬ 
ginia, requests: 106.9 MHz: Channel 
#295; 100 kW‘H*V>: 937 feet; Tide¬ 
water Sounds. Inc. Suffolk. Virginia, re¬ 
quests: 106.9 MHz; Channel #295; 100 
kW(HAV); 755 feet, for construction 
permits. 

1. The Commission, by the Chief of 
the Broadcast Bureau, acting pursuant 
to delegated authority, has under con¬ 
sideration the above-captioned applica¬ 
tions which are mutually exclusive in 
that they seek the same channel in Suf¬ 
folk. Virginia. In addition, on informal 
objection has been filed against the ap¬ 
plication of Voice of the People (Voice] 
by Lloyd A. Gatling (Gatling J. a resident 
of Suffolk. Voice has filed comments in 
reply. 

2. In his objection. Gatling averts that 
the Voice application and related mate¬ 
rials were not available for public inspec¬ 
tion. and that Voice has failed to satisfy 
the intent of 1 1.5S0. as well as the re¬ 
quirements of 8 1.526. of the Commis¬ 
sion’s rules. In reply. Voice states that 
the necessary materials were in fact filed 
at the Morgan Memorial Library In Suf¬ 
folk on May 11, 1973. Since the library 
was at that time undergoing repairs, the 
building was closed, and the public did 
not gain access to the file until June 26. 
1973. when the library was reopened. 
However, Voice claims that Its arrange¬ 
ments to publish the notice and maintain 
the file at the Library were made before 
the applicant could reasonably have 
known that the building would be closed. 
Further, it appears that the applicant, 
upon learning that the library was in fact 
closed, was told by the local librarian 
that the building would only be closed 
for two weeks. Finally. Voice asserts that 
the librarian was told that inquiries re¬ 
garding the file during the repair period 
should be directed cither to Voice’s 
Washington counsel or to the Chester. 
Virginia, studios of WDCI-FM and 
WDYXr-FM. controlled by the majority 
owner of Voice. Gatling has filed no re¬ 
sponse to the applicant’s statements. 
More Importantly, Voice has since re¬ 
published the local notice in order to 
ensure that the public would be aware 
of the availability of the file. Thus, al¬ 
though the circumstances surrounding 
the earlier notice may have constituted, 
at most, a relatively minor technical vio¬ 
lation of fi 1.526. there appears to have 
been no Intent to conceal information 
from the public. While the Commission 
does not condone violations of its rules, 
the public seems not to have been prej¬ 


udiced In the instant case 1 the circum¬ 
stances indicate that this was an isolated 
instance, and the defect has since been 
cured. Accordingly, the informal objec¬ 
tion will be denied. 

3. Vernon Baker, president and major¬ 
ity shareholder of Town, is also president 
and majority shareholder of the Acco- 
mack-Northampton Broadcasting Co.. 
Inc. licensee of WESR and WESR-FM. 
Ta&ley. Virginia. Because of their prox¬ 
imity. the proposed station and WESR- 
FM. would be significantly restricted 
in their ability to Increase facilities 
without causing 1 mV/m overlap In 
contravention of 8 73.240(a) (1) of the 
Commission’s rules. Accordingly, an issue 
will be specified to determine whether 
the Town proposal represents a fair, effi¬ 
cient and equitable use of the channel 
within the meaning of section 307(b) of 
the Communications Act of 1934. as 
amended. 

4. Town has failed to Indicate the 
dates on which its community leader in¬ 
terviews were conducted. In addition, al¬ 
though Town states that members of the 
general public were contacted by a 
prospective employee of the applicant, 
there is no indication that this inter-, 
viewer was a prospective management- 
level employee, or. if not, that the inter¬ 
viewer was acting under the supervision 
of a principal, a management-level em¬ 
ployee. or a prospective management- 
level employee. In light of the require¬ 
ments of questions and answers 15 and 
11(b) of the Commission’s Primer on the 
Ascertainment of Community Problems 
by Broadcast Applicants. 27 FCC 2d 650 
(1971). an appropriate issue will be 
added. 

5. Jolm Laurino. a general partner of 
Voice, is the sole shareholder of WIKI 
Radio. Inc., licensee of WIKI and WDYL- 
FM. Chester. Virginia. The 1 mV/m con¬ 
tours of WDYL and the present proposal 
overlap significantly. Further, if both 
stations had the maximum facilities per¬ 
muted under the rules, the WDVL con¬ 
tour would be almost completely con¬ 
tained within the contour of the pro¬ 
posed station. In order to avoid a viola¬ 
tion of section 73.240(a) (1) of the rules. 
Laurino has stated Ills intention to divest 
himself of his ownership in WIKI 
Radio. Inc., If the present application is 
[minted. Accordingly, a condition will be 
added requiring such divestiture. 

6. Except as indicated by the issues 
specified below, the applicants are quali¬ 
fied to construct and operate as pro¬ 
posed. However, since the proposals are 
mutually exclusive, they must be desig¬ 
nated for hearing in a consolidated 
proceeding in the issues specified below. 

7. Accordingly . it is ordered. That, 
pursuant to section 309(e) of the Com¬ 
munications Act of 1934, as amended, the 
applications are designated for hearing 
In a consolidated proceeding, at a time 


*In this regard It should be noted that 
Ofttllng'A objection does not even allege that 
he himself ever attempted to see the file. 
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and place to be specified In a subsequent 
Order, upon the following Issues: 

1. To determine with respect to the 
application of Town and Country Radio, 
Inc.: 

(a) The extent to which duopoly con¬ 
siderations would preclude future im¬ 
provement of WESR-FM and the pro¬ 
posed station: and 

(b) Whether, in light of the evidence 
adduced pursuant to <a) above, the pro¬ 
posal represents a fair, efficient and 
equitable use of the channel within the 
meaning of soctlou 307(b) of the Com¬ 
munications Act of 1934, as amended. 

2. To determine the efforts made by 
Town and Country Radio. Inc. to ascer¬ 
tain the community problems of the area 
to be served and the means by which the 
applicant propose to meet these prob¬ 
lems. 

8. It Is further ordered , That, in the 
event of a grant of the application of 
Voice of the People, the construction 
permit sliall contain the following con¬ 
dition: 

Prior to Issuance of program teat authority 
John Laurino shall submit satisfactory evi¬ 
dence that he has severed all connection 
with the licensee of station WDYL FM, 
Chester, Virginia. 

9. ft is further ordered. That the infor¬ 
mal objection filed by Lloyd Gatling 
against the application of Voice of the 
People is denied. 

10. It is further ordered, That, to avail 
themselves of the opportunity to be 
heard, the applicants herein, pursuant to 
f 1.221(0 of the Commission rules, in 
person or by attorney, shall, within 20 
days of the mailing of this order, file 
with the Commission in triplicate, a 
written appearance stating an intention 
to appeal* * on the date fixed for the hear¬ 
ing and present evidence on the issues 
specified in this Order. 

11. It is further ordered. That the ap¬ 
plicants herein shall, pursuant to section 
311(a) (2) of the Communications Act of 
1934, as amended, and 8 1.594 of the 
Commission's rules, give notice of the 
hearing, cither Individually or, if feasible 
and consistent with the rules. Jointly, 
within the time and in the manner pre¬ 
scribed in such rule, and shall advise the 
Commission of the publication of such 
notice as required by 1 1.594(g) of the 
rules. 

Adopted: December 20, 1974. 

Released: January 3. 1975. 

Federal Communications 
Commission. 

Wallace E. Johnson, 

Chief , Broadcast Bureau, 

JPR Doc.76-1010 Filed 1-10-75:8:46 am] 


(Docket Noe. 30294. 20205: File Noe. BPH- 
8871. BPH-89521 

TRIPLETT BROADCASTING CO.. INC., 
AND ELECTROCOM. INC. 

Designating Applications for Consolidated 
Hearing on Stated Issues 

In re applications of Triplett Broad¬ 
casting Co., Inc., Parkersburg, West Vir¬ 
ginia, requests: 95.1 MHz, #236; 50 kW 


<H*V); 500 feet: Electrocoin, Inc.. Park¬ 
ersburg, West Virginia, requests: 95.1 
MHz. #236: 50 kW (H*V); 500 feet, for 
construction permits. 

1. The Commission, by the Chief of 
the Broadcast Bureau, acting pursuant 
to delegated authority, has under con¬ 
sideration the two above-captioned ap¬ 
plications which are mutually exclusive 
in that they seek the same channel in 
Parkersburg, West Virginia. 

2. Triplett Broadcasting Co.. Inc. 
[Triplett] requests a watver of 5 73.210 
(a) (2) of the Commission's rules to allow 
location of the main studio of the pro¬ 
posed facility to be outside of the com¬ 
munity of license, at a site 1.9 miles from 
the city limits of Parkersburg, near 
Vienna, West Virginia. Pursuant to 
§ 73.210 of the rules, applicants who wish 
to locate the main studio of the pro¬ 
posed station outside of the city limits 
of the community to which the channel 
is allocated must request permission, 
documenting the request with a showing 
of good cause and that operation of the 
facility as proposed would be in the pub¬ 
lic interest. Triplett has submitted a 
statement in support of its request, not¬ 
ing that the proposed site is “at least as 
convenient* as would be a location in 
Parkersburg proper, and, further, that 
the proposed location benefits from am¬ 
ple parking and ease of accessibility to 
other residents within the area which 
Triplett intends to serve. Accordingly, 
permission to locate the main studio as 
proposed in the Triplett application will 
be granted. 

3. In the amended Exhibit No. 4A-1 
of the Triplett application, the inter¬ 
viewer responsible for the survey of the 
general public is identified as Mrs. 
Donna J. Triplett, the wife of the presi¬ 
dent of the corporation. The survey con¬ 
ducted by Mrs. Triplett w r as performed 
In the month of January. 1974. However, 
not until October 5. 1974, did Mrs. Trip¬ 
lett hn.e any official connection with 
the applicant, either as a principal, em¬ 
ployee or prospective employee. Ques¬ 
tion and answer 11(b) of the Commis¬ 
sion's Primer on the Ascertainment of 
Community Problems by Broadcast Ap¬ 
plicants. 27 FCC 2d 650 (1971). enumer¬ 
ates specifically those individuals who 
may conduct a valid survey of the gen¬ 
eral public for the purposes of the ascer¬ 
tainment study.* The Commission ad¬ 
monished applicants in Voice of Dixie, 
Inc., 45 FCC 2d 1027, 29 RR 2d 1127 
(1974), that "Itlhc Primer Is unequiv¬ 
ocal. and it (gives applicants! notice of 
what [they are! expected to do with re¬ 
spect to ascertaining community needs,** 
45 FCC 2d at 1031. It bs not apparent 
that the survey undertaken by Mrs. 
Triplett. who was at best a "prospective 
principal" of the applicant at the time 
the study was conducted, comports with 
the requirements of question and an¬ 
swer 11(b) of the Primer. In addition, 
Triplett states in the same amended 
exhibit that the survey of the general 
public in Marietta, Ohio, was conducted 
In part, "by Douglas Triplett, the son of 
Robert S. Triplett, who is expected to 
be an employee at the proposed station 


at Parkersburg." The confusion gener¬ 
ated by this statement is compounded 
by the fact that, elsewhere in the amend¬ 
ment, Robert 8. Triplett is, for the first 
time, proposed to be the fulltime general 
manager of the facility.* If the Triplett 
statement is read as It Is written, Doug¬ 
las Triplett does not fall within those 
categories specified in question and an¬ 
swer 11(b) of the Primer. In light of 
these questions concerning the validity 
of the survey of the general public con¬ 
ducted by Triplett, an appropriate issue 
will be specified. 

4. Triplett proposes to utilize a CCA 
transmitter, type number FM-20.000D/ 
D6, with a rated power of 20 kW. This 
equipment is not type accepted: accord¬ 
ingly. in the event that Triplett is fa¬ 
vored in this proceeding, a grant of the 
application will contain a condition re¬ 
quiring submission of data for type ac¬ 
ceptance of the proposed transmitter. 

5. The application filed by Electro- 
com. Inc., does not include the neces¬ 
sary approval, issued by the Federal Avi¬ 
ation Administration, that the tower 
height and location proposed by the ap¬ 
plicant poses no potential hazard to air 
navigation. Accordingly, an appropriate 
issue will be specified, and the FAA will 
be made a party to this proceeding. 

6. Except as indicated by the Issues 
specified below, the applicants are qual¬ 
ified to construct and operate as pro¬ 
posed. However, since the proposals are 
mutually exclusive, they must be desig¬ 
nated for hearing In a consolidated pro¬ 
ceeding on the issues specified below*. 

7. Accordingly. It is ordered. That, 
purxu&nt to section 399(e) of the Com¬ 
munications Act of 1934, as amended, the 
applications arc designated for hearing 
in a consolidated proceeding, at a time 
and place to be specified in a subsequent 
order, upon the following issues: 

1. To determine the efforts made by 
Triplett Broadcasting Co.. Inc., to ascer¬ 
tain the community problems of the area 
to be served and the means by which the 
applicant proposes to meet these prob¬ 
lems. 

2. To determine whether there is a 
reasonable possibility that the tower 
height and location px*oposcd by Electro¬ 
coin. Inc., would constitute a menace to 
air navigation. 

3. To determine which of the proposals 
would, on a comparative basis, better 
serve the public Interest. 

4. To determine. In light of the evi¬ 
dence adduced pursuant to the foregoing 
Issues which, if either, of the applica¬ 
tions should be granted. 

8. It is further ordered , That, pur¬ 
suant to 9 73.210(a) (3) of the rules, per¬ 
mission to locate the main studio as pro¬ 
posed in the Triplett application, is 
granted. 

9. It is further ordered . That, in the 
event of a grant of the application of 


1 Principal!*, employee* or prospective em¬ 
ployee* of the applicant or a professional 
research or aurvey service. 

• Amended Exhibit No. 8-1. No employ¬ 
ment relationship was revealed os concerns 

Robert 3. Triplett In the Initial application. 
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Triplett Broadcasting Co., Inc., the con¬ 
struction permit shall contain a condi¬ 
tion that the program tests will not be 
authorized until the permittee has sub¬ 
mitted data for type acceptance of the 
proposed transmitter. 

10. It is further ordered. That, the 
Federal AviAtion Administration is made 
a party to this proceeding. 

11. It is further ordered, That, to avail 
themselves of the opportunity to be 
heard, the applicants and party respond¬ 
ent herein, pursuant to $ 1.221(c) of the 
Commission's rules, in person or by at¬ 
torney, shall, within 20 days of the mail¬ 
ing of this order, file with the Commis¬ 
sion in triplicate, a written appearance 
stating an intention to appear on the 
date fixed for the hearing and present 
evidence on the issues specified in this 
order. 

12. It is further ordered. That the 
applicants herein shall, pursuant to sec¬ 
tion 311(a)(2) of the Communications 
Act of 1934, as amended, and 5 1.594 of 
the Commission's rules, give notice of 
the hearing, either individually or. if 
feasible and consistent with the rules, 
jointly, within the time and in the man¬ 
ner prescribed in such rule, and shall 
advise the Commission of the publica¬ 
tion of such notice as required by 4 1.594 
tg> of the rules. 

Adopted: December20,1974. 

Released: January 3.1975, 

Ft: durai. Communications 
Commission, 

Wallace E. Johnson, 

Chief, Broadcast Bureau. 

(FR Doc.75-1011 Filed 1-10-75:8:46 nm| 


FEDERAL MARITIME COMMISSION 

DART CONTAINERLINE, INC. AND GLOBAL 

TERMINAL AND CONTAINER SERVICES, 

INC. 

Agreement Filed 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763 (46 
U.S.C. 814)). 

Interested parties may Inspect and ob¬ 
tain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1100 L Street NW.. 
Room 10126; or may inspect the agree¬ 
ment at the Field Offices located at New 
York. N.Y., New* Orleans, Louisiana, San 
Francisco. California, and Old San Juan. 
Puerto Rico. Comments on such agree¬ 
ments. including requests for hearing, 
may be submitted to the Secretary, Fed¬ 
eral Maritime Commission, Washington, 
D.C. 20573, on or before February 10. 
1975. Any person desiring a hearing on 
the proposed agreement shall provide a 
clear and concise statement of the mat¬ 
ters upon which they desire to adduce 
evidence. An allegation of discrimination 
or unfairness shall be accompanied by a 
statement describing the discrimination 
or unfairness with particularity. If a vio¬ 
lation of the Act or detriment to the com¬ 


merce of the United States is alleged, the 
statement shall set forth with particu¬ 
larity the acts and circumstances said to 
constitute such violation or detriment to 
commerce. 

A copy of any such statement should 
also be forwarded to the party filing the 
agreement (as indicated hereinafter) 
and the statement should indicate that 
tills has been done. 

Notice of Agreement Filed by: 

Conrad H. C. Everhard, President 
Dart ContaluerlInc 
Five World Trade Center 
New York. New York 10048 

Agreement No. T-3039, between Dart 
Containerize Incorporated (Dart) and 
Global Terminal A* Container Services, 
Inc. (Global) provides for Global to act 
as agent for Dart hi billing and collecting 
demurrage on cargo to be loaded to or 
discharged from Dart's vessels at the 
Global Marine Terminal facilities hi the 
Port of New* York. As compensation, 
Global shall retain all monies derived 
from demurrage charges on cargo to be 
loaded or discharged from its vessels at 
the aforesaid terminal. 

By order of the Federal Maritime Com¬ 
mission. 

Dated: January 8. 1975. 

Francis C. Hurney, 
Secretary, 

|FR Doc.75-1052 Filed 1-10-76:8:45 am) 


PORT OF OAKLAND, ET AL 
Agreement Filed 

Notice Is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
UB.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1100 L Street NW., 
Room 10126; or may inspect the agree¬ 
ment at the Field Offices located at New 
York, N.Y., New Orleans, Louisiana, San 
Francisco. California, and Old San Juan, 
Puerto Rico. Comments on such agree¬ 
ments. including requests for hearing, 
may be submitted to the Secretary, Fed¬ 
eral Maritime Commission, Washington, 
D.C. 20573, on or before February 10, 
1975. Any person desiring a hearing on 
the proposed agreement shall provide a 
clear and concise statement of the mat¬ 
ters upon which they desire to adduce 
evidence. An allegation of discrimina¬ 
tion or unfairness shall be accompanied 
by a statement describing the discrimi¬ 
nation or unfairness with particularity. 
If a violation of the Act or detriment to 
the commerce of the United States is 
alleged, the statement shall set forth 
with particularity the acts and circum¬ 
stances said to constitute such violation 
or detriment to commerce. 

A copy of any such statement should 
also be forwarded to the party filing the 


agreement (as Indicated hereinafter) 
and the statement should indicate that 
thLs has been done. 

Port of Oakland and Japan Line, Ltd., 

Kawasaki Kisen Kaisha, Ltd., Mitsui 

O. S.K. Lines, Ltd., Yamashita-Shin- 

nihon Steamship Co.. Ltd. 

Notice of Agreement Filed by: 

John E. Nolan. Esq., Assistant Port Attorney. 

Port of Oakland, 66 Jack London Square, 

P. O Box 2064. Oakland. Calif. 04607. 

Agreement No. T-3040 between the 
Port of Oakland (Port) and Japan Line, 
Ltd.. Kawasaki Kisen Kaisha, Ltd., Mit¬ 
sui O.SJC. Lines, Ltd. and Yamashita- 
Shinnihon Steamship Co., Ltd. (the 
Lines) is a 10-year nonexclusive prefer¬ 
ential assignment of certain marine ter¬ 
minal facilities located in the Port's 
Outer Harbor Terminal Area, which the 
Lines will use primarily for handling 
containerized traffic. Port reserves sec¬ 
ondary* berthing privileges and all 
charges in connection therewith shall 
be applied towards the minimum and 
maximum annual compensation payable 
by the Lines as further provided by the 
agreement. The Lines will pay the Port's 
treminal tariff charges subject to the 
above mentioned annual minimum, plus 
a portion of the cost for the construction 
of improvements by Port, plus the cost 
of utilities incurred as a result of the 
Lines primary operations on the said 
facilities, as provided by the basic agree¬ 
ment. In the event the maximum annual 
guarantee is reached, provision Is made 
for a return of all further payments 
made by the Lines to Port pursuant to 
both its primary and secondary oper¬ 
ations. The minimum and maximum 
compensation amounts are subject to 
periodic review and adjustment as fur¬ 
ther provided in detail in the agreement. 

By Order of the Federal Maritime 
Commission. 

Dated: January 8.1975. 

Francis C. Hurney, 
Secretary. 

| FR Doc.76-1053 Filed 1-10-75:8:45 am) 


PORT OF OAKLAND, ET AL 
Agreement Filed 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act. 1916, as 
amended <39 Stat. 733, 75 Stat. 763, 46 
UB.C.814). 

Interested parties may inspect and ob¬ 
tain a copy of the agreement at the 
Washington‘office of the Federal Mari¬ 
time Commission. 1100 L Street NW., 
Room 10126; or may inspect the agree¬ 
ment at the Field Offices located at New 
York, N.Y., New Orleans. Louisiana, San 
Francisco. California, and Old San Juan, 
Puerto Rico. Comments on such agree¬ 
ments. Including requests for hearing, 
may be submitted to the Secretary. Fed¬ 
eral Maritime Commission, Washington, 
D.C., 20573, on or before February 3. 
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1975. Any person desiring a hearing on 
the proposed agreement shall provide a 
clear and concise statement of the mat¬ 
ters upon which they desire to adduce 
evidence* An allegation of discrimination 
or unfairness shall be accompanied by a 
statement describing the discrimination 
or unfairness with particularity. If a 
violation of the Act or detriment to the 
commerce of the United States is al¬ 
leged, the statement shall set forth with 
particularity tile acts and circumstances 
said to constitute such violation or detri¬ 
ment to commerce. 

A copy of any such statement should 
also be forwarded to the party filing the 
a*rreement (as indicated hereinafter) 
and the statement should indicate that 
this has been done. 

Post or Oakland and Japan Line, Ltd., 

Kawasaki Risen Kaisha. Ltd.. Mitsui 

OJSIC. Lines, Ltd., Yamashita-Shikni- 

hon Steamship Co., Ltd. 

Notice of Agreement Piled by: 

John E. Nolan, Esq.. Assistant Port Attorney, 

Port of Oakland. 66 Jack London Square. 

P.O. Boa 2064, Oakland, Calif. 64607. 

Agreement No. T-3040-A between the 
Port of Oakland (Port) and Japan Line, 
Ltd.. Kawasaki Risen Kaisha, Ltd., 
Mitsui O SK. Lines, Ltd., and Yamashl- 
ta-Shinnihon Steamship Co., Ltd. (the 
Lines) is a 10-yoar (with renewal option) 
nonexclusive preferential assignment of 
n 40-ton container crane for use by the 
Lines in loading and unloading cargo 
containers and cargo to and from the 
Lines' vessels. As rental, the Lines shall 
pay on annual figure of $235,193 plus the 
cost of utilities. The annual rental may 
be adjusted, depending on the actual 
cost of the crane. A formula for such 
an adjustment is included in the agree¬ 
ment. Secondary use of the crane by the 
Port or by third parties is permitted, and 
charges therefor will be those specified In 
the Port's tariff. Any secondary user will 
pay to the Lines compensation for the 
cost of utilities and maintenance. The 
crane will be situated at the Port's Outer 
Harbor Terminal Area and will be util¬ 
ized in conjunction with the parties* 
nonexclusive preferential assignment 
(T-3040). 

By order of the Federal Maritime Com¬ 
mission. 

Dated: January 8,1975. 

Francis C. Hurney, 
Secretary. 

|FR Doc.75-1064 Filod 1-10-76.8:45 am) 

FEDERAL POWER COMMISSION 

[lUtc Schedule Nos. 343. et ai.J 

EXXON CORP., ET AL 

Rate Change Filings Pursuant to 
Commission's Opinion No. 699-H 

January 3. 1975. 

Take notice that the producers listed 
in the Appendix attached hereto have 


filed proposed increased rates to the ap¬ 
plicable area new gas or national celling 
based on the interpretation of vintaging 
concepts set forth by the Commission 
in its Opinion No. 699-H. issued Decem¬ 
ber 4. 1974. 

The information relevant to each of 
these sales is listed in the Appendix. 

Any person desiring to be heard or to 
make any protest with reference to said 
filing should on or before January 17, 
1975, file with the Federal Power Com¬ 
mission. Washington. D.C. 20426, a peti¬ 
tion to Intervene or a protest in accord- 
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ancc with the requirement* of the Com¬ 
mission's rules of practice and procedure 
<18 CFR 1.8 or 1.10). All protests filed 
with tiie Commission will be considered 
by it in determining the appropriate ac¬ 
tion to be taken but will not serve to 
make the protestants parties to the pro¬ 
ceeding. Any party wishing to become a 
party to a proceeding or to participate 
as a party in any hearing therein must 
file a petition to intervene in accordance 
with the Commission’s rules. 

Mary B. Kidd, 
Acting Secretary. 
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[Docket Nos. RI75-07 and RI75-061 

PHILLIPS PETROLEUM CO. AND 
BELCO PETROLEUM CORP. 

Order Providing for Hearing on and Sus¬ 
pension of Proposed Changes In Rates, 
and Allowing Rate Changes To Become 
Effective Subject to Refund 1 

January 3,1975. 

Respondents have filed proposed 
changes in rates and charges for jurisdic¬ 
tional sales of natural gas, as set forth In 
Appendix A hereof. 

The proposed changed rates and 
charges may be unjust, unreasonable, un¬ 
duly discriminatory, or preferential, or 
otherwise unlawful. 

The Commission finds . It is in the pub¬ 
lic interest and consistent with the Nat¬ 
ural Gas Act that the Commission enter 
upon hearings regarding the lawfulness 
of the proposed changes, and that the 
supplements herein be suspended and 
their use be deferred as ordered below. 

The Commission orders . (A) Under 
the Natural Gas Act, particularly sec¬ 
tions 4 and 15, the regulations pertaining 


1 Does not consolidate for hearing or dia- 
poae of the several matters herein. 


thereto (18 CFR, Chapter I), and the 
Commission's rules of practice and pro¬ 
cedure. public hearings shall be held 
concerning the lawfulness of the pro¬ 
posed changes. 

<B) Pending hearings and decisions 
thereon, the rate supplements herein are 
suspended and their use deferred until 
date shown in the “Date Suspended Un¬ 
til" column. Each of these supplements 
shall become effective, subject to refund, 
as of the expiration of the suspension 
period without any further action by the 
Respondent or by the Commission. Each 
Respondent shall comply with the re¬ 
funding procedure required by the Nat¬ 
ural Gas Act and 9 154.102 of the regula¬ 
tions thereunder. 

(C) Unless otherwise ordered by the 
Commission, neither the suspended sup¬ 
plements, nor the rate schedules sought 
to be altered, shall be changed until dis¬ 
position of these proceedings or expira¬ 
tion of the suspension period, whichever 
is earlier. 

By the Commission. 

[SEALl Kenneth F. Plumb, 

Secretary. 
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• Effective date for the proposed rate Insofar a* It pertain* to production from tbs 
Canyon Formation. 

• Contract agreement dated June 8,1074, 

> Applicable to sales made pursuant to supp. No, 7 (agreement dated June 8, MW). 

• Accepted for fUitif as of tbs date set forth In the "Effective dais antes suspended" 
column. 


Atoka and Morrow Formations. 

The proposed rate increases, except for 
sales under Phillips’ Rate Schedule No. 
509 from the Canyon Formation, exceed 
the applicable area ceiling rate under 
Opinion No. 662 and they are suspended 
for five months. The proposed rate in¬ 
crease under Phillips’ Rate Schedule 
No. 509, insofar as it relates to sales 
from the Canyon Formation, does not 
exceed the ceiling under Opinion No. 
662 and is accepted. 

In regard to any sale of natural gas 
for which the proposed increased rate 
Is filed under the provisions of Opinion 
No. 699-H, issued December 4. 1974, in 
Docket No. R-389-B. no part of the pro¬ 
posed rate increase above the prior appli¬ 
cable area ceiling rate may be made ef¬ 
fective until the seller submits a state¬ 
ment in writing demonstrating that 
Opinion No. 699-H is applicable to the 
particular increased rate filing, in whole 
or in part. The proposed increased rates 
for which such support shall have been 
satisfactorily demonstrated on or before 
January 31, 1975, will be made effective 
as of June 21.1974. 

(FR Doc.75-863 Piled l-10-75;8:45 am| 


1 Docket No. RP74-51) 

SOUTHWEST GAS CORP. 

Order Approving Settlement Agreement 
With Condition 

December 31, 1974. 

On September 25. 1974 Southwest Gas 
Corporation (Southwest) tendered for 
filing a Stipulation and Agreement of 
Settlement in this proceeding and a mo¬ 
tion for Commission approval thereof. 
The Presiding Administrative Law Judge 
in the above referenced docket certified 
the proposed agreement and the record 
of the proceeding to the Commission on 
September 26. 1974. If approved, this 
settlement would resolve all Issues in this 
proceeding with the exception of rate 
design, which was to be decided 
separately. * 1 


»Hearings were held on August 6 and 7th. 
1974; initial briefs were filed on October 1, 
1974. and reply briefs were filed on November 

I, 1974. by Southwest. Sierra Pacific Power 
Company (Sierra) and Commission Staff; the 
case is now before the Administrative Law 
Judge awaiting his decision. 


Tills proceeding involves a proposed 
increase in Southwest’s rates filed De¬ 
cember 27, 1973, which would result in 
annual increased revenues of $356,057. 
The increased rates were suspended for 
five months until June 30. 1974. by order 
Issued January 30,1974. The rates as filed 
on December 27.1973, were put into effect 
on June 30.1974, as modified by Increases 
pursuant to Southwest’s Purchase Gas 
Adjustment Clause which went into ef¬ 
fect April 2, 1974. and the net change 
due to the RP73-99 settlement, which 
went into effect May 1. 1974. 

Subsequently, Southwest was allowed 
to put other PGA adjustments into effect 
on October 1, 1974 and December 1. 1974. 
The net cumulative effect of PGA adjust¬ 
ments would be 3.094< therm to the set¬ 
tlement rates as proposed by Southwest 
as of December 1. 1974. 

Southwest served its case-in-chief on 
January 10. 1974; the staff exhibits and 
testimony were served on June 14, 1974; 
one lntervenor. Sierra, filed its exhibits 
and testimony on July 5, 1974; and 
Southwest filed rebuttal testimony and 
exhibits on July 26. 1974. A pre-hearing 
conference in this proceeding was held on 
August 5, 1974. at which time all the 
testimony and exhibits were made part 
of the record. 

After the filing of evidence, settlement 
negotiations commenced. As a result of 
those negotiations a Stipulation and 
Agreement of Settlement and a motion 
for approval thereof was filed by South¬ 
west on September 25. 1974, and certified 
to the Commission on September 26,1974. 
The certification was noticed on October 
18. 1974 with comments or protests due 
on or before October 25, 1974. No such 
response was received. 

The principal provisions of the settle¬ 
ment agreement may be summarized as 
follows: 

Article I. This Article provides for 
Southwest to file tor a reduction in rates 
of .130 cent per therm in its then effec¬ 
tive rates, within ten days after issuance 
of a Commission order approving this 
Stipulation and Agreement of Settle¬ 
ment. It also provides for Southwest to 
make refunds within 45 days using the 
.130 cent per therm difference to cover 
the period from June 30, 1974 to the 
effective date of the tariff sheet filed to 
make the reduction. The .130 cent per 


therm was derived (See Appendix A a > 
using an agreed upon Jurisdictional cost 
of service which reflected the classifica¬ 
tion of 50 percent of the fixed costs to 
demand and 50 percent to commodity. 
(See Appendix B*> 

Article II. This Article provides lor 
Southwest to file for new rates to be ef¬ 
fective on or before January 1, 1975, 
which will reflect the classification of 
25 percent of the fixed costs to demand 
and 75 percent to commodity in allocat¬ 
ing Southwest’s cost of service to jurisdic¬ 
tional customers. It also provides that 
Southwest’s next general rate case filed 
with the FPC will reflect the 25-75 clas¬ 
sification of costs. 

Article III. Rate design will be a re¬ 
served issue In these proceedings to be 
tried on the merits and any change 
ordered by the Commission will be pro¬ 
spective in effect. 

Article IV. This Article provides for: 
(1) Effectiveness of agreement upon final 
Commission approval, (2) termination 
of this agreement on the date South¬ 
west’s rates under tills agreement are 
superseded by rates made effective pur¬ 
suant to section 4 of the Natural Oas 
Act, and (3) that this agreement shall 
not terminate by any rate changes filed 
by Southwest pursuant to its applicable 
PGA clause in its tariff. 

Article V. This Article provides res¬ 
ervations which state that if the agree¬ 
ment is not accepted it shall be privileged 
and of no effect, and that this agreement 
represents a negotiated dollar settlement 
of the proceedings. 

Based on our review of the record in 
this proceeding, including the filing by 
Southwest and the proposed settlement 
agreement, we find that the proposed 
settlement is reasonable and in the pub¬ 
lic Interest, and accordingly should be 
approved subject to the terms and con¬ 
ditions of this order. Pursuant to Article 
n of the agreement, Southwest shall file 
within 15 days of the issuance of this 
order new rates to be effective on or be¬ 
fore January 1. 1975, which reflect the 
classification of 25 percent of the fixed 


»Filed mi port of original document. 
3 Filed it* part of original document. 
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costs to demand and 75 percent to com¬ 
modity In allocating Southwest's cost of 
service to Jurisdictional customers. 

The Commission finds. The settlement 
of this proceeding on the basis of the 
settlement agreement filed herein by 
Southwest on September 25. 1974. and 
certified to the Commission on Septem¬ 
ber 25. 1974, is reasonable and proper 
and in the public interest in carrying 
out the provisions of the Natural Gas 
Act, and such agreement should be ap¬ 
proved as hereinafter ordered. 

The Commission orders. (A) The set¬ 
tlement agreement filed by Southwest 
Gas Corporation on September 25, 1974, 
and certified to tlie Commission on 
September 26, 1974, is incorporated 
herein by reference, approved and made 
effective as of June 30, 1974, subject to 
the terms and conditions of this order. 

<B> Southwest shall Ale. within 16 
days of the issuance of this order, new’ 
rates to be effective on or before 
January 1, 1975, which reflect the classi¬ 
fication of 25 percent of the fixed costs 
to demand and 75 percent to commodity 
in allocating Southwest’s cost of service 
to jurisdictional customers. 

(C> This order is without prejudice 
to any findings or orders which have 
been made or which may hereafter be 
made by the Commission, and is without 
prejudice to any claims or contentions 
which may be made by the Commission, 
its StafT, Southwest, or by any other 
party or person affected by this order 
in any proceedings now pending or here¬ 
after instituted by or against Southwest 
or any other person or party. 

<D> The Secretary shall cause prompt 
publication of this order in the Federal 
Register. 

By the Commission. 

TsealI Kenneth F. Plumb, 

Secretary. 

[PR Doc.75 867 Filed l-10-76;8:45 am] 


[Docket No. CJ75-301] 

KERR McGEE CORP. 

Notice of Application 

January 6, 1975. 

Take notice that on December 18,1974. 
Kerr-McGee Corporation (Applicant), 
P.O. Box 25861. Oklahoma City. Okla¬ 
homa 73125, filed in Docket No. CI75-391 
an application pursuant to section 7(c) 
of the Natural Gas Act for a certificate 
of public convenience and necessity au¬ 
thorizing the sale for resale and delivery 
of natural gas in interstate commerce to 
Southern Natural Gas Company from 
certain sands In the well bore of State 
Lease 5905, Well No. 1, Breton Sound 
Block 45, Plaquemines Parish. Louisiana, 
all as more fully set forth in the appli¬ 
cation which is on file with the Commis¬ 
sion and open to public inspection. 

Applicant states that It is selling nat¬ 
ural gas through January 31. 1975, with¬ 
in the contemplation of 1 157.29 of the 
regu latio ns under the Natural Gas Act 
(18 CFR 157.29) and proposes to con¬ 


tinue said sale for two years from the 
end of the emergency period within the 
contemplation of § 2.70 of the Commis¬ 
sion’s general policy and interpretations 
(18 CFR 2.70). Applicant proposes to sell 
approximately 35.000 Mcf of gas per 
month at the rate provided by 9 2.56a of 
the Commission's general policy and in¬ 
terpretations (18 CFR 2.56a). The initial 
rate is said to be 65.551 cents per Mcf 
at 15.025 psia, including 100 percent tax 
reimbursement, upward Btu adjustment 
of 6.021 cents per Mcf, and 0.510 cent 
per Mcf for delivery at a point on the 
buyer’s line. 

Applicant submits that no Justification 
for the proposed price is required since 
said price will be the national rate pro¬ 
vided for post-January 1, 1973, contracts 
in effect from time-to-time during the 
two-year term of the contract. Applicant 
states that it is its opinion that the gas 
reserves in the dedicated sands which are 
recoverable tlirough the well bore of the 
subject well will probably be depleted 
prior to the end of the term of the con¬ 
tract. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Janu¬ 
ary 20. 1975. file with the Federal Power 
Commission, Washington. D.C. 20426. a 
petition to intervene or a protest in ac¬ 
cordance with the requirements of the 
Commission’s rules of practice and pro¬ 
cedure (18 CFR 1.8 or 1.10). All protests 
filed with the Commission will be con¬ 
sidered by it in determining the appro¬ 
priate action to be taken but will not 
serve to make the protestants parties to 
the proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to intervene 
In accordance with the Commission’s 
rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 7 
and 15 of the Natural Gas Act and the 
Commission’s rules of practice and pro¬ 
cedure. a hearing will be held without 
further notice before the Commission 
on this application If no petition to Inter¬ 
vene is filed within the time required 
herein, if the Commission on its owm re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or if 
the Commission on Its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc.75-983 Filed 1-10-75:8:45 am] 


[Docket No, RP75-201 

MISSISSIPPI RIVER TRANSMISSION CORP. 

Order Granting Interventions 

January 6. 1975. 

On October 31. 1974, this Commission 
issued an order in the above-captioned 
docket which suspended a proposed rate 
increase filed on October 1, 1974, by Mis¬ 
sissippi River Transmission Corporation 
<MRT) for five months to become effec¬ 
tive April 1, 1974. subject to refund. 

The following parties filed timely in¬ 
terventions: 

Union Electric Company 
Arkan«A6-MlAtfouri Power Company 
Laclede Goa Company 
Arkansas Public Service Commission 

Intervention of the above-listed parties 
Is In the public Interest and accordingly, 
we shall grant the timely interventions’. 

The Commission finds. Good cause ex¬ 
ists to grant Intervention of the above- 
listed parties in this proceeding. 

The Commission orders. (A) The par¬ 
ties listed above are hereby permitted to 
intervene in this proceeding subject to 
the Rules and Regulations of the Com¬ 
mission: Provided . however . That the 
participation of such lntervenors shall 
be limited to matters affecting asserted 
rights and interests specifically set forth 
in said petitions for leave to Intervene: 
and Provided „ further. That the admis¬ 
sion of such intervenors shall not be con¬ 
strued as recognition by the Commission 
that they or any of them might be ag¬ 
grieved because of any order or orders 
of the Commission entered in this pro¬ 
ceeding. 

(B) The Secretary shall cause prompt 
publication of this order in the Federal 
Register. 

By the Commission. 

I seal] Kenneth F. Plumb. 

Secrefary. 

|FR Doc.75-984 Filed 1-10-75:8:45 am] 


| Docket No. RP71-125 POA75-5A1 

NATURAL GAS PIPE UNE CO. OF 
AMERICA 

Notice of PGA Rate Increase 

January 3,1975. 

Take notice that on December 19.1974, 
Natural Gas Pipe Line Company of 
America (Natural) tendered for filing 
submitted revised tariff sheets to track 
the increased cost of gas purchased from 
United Gas Pipe Line Company. 

Natural’s December 19. 1974 filing 
states that on December 18. 1974, United 
Gas filed revised rates to be effective 
January 1. 1975 (Docket No. RP72-133, 
PGA75-1) in substitution of the rates 
they had previously filed. Natural states 
therefore it is presently filing Substitute 
Eighteenth Revised Sheet No. 5, effective 
January 1, 1975, to reflect the necessary 
revisions to Its PGA unit adjustment as 
a result of United Gas’ rate revision. 
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Any person dealring to be heard or to 
protest sald filing should file a petition 
to intervene or protest with the Federal 
Power Commission, 825 North Capitol 
8treet NE.. Washington. D.C. 20426. in 
accordance with h 1.8 and 1.10 of the 
Commission's rules of practice and pro¬ 
cedure < 18 CFR 1.8. 1.10). All such peti¬ 
tions or protests should be filed on or 
before January 15. 1975. Protests will be 
considered by the Commission in deter¬ 
mining the appropriate action to be 
taken, but will not serve to make pro- 
testants parties to the proceeding. Any 
person wishing to become a party must 
file a petition to intervene. Copies of this 
filing are on file with the Commission and 
are available for public inspection. 

Mary B. Kidd. 

Acting Secretory. 

| PR Doc 75-985 Plied 1-10-75.8:45 im] 


[Docket No. HF74-48 find RP75-3 } 

TRANSCONTINENTAL GAS PIPE UNE CO. 

Notice of Further Extension of Procedural 
Dates 

January 6. 1975. 

On December ll. 1974. Staff Counsel 
filed a motion to extend the procedural 
dates fixed by order issued August 30. 
1974. as most recently modified by no¬ 
tice issued December 2. 1974. in the 
above-designated matter. 

Upon consideration, notice is hereby 
given that the procedural dates In the 
above matter are modified as follows: 

Service ol StifT* Testimony. February 5. 
1975. 

Service of Intervener** Testimony. Febru¬ 
ary 27. 1975 

Service of Company Rebuttal. March 14. 
1975. 

Hearing. March 25. 1975 (10 am e.d.t ). 

Mary B. Kidd, 
Acting Secretary. 
|FR Doc 75-986 Filed 1-10-75:8:45 amf 


|Docket Nos. CT75-191. 0175-303} 

CITIES SERVICE OIL CO. AND 
CONTINENTAL OIL CO. 

Order Concerning Sales to Tennessee Gas 
Pipeline Co. 

January 3. 1975. 

Cities Service Oil Company (Cities) 
on September 30. 1974, and Continental 
Oil Company (CONOCO) on October 3. 
1974, respectively, in Docket Nos. CT75- 
191 and CI75-205 filed applications to 
abandon sales to Tennessee Gas Pipe¬ 
line Company (Tennessee) from the 
West Cameron Block 135 of the Block 
110 Field, offshore Louisiana, pursuant 
to the requirements of section 7tb) of 
the Natural Gas Act. Sales by Cities and 
CONOCO were initiated pursuant to 
Cities FPC Bate Schedule No. 348 and 
CONOCO * FPC Rate Schedule No. 372. 
and in which it is indicated that the date 
of initial delivery occurred on August 2. 
1972. Tennessee advised the Commission 
by letter filed September 24, 1974, that 
CONOCO terminated deliveries of the 


gas from West Cameron Block 135 on 
September ll. 1974. On November 27. 
1974. sua sponte. the Commission or¬ 
dered these producers to immediately re¬ 
sume deliveries of natural gas to Tennes¬ 
see from the aforesaid field, pending final 
action on the applications lierein to 
abandon service, based on the require¬ 
ment of section 7<b) of the Natural Oas 
Act, 15 U3.C. 717f(b), that no -nat¬ 
ural-gas company" shall abandon any 
portion of its facilities subject to the 
jurisdiction ol the Commission or any 
service rendered by means of such facili¬ 
ties without the permission and approval 
of the Commission first having been ob¬ 
tained. after due hearing, and a finding 
by the Commission that the available 
supply of natural gas is depleted to the 
extent that continuance of service is un¬ 
warranted. or that the present or future 
public convenience and necessity permit 
such abandonment. 

CONOCO filed on December 4. 1974. a 
motion for stay of the above order and 
an application for rehearing. Cities on 
the same basis filed Its motion for stay 
of the Commission's order and applica¬ 
tion for rehearing. 

In their motions for stay of the Com¬ 
mission's order directing an immediate 
resumption of service to Tennessee, the 
applicants assert that there are substan¬ 
tial issues of law as to the obligations of 
producers to continue such deliveries 
beyond a term expressly contemplated by 
the existing certificates, and the Com¬ 
mission's authority to compel deliveries 
beyond completion of the aforesaid sale. 
It was stated that the Commission staff 
had requested detailed reserve data, 
which w*as being prepared by CONOCO 
for submission. The producers state that 
they will be irreparably harmed, as gas 
delivered may not be recoverable. If they 
should ultimately prevail on the posi¬ 
tion that they were not required to de¬ 
liver such gas. The producers also re¬ 
quest that the lntervenors provide bond 
to indemnify any loss of revenues to the 
extent that the sales arc at rates less 
than the fair market value of the nat¬ 
ural gas. such bond to be not less than 
three million dollars. 

In Virginia Petroteum Jobbers Asso¬ 
ciation v. F.P.C., 259 F. 2d 921. 925 «D.C. 
Clr.. 1958), the Court held that "mere 
injuries, however substantial, in terms 
of money, time and energy necessary 
expended in the absence ol a stay, are 
not enough". The applicant for a stay 
has the burden of establishing, absent 
the grant of such relief, it would be Ir¬ 
reparably harmed. The Commission may 
have Uve authority to grant the equitable 
relief requested, pendente lite. where a 
finding of irreparable harm was made 
and the public interest dictates. Such 
temporary cessation of service author- 
teed by the Commission in certain ex¬ 
ceptional circumstances would not be 
tantamount to an abandonment for 
which Section 7(b) authorization is first 
required since it w’ould be contemplated 
that service would, if determined after 
hearing that the public convenience and 
necessity does not permit abandonment. 


be resumed. See. F.P.C. v. Louisiana 
Power and Light Co. 406 US. 621 
(1972): Michigan Power Co. v. FJP.C 
494 F. 2d 1140 (D.C. Clr. 1974). However, 
these applicants have not made a show¬ 
ing that the cessation of deliveries would 
be In the public interest and any eco¬ 
nomic harm caused by continuation of 
deliveries can be redressed to the ave¬ 
nue of a temporary rate increase as sug¬ 
gested hereafter. Therefore, we do not 
order a stay or reverse our previous or¬ 
der. Furthermore, the Commission is not 
authorized or permitted to impose any 
such multlmiliion bonding requirements, 
based on "fair market value", as asserted 
by the applicants, nor Is any such au¬ 
thority cited in the motions for stay. 
These motions, therefore, will be denied. 

Applicants in their petitions for re¬ 
hearing state that in Dockets Cl72-9 and 
CI72-19. consolidated in Tennessee Gas 
Pipeline Company, et al. Docket No. 
CP72-6, et aL. order issued May 30. 19^. 
they were certified to sell only & of their 
reserves from West Cameron Block 135 
and that the remaining Vs interest were 
reserved for transportation for their own 
use onshore Louisiana, and are the sub¬ 
ject of the application for transportation 
therein which is pending before the Com¬ 
mission for decision. CONOCO argues 
that the Commission cannot compel a 
producer to sell natural gas in interstate 
commerce and cannot compel a producer 
to apply for or accept a certificate for 
more than the producer has agreed to 
sell. It is correct only that the Commis¬ 
sion has no authority to compel an in¬ 
voluntary seller to sell gas in interstate 
commerce where sales and deliveries 
have not commenced. Once deliveries are 
commenced, the requirements of Section 
7(b) must be met prior to abandoning a 
sale. 

As Tennessee was also authorized by 
the aforesaid order issued May 30. 1972. 
to construct and operate facihtiea to con¬ 
nect the West Cameron 135 Block Field 
to its onshore pipeline system, and in 
view of the termination of sendee by pro¬ 
ducers to Tennessee, the service to the 
public rendered by means of these facili¬ 
ties has been abandoned. Thus, there has 
been an abandonment of service to the 
public by both the producers and by the 
pipeline* 

In the certification proceedings. Ten¬ 
nessee in its original application in 
Docket No. CP72-6, estimated the re¬ 
maining recoverable reserves in the West 
Cameron Block 110 Field to be 119.932.- 
000 Mcf at 14.73 psia as of January 1, 
1971. Tennessee’s 1973 Porm 15 shows 
the remaining recoverable reserves to be 
122.444.000 Mcf as of December 31, 1973. 
Applicants state that original recoverable 
reserves are 73.100.000 Mcf at 15.025 psia 
(74.563.462 Mcf at 14.73 psia>. Applicants 
In their applications to abandon service 
herein stated that the gross recoverable 
reserves originally in place has been re¬ 
duced to 73,100.000 Mcf at 15.025 psia 
and that gross production on July 31. 
1974, was 35,175,761 Mcf at 15.025 psia. 
Thus, there is an Lssue of fact over the 
volume of recoverable reserves in this 
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Held. Pending resolution of the hearing 
ordered hereafter, the producers are re¬ 
quired to continue service. The Commis¬ 
sion will direct a prompt formal hearing 
to obtain a determination of these and 
all other facts relating to the pending 
applications to abandon service. 

We note that the prices contained in 
the producers’ existing rate schedules are 
as follows: 28c per Mcf to 10-1-1974: 29c 
to 10-1-1978: 30* to 10-1-1982; 31c to 10- 
1-1986; and 32* thereafter. The produc¬ 
ers have the option of negotiating con¬ 
tract amendments, which if filed as 
amendments to the certificates issued In 
Docket Nos. CI72-9 and CI72-19. may be 
the subject of temporary certificate or¬ 
ders pending outcome of the hearing on 
abandonment to protect their asserted 
right to higher rates. 

Petitions to intervene were filed by 
Tennessee Oas Pipeline Company on 
October 31, 1974. and by Associated Oas 
Distributors on October 31. 1974. AGD 
filed a motion for hearing on November 
15, 1974. The petitions and motions 
should be granted and the applications 
of both producers, which Involve common 
Issues of fact and law, as they each own 
one-half interest in production of gas. 
should be consolidated for hearing and 
decision. 

The Commission further finds. (A) The 
above-named petitioners should be 
granted intervention in the above-de¬ 
scribed proceeding. ' 

<B> The above proceedings should be 
consolidated for hearing and decision. 

The Commission orders. (A) Pursuant 
to the authority conferred on the Federal 
Power Commission by the Natural Gas 
Act and the Commission’s regulations 
under the Natural Gas Act, a public hear¬ 
ing will be held in a hearing room of 
the Federal Power Commission, 825 
North Capitol Street, NE.. Washington. 
D.C. 20426 respecting the issues set forth 
above and as contained in the applica¬ 
tions above, at 10:00 a.m. <EST) on 
February 4, 1975. 

<B> The petitioners named above are 
hereby permitted to intervene in this 
proceeding subject to the rules and reg¬ 
ulations of the Commission, provided 
that the participation of such interven¬ 
ers shall be limited to matters affecting 
the rights and interests specifically set 
forth in their petitions to intervene, and 
that the admission of such Interveners 
shall not be construed as recognition by 
the Commission that they or any of them 
might be aggrieved, because of any order 
Issued by the Commission in this pro¬ 
ceeding. 

(C) Applicants and interveners shall 
serve prepared testimony in support of 
their positions on issues in this proceed¬ 
ing, including prepared direct testimony 
of witnesses and exhibits, on the Office 
of the Administrative Law Judges, the 
Commission staff and every party to this 
proceeding on or before January 20.1975. 

(D> An Administrative Law Judge to 
be hereinafter designated by the Chief 
Administrative Law Judge shall preside 
at the hearing and, in his discretion 
shall control the proceedings hereafter. 


<E) The proceedings in Docket Nos. 
CI75-191 and CI75-205 are hereby con¬ 
solidated for hearing and decision. 

< F> The motions of applicants for stay 
of the order of November 27, 1974, are 
denied. 

(G) The application for rehearing by 
Cities Service and CONOCO are denied. 

By the Commission. 1 

[SXALl KCN'NfTTH F. PLUMB, 

Secretary. 

(FR Doc.75-981 Filed l-10-76;8.%5 am] 


(Docket No. R175-46I 
EXXON CORP. 

Postponement of Hearing 

January 3,1975. 

On January 3, 1975, Exxon Corpora¬ 
tion filed a motion to postpone the hear¬ 
ing date fixed by order issued 
November 4. 1974 as most recently modi¬ 
fied by notice issued December 11, 1974, 
In the above-designated matter. The 
motion states that the parties have been 
notified and have no objection. 

Upon consideration notice is hereby 
given that the hearing date in the above 
matter is postponed until January 8. 
1975, at 10:00 ajn. e.s.t. 

Mary B. Kidd. 

Acttno Secretary. 

|FR Doc.75-982 Filed 1-10-75:8:45 am) 


| Docket No. RP74-35) 

UNITED NATURAL GAS CO. 

Order Approving Settlement Agreement 
With Modification 

January 6, 1975. 

On July 31.1974. the Presiding Admin¬ 
istrative Law Judge certified to this 
Commission a proposed Settlement 
Agreement and accompanying record in 
this docket. If approved, the settlement 
agreement would resolve all issues in 
this proceeding. 

These proceedings were Initiated by 
United Natural Gas Company’s (United 
Natural) filing of October 26, 1973, In 
which it sought approval of tariff re¬ 
visions which would result in an annual 
revenue Increase of $816,193. In addition 
to such increase. United Natural sought 
to add a purchased gas adjustment 
(PGA> clause to Its tariff and increase 
revenues pursuant to such clause by 
$826,629 annually. By order Issued De¬ 
cember 10, 1973. we suspended the ef¬ 
fective date of the rate increase until 
May 11, 1974, provided for a hearing, 
and rejected United Natural's increase 
pursuant to the PGA clause. We did, 
however, afford the company an oppor¬ 
tunity to recover the increased pur¬ 
chased gas costs by allowing it to amend 
its requested rate increase to include 
adjustments for costs of purchased gas 
incurred from July 31, 1973 to Decem¬ 
ber 11. 1973. Accordingly, on January 2, 


* Commissioner Moody, dissenting, with 
whom Commissioner Brooke concurs, filed 
as part of original document. 


1974, United filed substitute tariff sheets 
reflecting a total annual revenue in¬ 
crease of approximately $1,323,000, 
which were suspended until May 11. 
1974. 

The proposed settlement was noticed 
on August 14. 1974, with initial com¬ 
ments due on or before August 27, 1974, 
and responses due on or before Septem¬ 
ber 10, 1974. Both Commission staff and 
United Natural filed comments explain¬ 
ing the relationship of this settlement to 
the corporate reorganization by which 
United Natural was absorbed by National 
Fuel Gas Supply Corporation (National 
Supply). The settlement rates in the in¬ 
stant docket apply to wholesale sales of 
National Fuel formerly made by United 
Natural. On June 28, 1974, in Docket No. 
RP74-100, United Natural, on behalf of 
National Supply, filed tariff sheets which 
would apply to all of National Supply’s 
wholesale sales. The Commission sus¬ 
pended the effectiveness of the proposed 
tariff sheets until January 12. 1975. 1 Ac¬ 
cordingly, the Settlement rates in Docket 
No. RP74-35 will be effective until Janu¬ 
ary 12, 1975, when the rates w’lll be su¬ 
perseded by the rates in Docket No. 
RP74-I00.* Furthermore, in Docket No. 
RP74-101, National Supply filed Interim 
rates which apply only to the wholesale 
sales by National Supply to National Fuel 
Gas Distribution Corporation for resale 
at retail in the distribution territory of 
the former United Natural. That Is. the 
rates in RP74-101 apply to the former 
retail sales of United Natural. According¬ 
ly. the interim rates in RP74-101 do not 
supersede the Settlement rates. 

The settlement agreement provides for 
a reduction In the amount of United 
Natural's increase from $1,323.Q00 to 
$1,072,331, and a rate of return of 8.38 
percent. The settlement also reflects 
classification of fixed costs on a 25-75 
ratio between demand and commodity. 
Other provisions can be summarized as 
follows: 

Article I provides that the company 
will file revised tariff sheets consistent 
with the terms of the settlement, to be 
effective as of July 1, 1974, within ten 
days after Commission approval of the 
Settlement Agreement. 

Article n provides for refunds of 
amounts collected over those finally 
agreed upon, together with interest at 
an annual rate of 7 percent. Such refunds 
will be made by a credit to the first bill¬ 
ing subsequent to the effective date of the 
settlement rates. 

Article III contains a general reserva¬ 
tion to the effect that neither the com¬ 
pany. Commission Staff, nor any other 
person shall be deemed to have approved, 
accepted, agreed to. or consented to any 
rate of return, rate making principle, or 


‘See order Issued August 9. 1974. tn Na¬ 
tional Fuel Gas 8upply Corporation. Docket 
No. RP74-10O. 

■On October 31, 1074. In Docket No. RP74- 
10O, the Commission Issued an order granting 
National Supply's motion to permit collec¬ 
tion of Increased rates during the suspension 
period In that docket. These Interim rates 
do not supersede the settlement rates in 
Docket No. RP74-35. 
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any method of cost of service or other 
determination, or any allocation under¬ 
lying or supposed to underline the settle¬ 
ment. 

Article IV prov ides that the agreement, 
or any of its provisions, shall not become 
effective unless and until this Commission 
(1 > permits the settlement rates to take 
effect as provided for in the settlement, 
and < 2 1 accepts the terms and conditions 
of the agreement without modification. 

Based upon our review of the record 
and the pleadings in this docket, includ¬ 
ing the settlement agreement, we con¬ 
clude that the proposed agreement rep¬ 
resents a reasonable solution of the issues 
In this preceding. Is tn the public inter¬ 
est and should be approved with one 
modification. Article n of the Settlement 
provides that refunds will be made to 
jurisdictional customers as If the Settle¬ 
ment rates would have been effective on 
May 11. 1974, together with interest at 
seven percent Interest. Article I provides 
that the Settlement tariff sheets will be¬ 
come effective July 1. 1974. Wc believe 
that the public Interest requires a modifi¬ 
cation of Article I to provide that the set¬ 
tlement tariff sheets shall become effec¬ 
tive May 11.1974. With this modification, 
we shall approve the settlement as here¬ 
inafter ordered. 

The Commission finds. (1> The settle¬ 
ment of this proceeding on the basis of 
the settlement agreement filed In this 
docket Is reasonable, appropriate and 
in the public interest, as hereinafter 
ordered. 

(2) Good cause exists to modify the 
Article I of the proposed settlement to 
provide that the settlement rates shall 
become effective May \l. 1974. 

The Commission orders. <A> The set¬ 
tlement agreement of United Natural, as 
certified to this Commission on July 31. 
1974. in Docket No. RP74-35. is incor¬ 
porated herein by reference, approved, 
and adopted subject to the terms and 
conditions of this order. 

<B> Article I of the settlement agree¬ 
ment Is hereby modified to provide that 
the settlement rates shall become effec¬ 
tive May 11. 1974. 

<C> Within ten days of the issuance of 
this order United Natural shall file re¬ 
vised tariff sheets and rate schedule 
changes reflecting rates which conform 
with the proposed settlement as herein 
approved. 

<D> Pursuant to the terms of the 
agreement. United Natural shall refund, 
by way of a credit to the first billing sub¬ 
sequent to the effective date of the set¬ 
tlement rates, the difference between the 
revenues collected under rates subject 
to refund and the revenues permitted 
under settlement rates approved herein, 
with interest at the interest rate of 7 per¬ 
cent per annum. 

This order is without prejudice to 
any findings or orders which have been 
made or which may hereafter be made by 
this Commission, and it is without preju¬ 
dice to any claims or contentions which 
may be made by the Commission. 4ts 
Staff. United Natural, or by any other 
party or person affected by this order in 
any proceedings now pending or here¬ 


after instituted by or against United Nat¬ 
ural or any other person or party. 

(E* The Secretary shall cause prompt 
publication of this order in the Federal 

REGISTER. 

By the Commission. 

(seal) Kenneth P. Puma, 

Secretary. * 

ArrrMotx A .—Settlement cost of service for 
the 12 months ended July SI. 1973 adjusted 


Operating expense*........... 653, 007.438 

Depreciation, depletion, and 

amortization----- 1.846.033 

Federal Income tax....- 1,490.039 

Pennsylvania Income lax- 342.390 

OUter taxes--—-- 628.080 

Credits to cost of service- (18.344) 

Return_...._ 4,202,618 


Total cost of service_ 81.398.162 


Total jurisdiction cost of 

service ____ 28.424.817 

Leas cost of service— 
original volume No. 2. (48.242) 


Net cost of service—orig¬ 
inal volume No. 1_ 28.379.575 

Arrrsmx P .—Schedule of rates to he 
effective May 11. 1974 

Rate 

per 

thou¬ 

sand 

cubic 

feet 

of 

Rate ached u!e: bill my 

CD-I: 

Demand-83. 70 

Commodity_cent*-47.81 

100 percent load factor .do_59.77 

0-1__do_71.93 

|PR Doe .75 987 piled l-10-75;8:45 am) 

NATIONAL COMMISSION FOR 
MANPOWER POLICY 

Notice of Meeting 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act (Pub. L. 
92-483; 86 St&t. 770) notice is hereby 
given that the National Commission for 
Manpower Policy will have its second 
meeting on January 22. 1975. The meet¬ 
ing will be held at the Commission's 
headquarters located in Suite 300. 1522 
K Street. NW., Washington. D.C., 
starting at 10 a.m. 

The National Commission for Man¬ 
power Policy was established pursuant 
to Title V of the Comprehensive Em¬ 
ployment and Training Act of 1973 
‘Pub. L. 93-203>. The Act charges the 
Commission with the brood responsi¬ 
bility of advising the Congress, the 
President, the Secretary of Labor and 
other Federal agency heads on national 
manpower issues. The Commission is 
specifically charged with reporting an¬ 
nually to the President and the Congress 
on its findings and recommendations 
with respect to the Nation's manpower 
policies and programs. 

The agenda for the Commission's 
meeting on January 22, 1975 will take 
up the following matters: 


1. Review of Current Economic Develop¬ 
ments. 

2. DtAcuxnton of Plans for a Study Designed 
to Improve the Coordination of Federal Man- 
power Development and Training Program* 

3. Report on Recent Developments In the 
Formulation of an Energy Policy. 

The meeting is open to the general 
public. Members of the public desiring 
U> submit written statements to the 
Commission that are germane to the 
agenda may do so, provided such state¬ 
ments are in reproducible form and 
further provided that such state¬ 
ments are submitted to the Director 
no later than two days before or seven 
days after the meeting. In addition, oral 
statements may be made to the Com¬ 
mission if time permits. Such oral state¬ 
ments must be germane to the agenda, 
and a written application to make an 
oral statement must be submitted to the 
Director three days before the meeting. 

Minutes of the meeting, working 
papers and other documents prepared 
for the meeting will be available for 
public inspection at the Commission's 
headquarters. 

Signed at Washington, D.C., this 7th 
day of January 1975. 

Robert T. Hail. 
Director . National Commission 
for Manpower Policy. 

This notice Is late because of I oat minute 
changes In the agenda due to recent eco¬ 
nomic develop menu. 

JFR Doc.75-968 Filed i-10-75;8 45 ami 

NATIONAL SCIENCE FOUNDATION 

ADVISORY PANEL FOR HUMAN CELL 
BIOLOGY 

Meeting 

Pursuant to the Federal Advisory Com¬ 
mittee Act (Pub. L. 92-463>, notice is 
hereby given of a meeting of the Advisory 
Panel for Human Cell Biology to be held 
at 8:30 ajn. on January 31 4 Uid Febru¬ 
ary 1. 1975. in room 517, 1800 O Street. 
NW., Washington, D.C. 

The purpose of this Panel is to provide 
advice and recommendations in the eval¬ 
uation of specific research proposals. 

This meeting will not be open to the 
public because the panel will be review¬ 
ing. discussing, and evaluating Individual 
research proposals. These proposals con¬ 
tain Information of & proprietary or con¬ 
fidential nature, including technical in¬ 
formation; financial data, such as sal¬ 
aries; and personal information con¬ 
cerning individuals associated with the 
proposals. These matters are within the 
exemptions of 5 UB.C. 552(b). Tire clos¬ 
ing of this meeting is in accordance with 
the determination by the Director of the 
National Science Foundation dated De¬ 
cember 17, 1973, pursuant to the provi¬ 
sions of Section 10(d) of Pub. L. 92-463. 

For further information about this 
panel, please contact Dr. Herman W. 
Lewis, Acting Program Director. Human 
Cell Biology, room 326. National Science 
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Foundation. Washington. D.C. 20550. 
telephone. 632-4200. 

Dated: January 7.1975. 

Fred K. Murakami. 

Committee Management Officer, 

| FR Doc 75-088 Piled i-10-76;8:45 am) 

OFFICE OF EQUAL OPPORTUNITY 

USDA CITIZENS ADVISORY COMMITTEE 
ON CIVIL RIGHTS 

Public Meeting 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act of Octo¬ 
ber 6. 1972 <Pub. L. 92-463. 86 Stat. 770- 
776>. notice is hereby given that a public 
meeting of the USDA Citizens Advisory 
Committee on Civil Rights will be held 
on February 18, 19, 20. 1975. at Baton 
Rouge. Louisiana. The meeting will con¬ 
vene at 9 a.m. on each day and adjourn 
at 12 noon on February 20. 1975. The 
meeting is open to the public. 

The purpose of the meeting is to look 
at USDA program delivery in the State 
of Louisiana and efforts to increase em¬ 
ployment opportunities for minorities 
and women 

Further information concerning this 
meeting may be obtained by contacting 
the Director. Office of Equal Opportunity. 
Washington. D.C. 20250 Interested per¬ 
sons may file written statements with 
the committee before or after the 
meeting. 

Done at Washington. D.C.. this 7th day 
of January. 1975. 

Miles S. Washington. Jr.. 

Acting Director, 
Office of Equal Opportunity. 

[FR Doc.75-1016 Filed l-10-75;8:46 om| 

OFFICE OF MANAGEMENT AND 
BUDGET 

CLEARANCE OF REPORTS 
List of Requests 

The following U a lUt of requests for clear¬ 
ance of report* Intended for use In collecting 
Information from the public received by the 
Office of Management and Budget on 01 07,' 
76 <44 U8C 3500). The purpose of publlahlng 
this list in the Prauuu. Relirtu U to inform 
the public, 

The list includes the title of each request 
received; the name of the agency sponsoring 
the proposed collection of information; the 
agency form number (a). If applicable; the 
frequency with which the Information Is pro¬ 
posed to be collected; the name of the re¬ 
viewer or reviewing division within OMB. 
and an Indication of who will be the respon¬ 
dents to the proposed collection. 

The symbol (X) Identifies proposal* which 
appear to raise no significant Issues, and are 
to be approved after brief notice thru this 
release. 

Further Information about the items on 
this dally list may be obtained from the 
clearance office. Office of Management and 
Budget. Washington. DC. 20508, <202-395- 
4529). or from the reviewer listed. 


NOTICES 

Naw Foams 

dsfastment or comm rue* 

National Bureau of Standards: Survey of 
Computer Information Service Users, NBB- 
1020. single-time, computer Information 
service users. Lowry. R L. 395-3772. 
Bureau of Domestic Commerce: 

Blood Derivatives of Human Origin. D IB- 
974. single-time, producers of blood de¬ 
rivatives. Werner. N.. 395-4890 
Effects of PA on Ammonia Plant Construc¬ 
tion. DIB-983, single-time, ammonia pro¬ 
ducers. Lowry. R. L., 395-3772. 

DCTAItTMENT OF HEALTH, EDUCATION, AND 

WELFARE 

National Institute of Education: 
Comprehensive Education Information 
System: Market Analysis. NIK 86 A. 
singlo-tlme. education practitioners, ad¬ 
ministrators, etc.. Planchon. P.. 395-3898 
Career Education Implementation Evalua¬ 
tion: NIK 96. single-time, school district 
personnel. Planchon. P.. 305 3898. 
Patterns of School Functioning: 97. single¬ 
time. students and staff members of a 
public high school. Planchon. P . 395- 
3898 

DEPARTMENT OF HOUSING AND U1MAM 
Drvn.OPHENT 

Community Planning and Development. 
Model Cities Transition Procedures Hand¬ 
book Forms, other (see HF-83). local gov¬ 
ernments with model cities. Human Re¬ 
sources Division. 395-3532. 

Revisions 

DEPARTMENT OF LABOR 

Manpower Administration: Interstate Ar¬ 
rangement for Combining Employment 
and Wages. MAS 86. quarterly. State em¬ 
ployment security offices. Iowry, R. L.. 
395-3772. 

Bureau of Dibor Statistics: Labor Turnover 
Statistics-West Virginia Mining Estah- 
liahrnentm DL-1219. monthly business 
Arms. Stnuwer, A.. 395-3880. 

Extensions 

DEPARTMENT OP AGRICULTURE 

Food and nutrition service: school breakfast 
and nonfood assistance programs regula¬ 
tions. on occasion, State agencies, school 
food authorities, Evinger, S. K.. 396-3648. 

O SPA STMS NT OP STAT* 

Department of 8tate (Kxcl. aid and action). 
Application for Renewal. Amendment, Ex¬ 
tension of Passport. PS-299. on occasion, 
passport applicants, Evinger. S. K 395- 
3648. 

Phillip D Lat.sen, 
Budget and Management Officer . 
[FR Doc.75-1150 Piled 1-10-75:8:45 am) 

SMALL BUSINESS 
ADMINISTRATION 

[License No. 05/05-5092) 

DAYTON MESBtC, INC. 

Filing of Application for Approval of Conflict 
of Interest Transaction 

Notice is hereby given that Dayton 
ME8BIC. Inc. (Dayton >. Orant-Deneau 
Tower, 40 West Fourth Street. Suite 910. 
Dayton, Ohio 45402, a small business in¬ 
vestment company licensed under the 
provisions of section 301(d) of the Small 
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Business Investment Act of 1958. as 
amended (Act). has hied an application 
pursuant to 13 CFR 107.1004 (1974), for 
approval of a conflict of Interest transac¬ 
tion. 

Dayton was licensed by the Small Busi¬ 
ness Administration (SBA> on April 12. 
1973. The licensee's voting stock is owned 
by the City-Wide Development Corpora¬ 
tion. a nonprofit organization funded 
with Model Cities Grant funds. 

On December 5, 1974. the licensee s 
Board of Directors approved an applica¬ 
tion for a loan in the amount of $75,000 
to the Cliff Corporation, d/b/a Pizza 
King/London Bobby. 837 South Gettys¬ 
burg Avenue. Dayton. Ohio 45408, a Arm 
in the fast-food service type business 
The loan will bear interest at the rate of 
12 percent per annum, and shall be sub¬ 
ject to a 24-month moratorium on both 
principal and interest payment*. The 
loan is to be repaid in 10 years. Mr. 
Clifford R. Robinson is the principal of 
this small business concern. 

The transaction falls within the pur¬ 
view of the cited regulation by reason of 
the fact that Mr Robinson is a member 
of the Board of Directors of the licensee. 

Notice is hereby given that any inter¬ 
ested person may submit to SBA written 
comments on this financing no later than 
January' 28. 1975. 

Any such communication should be ad¬ 
dressed to: Deputy Associate Adminis¬ 
trator for Investment, Small Business 
Administration. 1441 L Street, NW. 
Washington. D C. 20416. 

A copy of this notice shall be published 
by the licensee in a newspaper of gen¬ 
eral circulation in Dayton. Ohio. 

Dated: January 7. 1975. 

James Thomas Phelan, 
Deputy Associate Administrator 
for Investment. 

(FR Doc75-1021 Filed 1-10-75:8:45 am) 


(Notice of Disaster Loan Area 1104, Amdt. 11 

OKLAHOMA 

Amendment to Notice of Disaster Relief 
Availability 

As a result of the President's declara¬ 
tion of the State of Oklahoma as a major 
disaster area following severe storms and 
flooding beginning on or about Octo¬ 
ber 31. 1974. applications for disaster 
relief loans will be accepted by the Small 
Business Administration from disaster 
victims in the following additional Coun¬ 
ties: Dewey and Major, and adjacent af¬ 
fected areas. Adjacent areas include only 
counties within the state for which the 
declaration is made and do not extend 
beyond state lines. <See 39 FR 43427.) 

Applications may be filed at the: 

Small Business Administration 
District Office 
50 Penn Place—Suits 840 
Oklahoma City. Oklahoma 73118 

and at such temporary offices as arc es¬ 
tablished. Such addresses will be an¬ 
nounced locally. 
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Applications for disaster loam under 
this announcement must be filed not 
later than March 3. 1975. EIDL applica¬ 
tions will not be accepted subsequent to 
October 3. 1975. 

Dated: January 6.1975. 

Thomas S. Kleppe. 

Administrator. 

JPR Doc.75-1030 Filed 1-10^76;8:45 am) 


(License No. 06/08-0037) 

WESTERN VENTURE RESOURCES. INC. 

Application for a License as a Small 
Business Investment Company 

Notice Is hereby given of the filing of 
an application with the Bmall Business 
Administration <SBA> pursuant to 
$ 107.102 of the regulations (13 CFR 
107.102 (1974>) by Western Venture Re¬ 
sources. Inc.. 1900 Lincoln Center Build¬ 
ing, 1660 Lincoln 8trect, Denver. 
Colorado 80203, for a license to operate 
as a small business investment company 
under the provisions of the Small Busi¬ 
ness Investment Act of 1958 (the Act), 
as amended (15U.S.C. 661 etseq.). 

The proposed officers, directors and 
shareholders are: 

David A. Km tier. 535 8. Garfield Street. 
Denver. Colorado 80209, President, Direc¬ 
tor. and 20 percent Shareholder. 

Edgar F. Rampy. 3872 E Geddca Avenue, Lit¬ 
tleton. Colorado 80120. Vice President. 
Secretary Treasurer, and Director. 

Douglas M. Pratt, 3020 South Birch* Street. 

Englewood. Colorado 80110, Director. 
National City Llnea. Inc.. Post Office Drawer 
17-0, Terminal Annex, Denver. Colorado 
80217, 80 percent Shareholder. 

Major operations of National City 
Lines. Inc. includes general commodity 
trucking, automobile hauling, specialized 
heavy hauling, driveaway services of 
heavy duty trucks, manufacturing and 
distribution of transportation related 
parts. 

The applicant will begin operations 
with a capitalization of $1.0 million and 
will be a source of equity capital and 
long-term loan funds for qualified small 
business concerns. In addition to finan¬ 
cial assistance, the applicant will pro¬ 
vide management services to small con¬ 
cerns. 

Matters involved In SBA’s considera¬ 
tion of the application include the gen¬ 
eral business reputation and character 
of the proposed owners and management, 
and the probability of successful opera¬ 
tions of the new company under their 
management, including adequate profit¬ 
ability and financial soundness, in ac¬ 
cordance with the Act and regulations. 

Notice is further given that any per¬ 
son may, not later than January 28.1975, 
submit written comments on the pro¬ 
posed company to the Deputy Associate 
Administrator for Investment, Small 
Business Administration. 1441 L Street, 
NW Washington, D.C. 20416. 


NOTICES 

A copy of this notice shall be published 
in a newspaper of general circulation in 
Denver, Colorado. 

Date: January 8.1975. 

James Thomas Phelan. 
Deputy Associate Administrator 
for Investment. 

IFR Doc 75-1022 Filed l-10-?5;8:45 am) 


OFFICE OF TELECOMMUNICATIONS 
POLICY 

NATIONAL POLICY FOR THE USE OF 

TELECOMMUNICATIONS TO WARN THE 

GENERAL PUBLIC 

Enemy Attacks or Natural Disasters 

In November 1971. the Federal Gov¬ 
ernment completed a review of national 
policies and programs for use of telecom¬ 
munications to provide the American 
public with warning of an enemy attack 
or of natural disasters. It was established 
at that time, in a statement of 
national policy respecting home warning 
systems, that the acquisition and use of 
any warning receiver should be a volun¬ 
tary decision by each citizen. Studies 
conducted since 1971 now have led the 
Government to update and reaffirm that 
policy. 

It now has been established that in 
addition to the voluntary use of a warn¬ 
ing receiver, the public interest would 
be served best by a single. Government 
operated system for warning citizens in 
their homes of enemy attack or natural 
disasters. In tills regard, the National 
Oceanic and Atmospheric Administra¬ 
tion < NOAA) Weather Radio will be the 
only Federally sponsored radio transmis¬ 
sion of warning information to receivers 
optionally available to the general 
public. 

The 1971 OTP policy statement com¬ 
mitted the Federal Government to pur¬ 
suing a program that would "establish 
a rapid, reliable warning capability, and 
• • # bring the cost of a warning re¬ 
ceiver within the reach of every Ameri¬ 
can citizen." To this end. a series of 
tests and studies were initiated to ex¬ 
plore several proposed home warning 
systems and market demands for home 
receivers. During 1974. the results of 
these studies tvere reviewed by the 
Warning Steering Committee, an Inter¬ 
agency group chaired by the Office of 
Telecommunications Policy, and includ¬ 
ing representatives of NOAA, the De¬ 
fense Civil Preparedness Agency 
(DCPA). the Federal Communications 
Commission (FCC), the Office of Pre¬ 
paredness (OP), and the Department of 
Transportation (DOT). 

The studies focused primarily on two 
alternative home warning systems. The 
first is the Decision Information Distri¬ 
bution System <DIDSj of the Depart¬ 
ment of Defense. Designed originally for 
enemy attack warning, its scope could 
be expanded to include warning citi¬ 


zens of natural disasters. The system is 
in the experimental stage. The second 
system is the National Weather Serv ice s 
(NWS) VHF/FM Tone Alert System. 
(The NWS Is an agency of NOAA.i This 
system already is operational for wea¬ 
ther forecasting, and incorporates a 
special tone alert signal permitting re¬ 
ceivers to be activated automatically if 
desired by the owner. 

After analyzing these studies, OTP 
concluded that the NOAA system is the 
choice for priority expansion and will 
serve as the single national home warn¬ 
ing system. The reasons for this arc: 

(1) It provides routine daily weather 
services, tailored to local areas, thereby 
enhancing the marketability of re¬ 
ceivers; 

(2) Federal Investment required to 
complete coverage of most populated 
areas will be much less than the invest¬ 
ment required to complete the DIDS 
transmitting system, and can be accom¬ 
plished much sooner; and 

(3) Inexpensive commercial receivers 
for this system are already on the 
market. 

The development of alternative sys¬ 
tems, if allowed to continue unchecked, 
could result not only in a needless pro¬ 
liferation of home warning systems but 
could also effectively split the market for 
receivers because of different technolo¬ 
gies, which, in turn, might keep the cost 
of receivers so high as to be a serious 
obstacle to widespread voluntary pur¬ 
chase. Therefore, In order to avoid du¬ 
plication, public confusion and unnees- 
sary future financial burden on the pub¬ 
lic (as consumers and taxpayers), the 
NOAA Weather Radio will be the only 
Federally sponsored radio transmission 
of warning information to receivers 
optionally available to the general pub¬ 
lic. Other systems such as the Decision 
Information Distribution System <DIDS> 
should no longer be considered candi¬ 
dates for tills function. 

The market demand studies for home 
receivers Indicated that many citizens 
would voluntarily purchase receivers ca¬ 
pable of receiving home warning (if one 
were available), but that the total num¬ 
ber of households with such receivers 
would not—for the foreseeable future— 
constitute a majority of the population. 
Therefore, this policy recognizes that 
Government operated home warning sys¬ 
tems, with purchase of the receiver on a 
voluntary basis, can only supplement 
other existing warning systems. 

The Warning Steering Committee, 
chaired by the Office of Telecommunica¬ 
tions Policy, will coordinate efforts for 
the use of telecommunications for warn¬ 
ing dissemination to attain a consoli¬ 
dated national warning capability. In 
support of this effort. NOAA and DCPA 
w’Ul develop necessary plans to use the 
NOAA Weather Radio os a supplemen¬ 
tary attack warning system, and will 
further develop plans and procedures to 
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incorporate the civil defense siren sys¬ 
tems into the consolidated warning sys¬ 
tem. as well as to maximize the provision 
of warning information to radio and 
television stations. 

Date: January 13, 1975. 

John M Ecer. 

Acting Director . 

(FR Doc.75-1152 Piled 1-10-75:0:45 ami 


DEPARTMENT OF LABOR 


Labor-Management Services 
Administration 


PROPOSED EXEMPTION FROM PROHIBI¬ 
TIONS ON TRANSACTIONS BETWEEN 
EMPLOYEE BENEFIT PLANS AND CER¬ 
TAIN BROKER DEALERS 


Hearing on Exemption Proceeding 

Notice of the pendency of an exemp¬ 
tion proceeding for certain broker- 
dealers from all or part of the restric¬ 
tions of section 406 of the Employee Re¬ 
tirement Income Security Act of 1974 
(relating to prohibited transactions) ap¬ 
pears in this issue of the Federal Reg¬ 
ister at p. 2455. 

A public hearing with respect to the 
exemption proceeding will be held on 
January 21. 1975. beginning at 10 a m.. 
e.s.t., in the George S. Boutwell Audi¬ 
torium, Seventh Floor. 7400 Corridor. 
Internal Revenue Building. 1111 Con¬ 
stitution Ave., NW., Washington, D.C. 
20224. 

Any interested i>erson who desires to 
present oral comments at the hearing 
and who wishes to be assured of being 
heard siiall submit a statement to that 
effect, and the time he wishes to devote, 
by 3:30 p.m.. ca.t.. on January’ 20. 1975. 
The statement should be submitted to 
the Commissioner of Internal Revenue, 
Attention: CC:LR.T. Washington. D.C. 
20224. An agenda will then be prepared 
containing the order of presentation of 
oral comments and the time allotted to 
such pn»entation. Ordinarily, a period 
of 10 minutes will be the time allotted to 
each person for making his oral com¬ 
ments. 

At the conclusion of the presentations 
of comments by persons listed in the 
agenda, to the extent time permits, other 
comments will be received. The public 
hearing will be transcribed. 

A person wishing to make oral com¬ 
ments at the hearing may do so without 
filing written comments. Persons mak¬ 
ing oral comments should be prepared 
to answer questions regarding informa¬ 
tion brought forth In their comments 
(including wTitton comments, if any>. 

Persons who plan to attend the hear¬ 
ing should notify the Commissioner at 
the above address or telephone (Wash¬ 
ington. D.C.) 202-904-3935 by January 
20. 1975. 

The public hearing will be held simul¬ 
taneously and In conjunction with that 
of the Commissioner of Internal Reve¬ 
nue at the same time, place, date, and 
manner. The notice of hearing of the 


Internal Revenue Service appears in this 
issue on p. 2455. 

Signed at Washington. D.C.. this 10th 
day of January. 1975. 

Paul J. Fasser. Jr., 
Assistant Secretary of Labor 
for Labor-Management Relations, 
(FR Doc.75-1223 PUod 1-10-75:10:35 am| 


PROPOSED EXEMPTION FROM PROHIBI¬ 
TIONS ON TRANSACTIONS BETWEEN 
EMPLOYEE BENEFIT PLANS AND CER¬ 
TAIN BROKER DEALERS 


Exemption Proceeding 

Notice Is hereby given of an exemp¬ 
tion proceeding under section 408(a) of 
the Employee Retirement Income Secu¬ 
rity Act of 1974 (the Act). The exemp¬ 
tion to be considered would apply to cer¬ 
tain transactions between employee 
benefit plans subject to Title I of the Act 
and certain broker-dealers. Applications 
for exemption have been made by and on 
behalf of the Securities Industry As¬ 
sociation. the National Association of 
Securities Dealers and certain broker- 
dealers. 

The applications state that there is 
great uncertainty in the securities In¬ 
dustry over the nature and extent to 
which ordinary and customary transac¬ 
tions between broker-dealers and em¬ 
ployee benefit plans are subject to the 
prohibited transactions provisions of 
section 406 of the Act. or arc covered by 
the transitional rule provided by section 
414 <c> <4> of the Act. and the extent to 
which broker-dealers fall within the de¬ 
finitions of party In interest and fi¬ 
duciary contained in sections 3<14> and 
3(21 > of the Act. Citing the recent effec¬ 
tive date of January 1. 1975 of Part 4. 
Title I of the Act, the complexity of the 
provisions of such part, the risks of civil 
liability, and the potential disruption to 
the capital market, with the attendant 
possible adverse consequences to the 
funds of employee benefit plans and to 
the participants and beneficiaries of 
such plans, the applicants have requested 
that an exemption be granted pursuant 
to section 408(a) of the Act. 

The Securities and Exchange Com¬ 
mission has expressed deep concern 
about the uncertainty in the securities 
industry over the application of such 
provisions and the potential disruption 
to the capital market. 

On the basis of the applications and 
the concern expressed by the Securities 
and Exchange Commission, this notice 
invites written comments concerning 
such exemption proceeding. Pursuant to 
such proceeding, notice is hereby given 
that the exemption set forth in tentative 
form in the attached appendix Li pro¬ 
posed to be granted. 

Before granting any such exemption, 
consideration will be given to any com¬ 
ments pertaining thereto wlilch are sub¬ 
mitted in writing to the Commissioner 
of Internal Revenue. Attention: 
CC:LR:T, Washington. D.C. 20224. by 
January 21. 1975. Every written com¬ 


ment submitted in response to tills 
notice will be made part of the record 
and is subject in its entirety to public 
inspection and will be made available for 
copying through the Internal Revenue 
Sendee in accordance with procedures 
similar to procedures of 26 CFR 601.702 
<d) (9). 

A public hearing will be held 
simultaneously and in conjunction with 
tliat of the Commissioner of Internal 
Revenue, and notice of the time, place, 
date and manner of the public hearing 
is simultaneously published herewith. 

Before an exemption may be granted, 
a determination on the record must be 
made that such exemption is adminis¬ 
tratively feasible, in the Interests of 
the plan and of Its participants and 
beneficiaries, and protective of the rights 
of participants and beneficiaries of 
the plan. This determination will be 
made upon comments submitted in writ¬ 
ing or at the public hearing. 

Signed at Washington. D C., this 10th 
day of January. 1975. 

Paul J. Fasser. Jr.. 

Assistant Secretary of Labor 
for Labor-Management Relations . 

Apimoiti 

PROPOSED EXEMPTION FROM MOUTHTTIONS ON 

TRANSACTIONS BETWEEN EMPLOYER BENEFIT 

PLANS AND CEBTAIN BE OK Ml-DEALERS 

The following interim exemption U pro¬ 
posed to be granted under the Authority of 
section 408 (a) of the Employee Retirement 
Income Security Act of 1974: 

The restrictions of section 400 do not apply 
to the following transactions: 

(a) Period from January I, 1975 through 
February 14. 1975. With respect to a broker- 
dealer registered under the Securities Ex¬ 
change Act of 1934 or a reporting dealer who 
makes primary markets in Government 
securities and reports dally to the Federal 
Reserve Bank of New York Its positions with 
respect to Government securities and bor¬ 
rowing* thereon, any purchase or sale of a 
security between an employee benefit plan 
and such a broker-dealer or such a report¬ 
ing dealer, which purchase or stale has a 
final settlement date before February 15. 
1975. if 

(1) Such a broker-dealer, or reporting 
dealer, ordinarily and customarily engaged in 
similar transactions on December 31. 1974: 

(2) Such transaction la at least as favor¬ 
able to the plan as an arm's length trans¬ 
action with an unrelated party would be; and 

(3) The transaction was not. at the time 
of such transaction, a prohibited transaction 
(within the meaning of section 603(b) 
of the Internal Revenue Code of 1954 or Use 
corresponding provisions of prior law). 

(b) Period ending April 10. 1975 With re¬ 
spect to a broker-dealer or reporUng dealer 
within the meaning of paragraph (a) of 
this appendix, any purchase or sale of a 
security between an employee benefit plan 
and such a broker-dealer or such a report¬ 
ing dealer which has a final settlement date 
after February 14, 1975 but before May 1, 
1975. if the requirements of paragraph (a) 
(1). (2) and (3) of this appendix are met 
and if such broker-dealer or such reporUng 
dealer does not render Investment advice 
to the plan, and does not fall within section 
3(21) (A)(1) or (111) of the Employee Re¬ 
tirement Income Security Act of 1974. For 
purposes of this paragraph, a broker-dealer 
or reporUng dealer shall not be deemed to 
be rendering investment advice if the advice 
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rendered is solely Incidental to tbe conduct 
of 1U business as broker or dealer and IX It 
receive* no special compensation therefor 
(within the meaning of section 202(a) (11) 
(C) of the Investment Advisers' Act of 
1040) and shall not be deemed to be render¬ 
ing Investment advice to the extent that It 
values securities for a plan or provides se¬ 
curities custodial services. 

(C) Affiliates . For purposes of paragraphs 
(a) and (b) of this appendix, amilates of 
any broker-dealer or reporting dealer shall 
be deemed to be part of such broker-dealer 
or reporting dealer. 

|FR Doc 75-1224 Filed l-ld-76; 10:36 am| 


Office of the Secretary 
ADVISORY COMMITTEES 
Review and Renewal 

In accordance with the provisions ol 
the Federal Advisory Committee Act and 
the provisions of OMB Circular No. A-63 
Revised and as amended by Transmittal 
Memoranda Nos. 1 and 2. and OMB Bul¬ 
letin 75-2. a review was conducted as to 
the necessity of all Department of Labor 
advisory committees which were in exist¬ 
ence when the Federal Advisory Com¬ 
mittee Act went into effect on January 5. 
1973. After consultation with OMB. it 
has been determined that renewal of the 
following committees for another two 
years is in the public Interest In accord¬ 
ance with duties Imposed upon the De¬ 
partment of Labor by law: 

Advisory Committee on Construction Safety 
and Health 

Advisory Committee on Sheltered Workshops 
Buxine** Research Advisory Council and it* 
7 subcommittee* 

Committee on Consumer and Wholesale 
Prices 

Committee on Economic Growth 

Committee on Foreign Labor and Trade 

Committee on Manpower and Employment 

Committee on Occupational Safety and 
Health 

Committee on Productivity and Techno¬ 
logical Development* 

Committee on Wages and Industrial Rela¬ 
tions 

Citizen*' Advisory CouncU on the Status of 
Women 

Federal Advisory CouncU on Employment 
Security 

Federal Advisory CouncU on Occupational 
Safety and Health 

Federal Advisory CouncU on Unemployment 
Insurance 

Federal Committee on Apprenticeship 
Labor Research Advisory CouncU and it* 6 
subcommittees 

Committee on Foreign Labor and Trade 

Committee on Manpower and Employment 

Committee on Occupational Safety and 
Health 

Committee on Price* and Living Condition* 

Committee on Productivity. Technology 
and Growth 

Committee on Wages and Industrial Re¬ 
lation* 

National Advisory Committee on Occupa¬ 
tional Safety and Health 
National Labor-Management Mobilization 
Planning Committee 

Standards Advisory Committee on Agricul¬ 
ture 

Copies of the present charters of these 
committees have been filed with the ap¬ 
propriate committees of the Congress 
and are on file for public inspection at 


the Library of Congress. Copies of the 
new charters will be filed in the same 
manner. 

Signed at Washington. D.C.. this 7th 
day of January 1975. 

Fred O. Clark. 

Assisfanf Secretary for 
Administration and Management. 

|PR Doc.75-967 FUed 1-10-75:8:45 ami 


INTERSTATE COMMERCE 
COMMISSION 

(Notice 871( 

ASSIGNMENT OF HEARINGS 

Jahuakt 8. 1976. 

Cases assigned for hearing, postpone¬ 
ment. cancellation or oral argument ap¬ 
pear below and will be published only 
once. This list contains prospective as¬ 
signments only and does not Include 
cases previously assigned hearing dates. 
The hearings will be on the Issues as 
presently reflected in the Official Docket 
of the Commission. An attempt will be 
made to publish notices of cancellation 
of hearings as promptly os possible, but 
Interested parties should take appropri¬ 
ate steps to insure that they are notified 
of cancellation or postponements of 
hearings in which they are interested. No 
amendments will be entertained after 
the date of this publication. 

MC-F-12093, Crouch Bra* . Inc—Purchase 
(Portion)—Bestway Freight Line*. Inc., 
and MC-F-12104, Illlnols-Caltfornia Ex¬ 
press. Inc.—Purchase (Portion)—Bestway 
Freight Line*. Inc., now assigned January 
14. 1975. at Oklahoma City, Okla.. 1* can¬ 
celled; reassigned February 25, 1975 (6 
days), at Oklahoma City. Okla. In a hear¬ 
ing room to be later designated. 

FD 27820, Maine Central Railroad Company 
V. Axnofike&g Company. Frederick C Du- 
malne and Dumalnes. now assigned Janu¬ 
ary 20. 1975, Is postponed to February 18. 
1975. at Bangor, Maine, Room 221. Fed¬ 
eral Building. 

FD 27821, Amoekeag Company—Control— 
Maine Central Railroad Company, now as¬ 
signed January 20, 1975, 1* postponed to 
February 18, 1975, at Bangor. Maine. Room 
221. Federal Building. 

MC 115300 Sub 2, Charles Simmons. Sr., DBA 
Hilton Head Truck Lines, now assigned 
January 20. 1975 (1 week), will be held in 
Hearing Room 2. Municipal Court BuUd- 
ing. 811 Washington St . Columbia, 8.0. 
Hearing will Commence at 11:00 a m. Local 
Time. Instead of 9:30 a.m. on the first day. 
only. 

MC 531 Sub 290. Younger Brothers, Inc., now 
being assigned Janusry 28, 1975 (2 days). 
At Dallas, Tex . In Room 5AI5-17, Federal 
Building, 1100 Commerce 8treet. 

MC 102587 Sub 178, McNair Transport. Inc., 
now being assigned January 28. 1975 (2 
days), at Dallas, Tex., in Room 6A15-17, 
Federal Building. 1100 Commerce 8treet. 
MC 102587 Sub 177, McNair Transport, Inc., 
now being assigned January 28, 1975 (2 
days), at Dallas, Tex., In Room 5A15-17, 
Federal Building. 1100 Commerce Street. 
MC 107084 Sub 106. 8teere Tank Lines, Inc., 
now being assigned Janusry 28, 1975 (2 
days), at Dallas, Tex.. In Room 6A15-17, 
Federal Building. 1100 Commerce Street. 


MC 107084 8ub 108. Steere Tank Lines. Ine. f 
now being assigned January 28. 1975 (2 
days), at Dallas. Tex.. In Room 5A15-17. 
Federal Building, 1100 Commerce Street. 
MC 107403 8ub 899. Matlock. Inc., now being 
assigned January 28. 1975 (2 days), at Dal¬ 
las. Tex„ in Room 5A15-17, Federal Build¬ 
ing, 1100 Commerce Street. 

MC 139254. Brooks Transportation. Inc., now 
assigned January 27. 1975. at Cleveland. 
Ohio, will be held In Room 2081. 20th 
Floor, Federal Building. 

MC 139743 Sub 2, Georgia Carpet Express, 
Inc., now assigned March 6. 1975, at At¬ 
lanta. Georgia, postponed Indefinitely. No. 
35997. Aurora Cooperative Elevator Com¬ 
pany v. Burlington Northern. Inc. No. 35997 
(8ub-No. 1), Aurora Elevator Company v. 
Burlington Northern, Inc„ now assigned 
January 21, 1975, Lincoln, Nebraska, will 
be held In the U.8. Courthouse, 129 North 
10th Street. 

I seal ) Robert L. Oswald, 

Secretary, 

|FR Doc.75-1055 Piled 1-10-75:8:45 am) 


| AB 1 (Sub-No. 37) | 

CHICAGO AND NORTH WESTERN 
TRANSPORTATION CO. 

Abandonment Between Fairmont and 
Truman, Martin County, Minnesota 

December 31, 1974. 

The Interstate Commerce Commission 
hereby gives notice that: 1. On Monday, 
November 25. 1974, notice was published 
in Martin County, Minn., that an en¬ 
vironmental threshold assessment sur¬ 
vey was made In the above-entitled pro¬ 
ceeding and based on that assessment an 
order was served finding that the pro¬ 
ceeding does not constitute a major Fed¬ 
eral action significantly affecting the 
duality of the human environment within 
the meaning of the National Environ¬ 
mental Potlcy Act of 1969 (NEPA), 43 
XJ.S.C. 4321, et seq. 2. No comments In 
opposition, of an environmental nature, 
were received by the Commission In re¬ 
sponse to the November 25, 1974 notice. 
3. This proceeding Is now ready for fur¬ 
ther disposition within the Office of 
Hearings or the Office of Proceedings as 
appropriate. 

rsiALl Robert L. Oswald, 

Secretary, 

|FR Doc.75-1059 Filed 1-10-75:8:46 ami 


FOURTH SECTION APPLICATION FOR 
RELIEF 

January 8, 1975. . 

An application, as summarized below, 
has been filed requesting relief from the 
requirements of section 4 of the Inter¬ 
state Commerce Act to permit common 
carriers named or described in the appli¬ 
cation to maintain higher rates and 
charges at Intermediate points than 
those sought to be established at more 
distant points. 

Protests to the granting of an applica¬ 
tion must be prepared in accordance with 
Rule 40 of the General Rules of Practice 
(49 CFR 1100.40) and filed within 15 days 
from the date of publication of this notice 
In the Federal Register. 
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PSA No. 42924 —Joint Water-Rail Con¬ 
tainer Rates—Phoenix Container Liners 
Ltd . Filed by Phoenix Container Liners 
Ltd.. (No. 9), for itself and interested 
rail carriers. Hates on general commodi¬ 
ties. between ports in Japan. Korea, Hong 
Kong, Taiwan. The Philippines, The Fed¬ 
eration of Malaysia, Republic of Singa¬ 
pore and Macao, and rail stations on the 
U.S. Atlantic and Gulf Seaboard. 

Grounds for relief—Water competition. 

By the Commission. 

[sealI Robert L. Oswald, 

Secretary. 

(FR Doc.75-1056 Filed 1-10-75:8:45 am) 


|Ex Parle 209) 

INCREASE IN FREIGHT RATES AND 

CHARGES TO OFFSET RETIREMENT 

TAX INCREASES—1973 

At a general session of the Interstate 
Commerce Commission, held at its of¬ 
fice in Washington, D.C., on the 7th day 
of January, 1975. 

It appearing. That pursuant to section 
15a(4)(b) of the Interstate Commerce 
Act, the Commission has approved an 
interim increase of 2.8 percent in the rail¬ 
road petitioners* general level of rates 
and charges to offset increased expenses 
which they experienced as a result of the 
Railroad Retirement Amendments of 
1973, P.L. 93-69, 87 Stat. 162: 

It further appearing, That the evidence 
submitted in this proceeding for the third 
and fourth calendar quarters of 1973 and 
the four calendar quarters of 1974 con¬ 
sists of projected data only; 

And it further appearing. That the 
data pertaining to these actual Increased 
expenses and increased freight revenues 
is now available to the railroad peti¬ 
tioners; 

And it further appearing, That submis¬ 
sion of this data by Class I line-haul rail¬ 
roads would be representative of the in¬ 
creased expenses incurred by all petition¬ 
ers and the revenue yield generated by 
the interim increase and accordingly is 
deemed sufficient for our purposes; 

Wherefore, and for good cause: 

We find. That the Class I line-haul 
railroad petitioners should be required to 
submit the data specified in the follow¬ 
ing paragraphs. 

It is ordered , That the Class I line- 
haul railroad petitioners are directed to 
file with this Commission the following 
data and information by February 10. 
1975. which shall disclose: 1 

(a) The amount of increases in ex¬ 
penses of each carrier resulting from any 
Increases in taxes under the Railroad 
Retirement Tax Act. as amended, occur¬ 
ring on or before January 1. 1975. or as 
a result of the enactment of the Railroad 


1 The data should ho furnished individually 
by carrier and then summarized by district, 
and nationwide: the methods used to derive 
the estimates must be reflected. Including 
assumptions used: and all underlying work 
papers must be made available to the Com¬ 
mission upon request. 


Retirement Amendments of 1973. by 
showing for the fourth quarter of 1973 
and for each quarter of 1974— 

(1) The mid-month number of em¬ 
ployees. 

(2) The total service hours by operat¬ 
ing and other employees, as reported in 
ICC wage statistics. Forms A and B. 

(3) The total compensation paid for 
operating and other employees, as re¬ 
ported in ICC wage statistics. Forms A 
and B. 

<4> The total compensation subject to 
retirement taxes, 

(5) The retirement taxes paid, 

<6> The retirement tax rate. 

(7) The retirement taxes reimbursed 
by AMTRAK and other public authori¬ 
ties. 

(8) Tlie total dollar amount of tax in¬ 
creases resulting from the increased tax 
rates. 

(b) The dollar amount obtained from 
the increased freight rates showing for 
the fourth quarter of 1973 and for each 
quarter of 1974— 

(1) The freight revenue ton miles, 

(2) The freight revenues. 

(3) The freight revenues obtained 
from the interim increases granted in 
this proceeding. 

(c> Specify rate holddowns and ex¬ 
ceptions by individual roads and dis¬ 
tricts, if any. subsequent to the sub¬ 
mission of evidence in this proceeding 
with reasons for such exceptions and 
effect on freight revenues. 

(d) The availability of means other 
than a rate increased by which carriers 
might absorb or offset such incr eas e s 
in expenses, identifying the means con¬ 
sidered. 

(e) The method of making refunds as 
well as evidence that any repayment 
shall be prompt and complete. 

And it is further ordered. That notice 
of the entry of this order shall be given 
to the general public by depositing a copy 
in the office of the Secretary of the Com¬ 
mission and by filing a copy with the 
Office of the Federal Register for publi¬ 
cation therein. 

This is not a major Federal action sig¬ 
nificantly affecting the quality of the 
human environment within the meaning 
of the National Environmental Policy 
Act of 1969 (See Environmental Thresh¬ 
old Assessment Survey issued in this pro¬ 
ceeding and Ex Parte No. 303, Increased 
Freight Rates and Charges. 1974, Na¬ 
tionwide. on December 3. 1974, and at¬ 
tached as an appendix to our order In 
Ex Parte No. 303 served December 4. 
1974*. Nor will the proposed action, lim¬ 
ited as it is to the application of the 
Railroad Retirement Amendments of 
1973, Pub. L. 93-69, 87 Stat. 162. serve 
as a precedent for Commission action not 
directly related to the Railroad Retire¬ 
ment Amendments of 1973. 

By the Commission. 

(seal! Robert L, Oswald, 

Secretary . 

(PR Doc.75-1060 Piled 1-10-75:8:45 am) 
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IRREGULAR ROUTE MOTOR COMMON 
CARRIERS OF PROPERTY 

Elimination of Gateway Letter Notices 
January 8, 1975. 

The following letter-notices of propos¬ 
als to eliminate gateways for the pur¬ 
pose of reducing highway congestion, 
alleviating air and noise pollution, mini¬ 
mizing safety hazards, and conserving 
fuel have been filed with the Interstate 
Commerce Commission under the Com¬ 
mission's gateway elimination rules <49 
CFR 1065(a)), and notice thereof to 
all interested persons is hereby given as 
provided in such rules. 

An original and two copies of protests 
against the proposed elimination of any 
gateway herein described may be filed 
with the Interstate Commerce Commis¬ 
sion on or before January 23. 1975. A 
copy must also be served upon applicant 
or its representative. Protests against 
the elimination of a gateway will not op¬ 
erate to stay commencement of the pro¬ 
posed operation. 

Successively filed letter-notices of the 
same carrier under these rules will be 
numbered consecutively for convenience 
in Identification. Protests, if any, must 
refer to such letter-notices by number. 

No. MC 31462 (Sub-No. E52). filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309, Lancaster. 
Tex. 75146. Applicant's representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 
by motor veliicle. over irregular routes, 
transporting: Household goods, as de¬ 
fined by the Commission, between points 
in Connecticut, on the one hand. and. on 
the other, points in South Dakota. The 
purpose of this filing is to eliminate the 
gateway of (1) Ft Wayne, Ind., or any 
point in Indiana within 40 miles thereof: 
(2) Burlington. Iowa, or any point in 
Iowa within 50 miles thereof; and <3) 
any point which is both within 35 miles 
of Alden. Minn., and within that part of 
Minnesota or Iowa on and south of a 
line beginning at the Mississippi River, 
thence along U.S, Highway 16 to Junc¬ 
tion U.S. Highway 71, thence along UB. 
Highway 71 to junction UB. Highway 20. 
thence along UB. Highway 20 to the 
Mississippi River. 

No. MC 31462 (Sub-No. E53>, filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC.. P.O. Box 309. Lancaster. 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Household goods, as de¬ 
fined by the Commission, between points 
in Iowa, on the one hand. and. on the 
other, points in Connecticut. The purpose 
of this filing is to eliminate the gateway 
of Cl) Ft. Wayne, Ind., or any point In 
Indiana within 40 miles thereof, and (2) 
Burlington, Iowa, or any point in Iowa 
within 50 miles thereof. 

No. MC 31462 (Sub-No. E54). filed 
May 13. 1974. Applicant: PARAMOUNT 
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MOVERS. INC., P.O. Box 309, Lancaster. 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over Irregular routes, 
transporting: Household goods, as de¬ 
fined by the Commission, between points 
in Connecticut, on the one hand. and. on 
the other, points in North Dakota. The 
purpose o i this filing U to eliminate the 
gateway of <l> Port Wayne. Ind., or any 
points in Indiana within 40 miles thereof; 
(2) Burlington, Iowa, or any point in 
Iowa within 50 miles thereof; and <3> 
any point which is both within 35 miles 
of Alden, Minn., and within that part of 
Minnesota or Iowa on and south of a 
line beginning at the Mississippi River, 
thence along U.S. Highway 16 to Junc¬ 
tion U.8. Highway 71. thence along U,S. 
Highway 71 to junction U.8. Highway 
20. thence along US. Highway 20 to the 
Mississippi River. 

No. MC 31462 (Sub-No. E55). filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC.. P.O. Box 309, Lancaster. 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Household goods , as de¬ 
fined by the Commission, between points 
In Connecticut, on the one hand, and, 
on the other, points in Nebraska. The 
purpose of this filing is to eliminate the 
gateway of Cl) Ft Wayne. Ind.. or any 
point in Indiana within 40 miles thereof; 
(2) Burlington. Iowa, or any point in 
Iowa or Illinois within 50 miles thereof. 

No. MC 31462 (Sub-No. E366). filed 
Mav 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309, Lancaster, 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Household goods, as de¬ 
fined by the Commission, between points 
in New Jersey, on the one hand, and, 
on the other, points in South Dakota. 
The purpose of this filing Is to eliminate 
the gateways of (1) Fort Wayne. Ind., 
or any point In Indiana within 40 miles 
thereof; (2) Burlington, Iowa, or any 
point in Iowa within 50 miles thereof; 
and <3) any point which is both within 
35 miles of Alden, Mlrn., and within 
that part of Minnesota or Iow r a on and 
south of a line beginning at the Missis¬ 
sippi River, thence along US. Highway 
16 to junction US. Highway 71. thence 
along US. Highway 71 to junction US. 
Highway 20. thence along US. Highway 
20 to the Mississippi River. . 

No. MC 31462 (Sub-No. E367), filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309, Lancaster. 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Household goods . as de¬ 
fined by the Commission, between points 
in Oklahoma, on the one hand, and. on 
the other, points In New Jersey. The pur¬ 
pose of this filing is to eliminate the 


gateway of (1) Kansas City. Mo., or any 
point within 30 miles thereof; and <2> 
Fort Wayne, Ind., or any point in In¬ 
diana within 40 miles thereof. 

No. MC 31462 (Sub-No. E368». filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309. Lancaster. 
Tex. 75146. Applicant's representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Household goods . as de¬ 
fined by the Commission, between points 
in New Jersey, on the one hand, and, 
on the other, points in North Dakota. 
The purpose of this filing is to eliminate 
the gatevrays of (1) Fort Wayne, Ind- 
or any point in Indiana within 40 miles 
thereof; (2) Burlington, Iowa, or any 
point in Iowa within 40 miles thereof; 
and (3) any point which Is both within 
35 miles of Alden. Minn., and within that 
part of Minnesota or Iowa on and south 
of a line beginning at the Mississippi 
River, thence along U.S. Highway 16 to 
junction U.S. Highway 71, thence along 
UJ8. Highway 71 to junction UJB. High¬ 
way 20. thence along UJ3. Highway 20 
to the Mississippi River. 

No. MC 31462 (Sub-No. E369>. filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC.. P.O. Box 309. Lancaster, 
Tex. 75146. Applicant's representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Household goods . as de¬ 
fined by the Commission, between points 
In Oklahoma, on the one hand. and. on 
the other, points in New York. The pur¬ 
pose of this filing is to eliminate the 
gateways of (1) Kansas City, Mo., or any 
point within 30 miles thereof: and (2) 
Fort Wayne, IncL. or any point In In¬ 
diana within 40 miles thereof. 

No. MC 31462 (Sub-No. E370), filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309. Lancaster, 
Tex. 75146. Applicant’s representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Household goods . as de¬ 
fined by the Commission, between points 
in South Dakota, on the one hand. and. 
on the other, points in New r York. The 
purpose of this filing is to eliminate the 
gateways of <1> Fort Wayne, Ind., or 
any point in Indiana within 40 miles 
thereof; (2) Burlington, Iowa, or any 
point in Iowa within 50 miles thereof: 
and (3) any point which Is both within 
35 miles of Alden. Minn., and within 
that part of Minnesota or Iowa on and 
south of a line beginning at the Missis¬ 
sippi River, thcncc along U-8. Highway 
16 to Junction U6. Highway 71. thence 
along 75. Highway 71 to Junction U.S. 
Highway 20. thence along UJ3. Highway 
20 to the Mississippi River. 

No. MC 31462 <8ub-No. E371>, filed 
May 13. 1974. Applicant: PARAMOUNT 
MOVERS. INC., P.O. Box 309, Lancaster. 
Tex. 75146. Applicant's representative: 
R. L. Rork (same as above). Authority 
sought to operate as a common carrier , 


by motor vehicle, over irregular routes, 
transporting: Household goods, as de¬ 
fined by the Commission, between points 
In North Dakota, on the one hand. and. 
on the other, points in New York. The 
purpose of this filing is to eliminate the 
gateways of Cl) Fort Wayne. Ind.. or 
any point in Indiana within 40 miles 
thereof; (2> Burlington, Iowa, or any 
point in Iowa within 50 miles thereof; 
and (3) any point which Is both within 
35 miles of Alden, Minn., and within 
that part of Minnesota or Iowa on and 
south of a line beginning at the Missis¬ 
sippi River, thence along U.8. Highway 
16 to Junction U S. Highway 71. thence 
along U.8. Highway 71 to Junction U.S. 
Highway 20. thence along U5. Highway 
20 to the Mississippi River. 

No MC 60157 (Sub-No. E2). filed 
May 10. 1974. Applicant: C. A. WHITE 
TRUCKING CO.. INC., 5327 N. Central 
Expressway, Suite 310. Dallas. Tex. 75205. 
Applicant’s representative: Bernard H. 
English. 6370 Firth Road. Fort Worth, 
Tex. 76116. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Ma¬ 
chinery. equipment, materials, and 
supplies used in, or in connection with, 
the discovery, development, production, 
refining, manufacture, processing, stor¬ 
age. transmission, and distribution of 
natural gas and petroleum, and their 
products and by-products, and machin¬ 
ery. materials, equipment, and supplies 
used In. or in connection with, the con¬ 
struction. operation, repair, servicing, 
maintenance, and dismantling of pipe 
lines, including the stringing and pick¬ 
ing up thereof, and earth drilling ma¬ 
chinery and equipment, machinery . 
equipment, materials, supplies, and pipe 
incidental to. used in. or In connection 
with: (a) the transportation, installa¬ 
tion. removal, operation, repair, serv¬ 
icing. maintenance, and dismantling 
of drilling machinery and equipment. <b> 
the completion of boles or wells drilled, 
(c) the production, storage, and trans- 
minion of commodities resulting from 
drilling operations at well or hole sites, 
and <d> the injection or removal of com¬ 
modities Into or from holes or wells. (1) 
from points in that part of Texas west 
of a line beginning at the International 
Boundary line between the United States 
and Mexico and extending along U.8. 
Highway 67 to Marfa, thence along Texas 
Highway 17 to Pecos, thence along U.S. 
Highway 285 to the Texas-New Mexico 
State line, and points in that part of 
Texas north of a line beginning at the 
Texas-New Mexico State line and ex¬ 
tending along UJ3. Highway 82 to Ralls, 
thence along U.S. Highway 62 to Mata¬ 
dor, thence along UJ9. Highway 70 to 
the Prairie Dog Towm Fork of the Red 
River, thence along Prairie Dog Town 
Fork of the Red River to the Texas- 
Oklahoma State line, to points in Ar¬ 
kansas: and (2) from points in Ar¬ 
kansas. to points in tliose parts of Texas 
described immediately above. The pur¬ 
pose of this filing is to eliminate the 
gateways of Seminole and Pottawato¬ 
mie Counties, Okla. 
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No. MC 97841 (Sub-No. E6>. filed 
June 4, 1974. Applicant: GENERAL 
HIGHWAY EXPRESS. INC.. P.O. Box 
727. Sidney, Ohio 45365. Applicant s rep¬ 
resentative: Paul P. Bceny. 8 East Broad 
Street, Columbus. Ohio 43215. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: General commodities, be¬ 
tween Portsmouth, Ohio, on the one 
hand. and. on the other, those points 
on or bounded by a line beginning at 
Lake Erie and extending along U S. High¬ 
way 20 to its Junction with U.S. Highway 
127, thence along U.S. Highway 127 to 
its Junction with U.S. * ighway 36. thence 
along U.S. Highway 36 to its junction 
with Interstate Highway 75. thence along 
Interstate Highway 75 to its junction 
with UB. Highway 20. The purpose of 
this filing is to eliminate the gateway of 
Sidney. Ohio. 

No. MC 97841 (Sub-No. E7>, filed 
June 4. 1974. Applicant: GENERAL 
HIGHWAY EXPRESS. INC., P.O. Box 
727, Sidney, Ohio 45365. Applicant's rep¬ 
resentative: Paul F. Beeny, 8 East Broad 
Street, Columbus. Ohio 43215. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: General commodities, be¬ 
tween Marietta, Ohio, on the one hand, 
and, on the other, those points in Ohio 
on or bounded by a line beginning at the 
Indiana-Ohio State line and extending 
along Interstate Highway 70 to its Junc¬ 
tion with Interstate Highway 75. thence 
along Interstate Highway 75 to its Junc¬ 
tion with U.S. Highway 20, thence along 
U.S. Highway 20 to the Ohio-Indiana 
State line. The purpose of this flljng is 
to eliminate the gateway of Sidney, Ohio. 

No. MC 97841 <8ub-No. E8>. filed 
June 4, 1974. Applicant: GENERAL 

HIGHWAY EXPRESS, INC., P.O. Box 
727, 8idney, Ohio 45365. Applicant's rep¬ 
resentative: Paul P. Beeny, 8 East Broad 
Street, Columbus, Ohio 43215. Authority 
* sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: General commodities , be¬ 
tween East Liverpool, Steubenville, and 
Martins Ferry, Ohio, on the one hand, 
and, on the other, those points in Ohio 
on or bounded by a line beginning at the 
Ohio-Indiana State line and extending 
along UB. Highway 50 to its junction 
with U.S. Highway 42, thence along U.S. 
Highway 42 to Its Junction with Ohio 
Highway 48, thence along Ohio Highway 
48 to its junction with Ohio Highway 235, 
thence along Ohio Highway 235 to its 
Junction with U.S. Highway 33, thence 
along UB. Highway 33 to its Junction 
with Ohio Highway 196, thence along 
Ohio Highway 196 to its junction with 
Ohio Highway 117, thence along Ohio 
Highway 117 to its Junction with UB. 
Highway 30S. thence along U.S. Highway 
308 to Its junction with UB. Highway 30, 
thence along U.8. Highway 30 to the 
Ohio-IncLiana State line. The purpose of 
this filing is to eliminate the gateway of 
Sidney, Ohio. 

No. MC 107403 <8ub-No. E86>. filed 
May 29, 1974. Applicant: MATLACK, 


INC., 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Liquid chemicals as defined 
in The Maxioell Co ., Extension-Addyston, 
63 M.C.C. 677 (except petroleum products 
and coal tar products), in bulk, in tank 
vehicles, from points in Maryland which 
are within 100 miles of Philadelphia, Pa., 
to points In Nebraska and Minnesota < ex¬ 
cept Fillmore, Houston, and Winona 
Counties). The purpose of this filing is to 
eliminate the gateways of Philadelphia, 
Pa.. Natrium, W. Va., and Mapleton. I1L 

No. MC 107403 (Sub-No. E87), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Liquid chemicals as de¬ 
fined in The Maxwell Co., Extension- 
Addyston, 63 M.C.C. 677, in bulk, in tank 
vehicles, from points in Maryland which 
are within 100 miles of Philadelphia, Pa., 
to points in that part of Kentucky west 
of U.S. Highway 27. The purpose of this 
filing is to eliminate the gateways of 
Marcus Hook, Pa.. Natrium, W. Va., and 
Ironton. Ohio. 

No. MC 107403 (Sub-No. E92). filed 
May 29, 1974. Applicant: MATLACK, 
INC., 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals, in bulk, in 
tank vehicles, from Camden. Edgcwater, 
and Dundee. N.J., and from points in 
New Jersey north of New Jersey Highway 
33. to points in Indiana. Kentucky, and 
Michigan. The purpose of this filing is to 
eliminate the gateways of Butler. Pa., 
and Zanesville, Ohio. 

No. MC 107403 (Sub-No. E92A), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lansdowme, 
Pa. 19050. Applicant's representative: 
John Nelson (same os above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals, in bulk, in 
tank vehicles, from points in that part of 
New Jersey north of New Jersey Highway 
33 to points in that part of Ohio north of 
UB. Highway 30 which are within 150 
miles of Monongahela. Pa. (except Ash¬ 
tabula and Lake County, Ohio). The pur¬ 
pose of this filing is to eliminate the 
gateways of Philadelphia. Pittsburgh, 
and points in Cambria County, Pa. 

No. MC 107403 (Sub-No. E92B), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals. In bulk, in 
tank vehicles, from Camden, N.J., to 
points in Ohio. The purpose of this filing 
is to eliminate the gateways of points in 
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Cambria County, Pa., and Pittsburgh, 

Pa. 

No. MC 107403 (Sub-No. E92C), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals, in bulk, 
in tank vehicles, from points in that 
part of New Jersey north of New* Jersey 
Highway 33 to points in that part of 
Ohio north of UB. Highway 30 which are 
within 150 miles of Monongahela. Pa. 
The purpose of this filing is to eliminate 
the gateways of points in Mercer County 
and Philadelphia, Pa, 

No. MC 107403 (8ub-No. E92D>. filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting: Dry chemicals, in 
bulk, in tank vehicles, from points in 
that part of New Jersey north of New 
Jersey Highway 33 to points in Ashta¬ 
bula and Lake Counties, Ohio. The pur¬ 
pose of this filing is to eliminate the 
gateways of Philadelphia, Pa. 

No. MC 107403 (Sub-No. E96), filed 
May 29. 1974. Applicant: MATLACK, 
INC., 10 W. Baltimore Ave.. Lansdowne, 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: Dry chemicals, in bulk. In 
tank vehicles, from Carneys Point, Deep¬ 
water, and Gibbsboro, N.J., Chester. Pa,, 
and points in that part of New Jersey 
north of New Jersey Highway 33, to 
points In Ohio and West Virginia (except 
points within 150 miles of Monongahela, 
Pa.). The purpose of this filing is to 
eliminate the gateways of Johnstown, 
Philadelphia, and Pittsburgh. Pa., and 
Camden, NJ. 

No. MC 107403 (Sub-No. E96A), filed 
May 29. 1974. Applicant: MATLACK, 
INC., 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting: Dry chemicals, in 
bulk, in tank vehicles, from Carneys 
Point, Deepwater, and Glbbsboro, N.J., 
and Chester, Pa., and points in that part 
of New r Jersey north of New Jersey High¬ 
way 33, to points in Brooke. Hancock, 
Marshall, Ohio, and Wetzel Counties, 
W. Va. The purpose of this filing is to 
eliminate the gateways of Camden, N.J., 
Philadelphia, Pa., and points in Cambria 
County, NJ. 

No. MC 107403 (8ub-No. E471), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
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transporting: Foundary stand additives 
(except fly ash, Portland or masonry 
cement >, dry. In bulk. In tank or hopper 
type vehicles, from Wadsworth, Ohio, to 
points in Connecticut, Maine. Massachu¬ 
setts, New Hampshire. New Jersey, Rhode 
Island, and Vermont. The purpose of this 
filing Is to eliminate the gateway of 
Spring City, Pa. 

No. MC 107403 (Sub-No. E472). filed 
May 29, 1974. Applicant: MATLACK. 
INC.. 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson <same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over Irregular routes, 
transporting: Dry chemicals , in bulk, in 
tank or hopper type vehicles, from Pata- 
skola, Ohio, to points in South Carolina 
and in that part of North Carolina on 
and west of U.S. Highway 231. The pur¬ 
pose of this filing is to eliminate the 
gateway of Cincinnati, Ohio. 

No. MC 107403 (Sub-No. E496>. filed 
May 29. 1974. Applicant: MATLACK. 
INC. 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Liquid chemicals as de¬ 
scribed in The Maxwell Co.. Extension - 
Addyston, in bulk, in tank vehicles, from 
I ronton and South Point, Ohio, to points 
in New York < except points in Long Is¬ 
land and points within 100 miles of Phila¬ 
delphia, Pa.>. The purpose of this filing 
is to eliminate the gateways of Pitts¬ 
burgh. Pa., and Painesvilie, Ohio. 

No. MC 107403 <Sub-No. E496A). filed 
May 29, 1974. Applicant: MATLACK. 
INC. 10 W. Baltimore Ave., Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Liquid chemicals (except 
petroleum products and coal tar prod¬ 
ucts). In bulk. In tank vehicles, from 
Ironton and South Point. Ohio, U) points 
in New York which are within 100 miles 
of Philadelphia, Pa. The purpose of this 
filing is to eliminate the gateway of Mor¬ 
ristown. Pa. 

No. MC 107403 (Sub-No. E498). filed 
May 29, 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave„ Lansdowne. 
Po. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals (except 
such oils and greases as may be included 
in the term •'chemicals'*), in bulk, in 
tank vehicles, from Ironton and South 
Point. Ohio, to points In Wisconsin and 
that part of Illinois on and north of UJ5. 
Highway 64. The purpose of this filing 
is to eliminate the gateway of Ft. Wayne, 
Ind. 

No. MC 107403 (Sub-No. E501), filed 
May 29. 1974. Applicant: MATLACK. 
INC.. 10 W. Baltimore Ave., Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 


sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals (except 
such oils and greases as may be Included 
in the term "chemicals"), in bulk, In 
tank vehicles, from Rlverview, Ohio, to 
points In Kansas, and that part of 
Missouri on and north of U.S. Highway 
62, The purpose of this filing is to elimi¬ 
nate the gateways of Fort Wayne. Ind., 
and Milisdale, Ill. 

No. MC 107403 (Sub-No. E502), filed 
May 29, 1974. Applicant: MATI*ACK. 
INC.. 10 W. Baltimore Are.. Lansdowne, 
Pa. 19050. Applicant’s representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Lime, limestone. and lime¬ 
stone products. In bulk, from Carey and 
Broken Sword. Ohio, and points in Otta¬ 
wa and Sandusky* Counties, Ohio, to 
points In Maryland and West Virginia 
w hich are within 150 miles of Mononga- 
hela. Pa. The purpose of this filing is to 
eliminate the gateway of Pittsburgh. 
Pa. 

No. MC 107403 (Sub-No. E502A). filed 
May 29, 1974. Applicant: MATLACK, 
INC., 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Lime, limestone, and lime¬ 
stone products, in bulk, from points in 
Ottawa and Sandusky Counties, Ohio, 
and from Carey and Broken Sword, 
Ohio, to points in that part of Pennsyl¬ 
vania east of U.S. Highway 219. The pur¬ 
pose of this filing is to eliminate the 
gateways of points in Mercer County, 
Pa., and Ashtabula County, Ohio. 

No. MC 107403 (Sub-No. E508>. filed 
May 29, 1974. Applicant: MATLACK, 
INC., 10 W. Baltimore Ave., Lansdowne, 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Liquid petroleum products 
(except petro-chemlcals), hi bulk, in 
tank vehicles, from points In Ohio on. 
north, and west of a line beginning at 
the Indiana-Ohio State line, thence 
along U.8. Highway 30 to its junction 
with UJS. Highway 308. thence along 
U.S. Highway 30S to its Junction with 
Ohio Highway 98. thence along Ohio 
Highway 98 to its junction with Ohio 
Highway 61, thence along Ohio Highway 
61 to its Junction with U.S. Highway 20. 
thence along U.8. Highway 20 to Its 
junction with U.8. Highway 250, thence 
along U.S. Highway 250 to Sandusky, to 
points in New York (except points in 
Chautauqua. Erie, and Niagara Coun¬ 
ties). The purpose of this filing is to 
eliminate the gateways of Cleveland, 
Ohio, and Congo, W. Va. 

No. MC 107403 (Sub-No. E600), filed 
May 29, 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lanrdowne, 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 


sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Dry chemicals . in bulk, in 
tank vehicles, from that part of Ken¬ 
tucky east of a line beginning at the 
Ohlo-Kentiicky State line, thence along 
Kentucky Highway 11 to its Junction 
with Kentucky Highway 92, thence along 
Kentucky Highway 92 to its junction 
with Interstate Highway 75, thence along 
Interstate Highway 75 to the Kentucky- 
Tennesaee State line, to points in that 
port of Indiana north of a line begin¬ 
ning at the Indiana-Ohlo State line, 
thence along XJJB Highway 224 to iU 
junction with U.S. Highway 24, thence 
along U.S. Highway 24 to the Indiona- 
minols State line. The purpose of this 
filing is to eliminate the gateways of 
Condlt and Pataskala, Ohio. 

No. MC 107403 (Suh-No. E603>. filed 
May 29. 1974. Applicant: MATLACK. 
INC„ 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier . 
by motor vehicle, over irregular routes, 
transporting: Chemicals . in bulk. In tank 
vehicles, from points in that part of 
Pennsylvania west of U.8. Highway 219 
which are within 150 miles of Mononga- 
hela. Pa., to points in Burlington. Essex, 
Gloucester. Mercer, Middlesex, Morris. 
Passaic, Somerset, and Union Counties. 
N.J. The purpose of this filing is to elim¬ 
inate the gateway of Johnsonburg or 
Newell, Pa. 

No. MC 107403 (Sub-No. E604), filed 
May 29, 1974. Applicant: MATLACK. 
INC*. 10 W. Baltimore Ave.. Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Chemicals, in bulk, in tank 
vehicles, from points in that part of 
Pennsylvania west of U.8. Highway 219 
which are within 150 miles of Mononga- 
hela. Pa., to points in Camden. Cumber¬ 
land, Essex. Hudson. Mercer. Monmouth. 
Middlesex. Morris, Passaic, and Union 
Counties. N.J. The purpose of this filing 
is to eliminate the gateway of Cl&lrton. 
Pa. 

No. MC 107403 (Sub-No. EGOS), filed 
May 29. 1974. Applicant: MATLACK. 
INC., 10 W. Baltimore Ave., Lansdowne. 
Pa. 19050. Applicant's representative: 
John Nelson (same as above). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Non-flammable liquids 
(except petroleum products and coal tar 
products). in bulk, in tank vehicles, from 
points In Connecticut, Massachusetts. 
Rhode Island, and New York, to points 
in that part of Maryland west of Inter¬ 
state Highway 81 which are within 150 
miles of Monongahela. Pa., and in that 
part of West Virginia west of Inter¬ 
state Highway 81 which are within 150 
miles of Monongahela. Pa. The purpose 
of this filing is to eliminate the gateway 
of Lewis town. Pa, 

No. MC 113459 (Sub-No. E14), fi led 
May 6, 1974. Applicant: H. J. JEFFRIES 
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TRUCK LINE, INC., P.O. Box 94850. 
Oklahoma City, OkJa. 73109. Applicant's 
representative: Robert A. Fisher (same 
as above). Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Commodities , the transportation of 
which, by reason of size or weight, re¬ 
quire the use of special equipment, and 
(2) Self-propelled articles . each weigh¬ 
ing 15,000 pounds or more, and related 
machinery, tools, parts, and supplies 
w r hen moving in connection therewith, 
restricted to commodities which arc 
transported on trailers, <a> between 
points in that part of Illinois on and east 
of a line beginning at the Illinols-Wis- 
consin State line and extending along 
Illinois Highway 78 to its junction with 
UB. Highway 52, thence along UB. High¬ 
way 52 to its junction with Illinois High¬ 
way 84. thence along Illinois Highway 84 
to Its junction with U.S. Highway 30, 
thence along UB. Highway 30 to its 
Junction with Illinois Highway 78, thence 
along Illinois Highway 78 to its junction 
with Interstate Highway 74. thence along 
Interstate Highway 74 to its Junction 
with Illinois Highway 29, thence along 
Illinois Highway 29 to its junction with 
Illinois Highway 16, thence along Illi¬ 
nois Highway 16 to its Junction with 
Illinois Highway 128. thence along Illi¬ 
nois Highway 128 to its junction with 
Illinois Highway 33. thence along Illi¬ 
nois Highway* 33 to its junction with 
UB. Highway 45, thence along UB. High¬ 
way 45 to its junction with UB. Highway 
50, thence along U.S. Highway 50 to 
the Illinols-Indiana State line, on the 
one hand. and. on the other, points in 
that part of Nebraska on and north of 
a line beginning at the Colorado-Ncbras- 
ka State line and extending along In¬ 
terstate Highway 80 to its Junction with 
Nebraska Highway 61, thence along Ne¬ 
braska Highway 61 to its junction with 
UB. Highway 6. thence along US. High¬ 
way 6 to its junction with U.S. Highway 
283. thence along UJS. Highway 283 to its 
junction with Nebraska Highway* 21, 
thence along Nebraska Highway 21 to its 
junction with Nebraska Highway 2. 
thence along Nebraska Highway 2 to its 
Junction with UB, Highway 30, thence 
along U.8. Highway 30 to the Nebraska- 
Iowa State line. <b) between points in 
that part of Illinois on and west of a line 
beginning at the Indiana-Mtssouri State 
line and extending along Illinois High¬ 
way 140 to its junction with Illinois High¬ 
way 159. thence along Illinois Highway 
159 to its junction with Illinois High¬ 
way 158. thence along Illinois Highway 
158 to its junction with Illinois Highway 
3. thence along Illinois Highway 3 to its 
junction with U.S. Highway 50 By-Pass, 
thence along U.S. Highway 50 By-Pass to 
the Illinols-Missourt State line, on the 
one hand, and, on the other, points In 
that part of Nebraska on and north of a 
line beginning at the Nebraska-Wyomlng 
State line and extending along UB. 
Highway 385 to its junction with Nebras¬ 
ka Highway 2. thence along Nebraska 
Highway 2 to its Junction with Nebraska 
Highway 91. thence along Nebraska 


Highway 91 to Its Junction with Nebras¬ 
ka Highway 70. thence along Nebraska 
Highway 70 to its Junction with U.S. 
Highway 275. thence along U.S. High¬ 
way 275 to its junction with Nebraska 
Highway 35, thence along Nebraska 
Highway 35 to its junction with U.S. 
Highway 77, thence along U.S. Highway 
77 to the Nebraska-Iowa State Une, and 
<c) between points in that part of Illi¬ 
nois on and east of a line beginning at 
the 1111 no Is-WLsconsl n State line and 
extending along Illinois Highway 26 to 
its Junction with UB. Highway 52, 
thence along UB Highway 52 to its Junc¬ 
tion with UB. Highway 51, thence along 
US. Highway 51 to its junction with 
Interstate Highway 74. thence along In¬ 
terstate Highway 74 to its Junction with 
Illinois Highway 49, thence along Illi¬ 
nois Highway 49 to its Junction with Illi¬ 
nois Highway 33, thence along Illinois 
Highway 33 to its Junction with Illinois 
Highway 1. thence along Illinois High¬ 
way 1 to its Junction with Illinois High¬ 
way 15, thence along Illinois Highway 15 
to the Illinols-Indiana State line, on the 
one hand, and, on the other, points in 
that part of Nebraska on and east of a 
lino beginning at the Nebraska-Iowa 
State line, and extending along U.S. 
Highway 30 to its Junction with UB. 
Highway 77. thence along U.S. Highway 
77 to the Nebraska-Kansas State line. 
Restriction: The operations authorized 
above are restricted against the trans¬ 
portation of agricultural machinery and 
agricultural tractors. The purpose of tills 
tiling is to eliminate the gateway of 
Sterling. Ill. 

No. MC 113855 (Sub-No. E25), tiled 
May 30, 1974. Applicant: INTERNA¬ 
TIONAL TRANSPORT. INC., 2450 
Marion Rd. 8E., Rochester, Minn. 55901. 
Applicant's representative: Michael E. 
Miller. 502 First Nat l Bank Bldg., Fargo, 
N. Dak. 58102. Authority sought to op¬ 
erate as a common carrier . by motor 
vehicle, over Irregular routes, transport¬ 
ing: Such tractors , front end loaders, lift 
trucks, machinery and equipment used 
or useful In the lumber and logging in¬ 
dustries. and attachments and parts of 
the above-named commodities when 
moving in mixed loads with the above- 
named commodities, which arc material 
handling equipment, from the port of 
entry on the United States-Canada In¬ 
ternational Boundary line at Pigeon 
River. Minn., to points in California <ex¬ 
cept points in Imperial County and those 
in Riverside and Bemadino Counties 
east of UB. Highway 395 >. restricted to 
the transportation of shipments In for¬ 
eign commerce only. The purpose of 
this tiling is to eliminate the gateway of 
Sparks. Nev. 

No. MC 113855 Bub-No. E103), tiled 
May 30, 1974. Applicant: INTERNA¬ 
TIONAL TRANSPORT. INC.. 2450 
Marion Rd. SE., Rochester. Minn. 55901. 
Applicant's rep resen tative: Michael E. 
Miller. 502 First Nat'l Bank Bldg., Fargo. 
N. Dak. 58102. Authority sought to 
operate as a common carrier . by motor 
vehicle, over irregular routes, transport¬ 
ing: (1) Commodities the transportation 


of which, because of their size or weight, 
require th6 use of special equipment, anc! 
related machinery, parts, and related 
contractors' materials and supplies when 
their transportation is incidental to the 
transportation by said carrier of com¬ 
modities which by reason of size or 
weight require the use of special equip¬ 
ment: and (2> Self-propelled articles, 
each weighing 15,000 pounds or more 
and related machinery, tools, parts, and 
supplies moving in connection therewith 
< restricted to commodities transported 
on trailers), (a) between points in Cali¬ 
fornia in and north of Santa Cruz, Santa 
Clara. Stanislaus. Tuolumne, and Alpine 
Counties, on the one hand, and, on the 
other, points in Kansas. <b> between 
points in California in and south of a 
line formed by southern boundary of 
counties described in <A) above and 
north of a line formed by the southern 
boundaries of San Luis Obispo. Kern, 
Inyo Counties, on the one hand, and, on 
the other, points in Kansas on and north 
of U.8. Highway 70. <c‘ between points in 
California in SAnta Barbara, Ventura. 
Los Angeles, and Orange Counties and 
those points in San Bernardino and 
Riverside Counties on and west of U.S. 
Highway 395. on the one hand. and. on 
the other. Kansas, points on. north, and 
east of US. Highway 283 from the 
Kansas-Ncbraska State line to junction 
U S. Highway 24. thence easterly along 
UB. Highway 24 to the Kansas-Missouri 
State line, and <d> between points in 
California In and north of Santa Cruz. 
Santa Clara. Stanislaus. Tuolumne, and 
Alpine Counties, on the one hand, and, 
on the other, points in Colorado on. east, 
and north of a line beginning at the 
Colorado-Nebraska State line and ex¬ 
tending along US. Highway 71 in a 
southerly direction to Limon. thence 
southeasterly along U.S. Highway 40 to 
the Colorado-Kansas State Uht. The 
purpose of the tiling is to eliminate the 
gateway of points in Nebraska and South 
Dakota. 

No. MC 113855 fSub-No. E132>. tiled 
May 30, 1974. Applicant: INTERNA¬ 
TIONAL TRANSPORT. INC., 2450 
Marion Rd. SE.. Rochester, Minn. 55901 
Applicant's representative: Michael E. 
Miller. 502 First National Bank Bldg., 
Fargo. N. Dak. 58102. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Pipe, other than iron or steel pipe, 
and pipe fittings, accessories, and mate¬ 
rial used In the installation of the pipe, 
restricted fa> to the transportation of 
building materials and (b> to traffic 
originating at the plant sites or ware¬ 
houses of Certain Teed Products Cor¬ 
poration located at or near Santa Clara. 
Riverside and Cameron Park, California, 
(1) from Santa Clara. Calif., to points in 
Nebraska < except that portion south and 
west of a line beginning at Nebraska- 
Wyoming State line, extending in a 
easterly direction along UB. Highway 
26 to junction UB. Highway 30. thence 
along UB. Highw f ay 30 in an easterly 
direction to Junction UB. Highway 283, 
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thence In southerly direction to the 
Ncbraska-Knns&s State line), and points 
in Iowa. Minnesota and Wisconsin, <2> 
irorn Riverside. Calif., to points in Ne¬ 
braska on and north of a line beginning 
at the Nebraska-Iowa State line extend¬ 
ing along Nebraska Highway 92 in a 
westerly direction to Junction Nebraska 
Highway 2. thence along Nebraska High¬ 
way 2 to the Nebraska-South Dakota 
State line and points in Iowa Minnesota 
and Wisconsin and (3) from Cameron 
Park. California, to points in Nebraska 
(except that portion south and west of a 
line beginning at the Nebraska-Wyoming 
State line and extending in an easterly 
direction along U.6. Highway 26, to Junc¬ 
tion U.S. Highway 30. thence along U.S, 
Highway 30 in an easterly direction to 
Junction U.S. Highway 233, thence in a 
southerly direction to the Nebraska- 
Kansas State line). The purpose of this 
filing is to eliminate the gateway of 
points in Big Horn County. Wyo 

No. MC 113655 (Sub-No. E133), filed 
May 30. 1974. Applicant: INTERNA¬ 
TIONAL TRANSPORT, INC., 2450 
Marion Rd. SE., Rochester, Minn. 55901. 
Applicant’s representative: Michael E. 
Miller. 502 First National Bank Bldg.. 
Fargo. N. Dak. 58102. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Plastic pipe, fittings, and accessories 
(except oil field pipe as described In 
Mercer Extension—Oil Field Commodi¬ 
ties, 74 M.C.C. 459. and commodities 
which because of size or weight require 
the use of special equipment), from 
Terre Haute, IncL, to points in New 
Mexico. Texas. Oklahoma. Kansas, and 
Arkansas, and points in Missouri on and 
west of US. Highway 63. The purpose 
of this filing is to eliminate the gateway 
of Springfield, HI. 

No. MC 113855 (Sub-No. E134>, filed 
May 30. 1974. Applicant: INTERNA¬ 
TIONAL TRANSPORT. INC., 2450 
Marion Rd. SE., Rochester. Minn. 55901. 
Applicants representative: Michael E. 
Miller, 520 First National Building, 
Fargo, N. Dak. 58102. Authority sought 
to operate as a common carrier , by motor 
vehicle, over irregular routes, transport¬ 
ing: Tractors (except farm tractors and 
tractors with vehicle beds, bed frames, 
and fifth wheels), and tractors excavat¬ 
ing, grading, and loading attachments, 
from Wichita and Hutchinson, Kans., to 
points in Washington, those in Idaho and 
Montana on and north of U S. Highway 
12, and Portland. Oregon. The purpose 
of this filing is to eliminate the gateway 
of Fargo or Owinner, N. Dak. 

No. MC 113855 (Sub-No. E136). filed 
May 30. 1974 Applicant: INTERNA¬ 
TIONAL TRANSPORT. INC., 2450 
Marion Rd. SE., Rochester. Minn. 55901. 
Applicant's representative: Michael E. 
Miller, 520 First National Bank Bldg.. 
Fargo. N. Dak. 58102. Authority sought 
to operate as a common carrier . by motor 
vehicle, over irregular routes, transport¬ 
ing: (1) New construction, road build¬ 
ing , earth moving, excavating, loading . 
maintenance, logging, and mining 
machinery, and equipment . tractors mot 


including truck tractors), and Pipe- 
layers. and, when moving in combination 
loads on the same vehicle, from the same 
consignor or consignors of the above- 
speclfied commodities, generators , inter¬ 
nal combustion engines, and generators 
and engines combined (except aircraft 
and missile engines), and attachments, 
accessories, and parts of or for the above 
specified equipment and machinery, the 
transportation of w r hich, because of their 
size or weight, require the use of special 
equipment, and related machinery, parts, 
and related contractors' materials , and 
supplies when their transportation is in¬ 
cidental to the transportation by said 
carrier, of commodities which by reason 
of size or weight require special equip¬ 
ment. and (2) Self-propelled articles 
described in (1) abpve, not requiring 
special equipment for their transporta¬ 
tion. each wreighing 15.900 pounds or 
more, and related machinery , tools . parts, 
and supplies moving in connection there¬ 
with, from points in South Dakota on 
and east of a line beginning at the South 
Dakota-North Dakota State line extend¬ 
ing along U.S. Highway 81 In a southerly 
direction to the junction of Interstate 
Highway 90. thence along Interstate 
Highway 90 to the South Dokota-Minne- 
sota State line to points in Arizona, re¬ 
stricted against any service to pipelines, 
pipeline rights-of-way. pump stations, or 
pipeline construction projects along 
such rights-of-way. The purpose of tills 
filing is to eliminate the gateway of Dcs 
Moines, Iowa. 

No. MC 114211 (Sub-No. E153), filed 
June 4, 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420, Wa¬ 
terloo, Iowa 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (Same as 
above). Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: Farm 
machinery, from points in that part 
of Iowa on and west of a line beginning 
at the Iowa-Minnesota State line, thence 
along U.S. Highway 65 to junction U.S. 
Highway 18. thence along U S. Highway 
18 to Junction Iowa Highway 17. thence 
along Iowa Highway 17 to Junction U.S. 
Highway 20. thence along U.8. High¬ 
way 20 to Junction U.S. Highway 71. 
thence along UJB. Highwray 71 to Junction 
Iowa Highway 175, thence along Iowa 
Highway 175 to Junction Iowa Highway 
39. thence along Iowa Highway 39 to 
Junction U.S. Highway 59. thence along 
U.8. Highway 59 to junction Inter¬ 
state Highway 80, thence along Inter¬ 
state Highway 80 to junction Interstate 
Highway 29. thence along Interstate 
Highway 29 to Junction Iowa Highway 2, 
thence along Iowa Highway 2 to the 
Iowa-Nebraska State line to points in 
Texas restricted against movement to oil 
field locations, further restricted against 
the transportation of commodities the 
transportation of which, because of size 
or weight, requires the use of special 
equipment or special handling and 
further restricted against the trans¬ 
portation of those commodities described 
in Mercer Extension—Oil Field Com¬ 
modities, 74 M.C.C. 459. The purpose of 
this filing is to eliminate the gateways 


of Omaha. Nebr., Beatrice. Nebr.. and 
Council Bluffs, Iowa. 

No. MC 114211 (Sub-No. E194), filed 
June 4, 1974. Applicant: WARREN 

TRANSPORT, INC., P.O. Box 420, Wa¬ 
terloo. Iowa 50704. Applicant’s repre¬ 
sentative: Kenneth R. Nelson (8ame as 
above). Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: Cast 
iron pressure pipe (other than pipe 
used in or in connection with the dis¬ 
covery, development, production, refin¬ 
ing, manufacture, processing, storage, 
transmission, and distribution of natural 
gas and petroleum, and their products 
and by-products), and fittings and ac¬ 
cessories therefore when moving with 
such pipe from points in that part of 
Missouri on and north of a line begin¬ 
ning at the Missouri-Kansas 8tate line, 
thence along U.S. Highway 50 to junc¬ 
tion U.S. Highway 63. thence along U.S. 
Highway 63 to Junction Missouri High¬ 
way 68. thence along Mlsouri Highway 
68 to junction Missouri Highway 8, 
thence along Missouri Highway 8 to 
junction Missouri Highway 21. thence 
along Missouri Highway 21 to junction 
Missouri Highwray 72. thence along 
Missouri Highway 72 to Junction Mis¬ 
souri Highway 25, thence along Mis¬ 
souri Highway 25 to junction Missouri 
Highway 77, thence along Missouri High- 
w r ay 77 to junction U B. Highway 60. 
thence along U.S. Highway 60 to the 
Mlssourl-Illinois State line to points in 
Idaho and that part of Arizona on and 
west of a line beginning at the Arizona- 
Utah State line, thence along U.S. High¬ 
way 89 to Junction Arizona Highway 71. 
thence along Arizona Highway 71 to 
junction U.S. Highway 60, thence along 
U.S. Highway 60 to Junction U.S. High¬ 
way 95, thence along U.S Highway 95 to 
the Arizon a - Calif or n la State line. The 
purpose of this filing is to eliminate the 
gateway of the plant site—Griffin Pipe 
Co.—Council Bluffs, Iowa. 

No. MC 114211 (Sub-No. E220), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420. 
Waterloo. Iowa 50704. Applicant’s rep¬ 
resentative: Kenneth R. Nelson (same 
as above). Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Tractors, stationary engines , and attach¬ 
ments and parts therefore when moving 
incidental to and in same vehicle with 
tractors and stationary engines (not in¬ 
cluding tractors with vehicle beds, bed 
frames, or fifth wheels, nor any of the 
above specified commodities which, be¬ 
cause of size or weight require the use 
of special equipment), from Davenport. 
Iowa. Rock Island and Moline, Ill., to 
points in Maine. New Hampshire. 
Vermont, Massachusetts. Connecticut. 
Rhode Island, and to points in that part 
of New York on and east of a line be¬ 
ginning at Ogdenburg. N.Y., thence along 
New York Highway 68 to junction New 
York Highway 66. thence along New 
York Highway 56 to junction New York 
Highway 3, thence along New' York High¬ 
way 3 to Junction New York Highway 30, 
thence along New York Highway 30 to 
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junction U S. Highway 20, thence along 
U.S. Highway 20 to junction UB. High¬ 
way 9. thence along U S. Highway 9 to 
junction New York Highway 119, thence 
along New York Highway 119 to Long 
Island, N.Y.. restricted to traffic originat¬ 
ing at the plant site and warehouse facil¬ 
ities of Deere and Company. The purpose 
of this filing is to eliminate the gateway 
of Dubuque. Iowa, and Horicon, Wise. 

No. MC 114211 (Sub-No. E225), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC.. P.O. Box 420. Wa¬ 
terloo, Iowa 50704. Applicant’s repre¬ 
sentative: Kenneth R. Nelson (same as 
above >. Authority sought to operate as a 
common carrier. by motor vehicle, over 
irregular routes, transporting: Tractor*, 
road making machinery, and contractors' 
equipment and supplies. Irom points in 
that part of Kansas on and west of a 
line beginning at the Nebraska-Kansas 
State line, thence along U.S. Highway S3 
to junction UB. Highway 40. thence 
along U. S. Highway 40 to the Kansas- 
Colorado State line to points in Virginia. 
West Virginia, Maryland. District of Co¬ 
lumbia. Vermont, Connecticut. Massa¬ 
chusetts, Delaware. Pennsylvania, New 
Jersey, New York. New Hampshire, 
Rhode Island, and Maine, restricted to 
the transportation of traffic originating 
at or destined to the plant sites, ware¬ 
house sites, and experimental farms of 
Deere and Company. The purpose of this 
filing is to eliminate the gateway of 
Dubuque. Iowa. 

No. MC 114211 <Sub-No. E259). filed 
June 4, 1974. Applicant: WARREN 

TRANSPORT, INC.. P.O. Box 420. 
Waterloo, Iowa 50704. Applicant’s rep¬ 
resentative: Kenneth R. Nelson (same 
as above). Authority sought to operate 
as a common carrier: by motor vehicle, 
over irregular routes, transporting: 
Tractors, road making machinery, and 
contractors' equipment and supplies, 
from that part of Minnesota on and cast 
of a line beginning at the Minnesota- 
Wisconsin State line, thence along U.S. 
Highway 14 to Junction U.S. Highway 
52. thence along U.S. Highway 52 to 
Junction Interstate Highway 94. thence 
along Interstate Highway 94 to the 
Minnesota-Wisconsin State line to points 
in that part of New York on and east of 
a line beginning at the New York-Penn- 
sylvania State line, thence along New 
York Highway 14 to junction New York 
Highway 13. thence along New York 
Highway 13 to junction New York High¬ 
way 11. thence along New York Highway 
11 to junction New York Highway 57. 
thence along New York Highway 57 to 
Oswego, N.Y. Tlie purpose of this filing 
is to eliminate the gateway of the plant 
site of Stinar Corp., at Minneapolis. 
Minn. 

No. MC 114211 (Sub-No. E263), filed 
June 4, 1974. Applicant: WARREN 

TRANSPORT. INC.. P.O. Box 420. 
Waterloo, Iowa 50704. Applicant’s rep¬ 
resentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Road 


buUding equipment, from points in that 
part of Texas on and west of a Une be¬ 
ginning at the Oklahoma-Texas State 
line, thence along U.S. Highway 271 to 
junction Texas Highway 19, thence along 
Texas Highway 19 to junction Hender¬ 
son County Highway 59. thence along 
Henderson County Highway 59 to Junc¬ 
tion U.S. Highway 287, thence along U.S. 
Highway 287 to Highway 287 to Junc¬ 
tion Freestone County Highway 488, 
thence along Freestone County Highway 
488 to junction U.S. Highway 75. thence 
along U.6. Highway 75 to junction U.S. 
Highway 190. thence along U.S. Highway 
190 to junction Texas Highway 6. thence 
along Texas Highway 6 to junction Texas 
Highway 159. thence along Texas High¬ 
way 159 to Junction Texas Highway 36. 
thence along Texas Highway 36 to junc¬ 
tion Texas Highway 60, thence along 
Texas Highway 60 to Matagorda. Texas, 
and points in Ural part of Oklahoma on 
and west of a line beginning at the Okla¬ 
homa-Arkansas State line, Uience along 
U.S. Highway 59 to juncUon 08. High¬ 
way 271 to the Oklahoma-Tcxas State 
line to points in New York. Connecticut, 
Rhode Island, Massachusetts. Vermont. 
New Hampshire. Maine, and points in 
that part of New Jersey on and north 
of a line beginning at the Pennsylvania- 
New Jersey State line, thence along U.S. 
Highway 22 to Junction Interstate High¬ 
way 287. thence along Interstate High¬ 
way 287 to junction New Jersey Highway 
18. thence along New* Jersey Highway 
18 to jimcUon U.S. Highway 9, thence 
along U.S. Highway 9 to junction New 
Jersey Highway 33. thence along New 
Jersey Highway 33 to Neptune, N.J.. and 
points in Uiat part of Pennsylvania on 
and north of a line beginning at the New 
York-Pennsylvania State line, thence 
along U.S. Highway 62 to JuncUon U8. 
Highway 6. thence along U.S. Highway 
6 to juncUon U8. Highway 219, thence 
along U S. Highway 219 to JuncUon 
Pennsylvania Highway 120, Uience along 
Pennsylvania Highway 120 to juncUon 
U8. Highway 220, thence along U8. 
Highway 220 to Junction U.S. Highway 
15, thence along U.S. Highway 15 to 
JuncUon Interstate Highway 80, thence 
along Interstate Highway 80 to juncUon 
Pennsylvania Highway 93, thence along 
Pennsylvania Highway 93 to JuncUon 
Pennsylvania Highway 248, thence along 
Pennsylvania Highway 248 to JuncUon 
Interstate Highway 78, thence along In¬ 
terstate Highway 78 to the Pennsylvania- 
New Jersey State line restricted to traffic 
originating at or destined to the plant 
sites, warehouse sites, and experimental 
farms of Deere and Company. The pur¬ 
pose of this filing U to eliminate the gate¬ 
ways of Pittsburg. Kansas, and Dubuque. 
Iowa. 

No. MC 114211 (Sub-No. E273), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420. 
Waterloo. Iowa 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as a 
common carrier. by motor velilcle. over 
irregular routes, transporting: Farm 
machinery and parts thereof (except 


commodiUc8 requiring special equip¬ 
ment. the transportation of which, be¬ 
cause of size or weight, requires special 
equipment), from points in Uiat part of 
Minnesota on and east of a line begin¬ 
ning at the Minnesota-Canada Interna¬ 
tional Boundary line, thence along U.S. 
Highway 71 to juncUon Minnesota High¬ 
way 6, Uience along Minnesota Highway 
6 to juncUon U.S. Highway 2. thence 
along U.S. Highway 2 to junctiou U.S. 
Highway 169, thence ulong U.S. High¬ 
way 169 to junction UB. Highway 65. 
thence along U.S. Highway 65 to the 
Minnesota-Iowa State Une to points in 
Louisiana, and to points in that part of 
New Mexico on and south of a Une 
beginning at the Texas-New Mexico 
State line, thence along UB. Highway 62 
to juncUon New Mexico Highway 18. 
Uience along New’ Mexico Highway 18 to 
junction U.S. Highway 82, thence along 
UB. Highway 82 to junction U.S. High¬ 
way’ 85. thence along UB. Highway 85 
to juncUon UB. Highway 66, thence 
along UB. Highway 66 to the Arizona- 
New Mexico State line, and to points 
in that part of Texas on and south of 
a Une beginning at Uie Arkansas-Texax 
State line, thence along Interstate High¬ 
way 30 to JimcUon 0 8. Highway 259. 
thence along U.S. Highway 259 to junc¬ 
Uon UB. Highway 79. Uience along U S. 
Highway 79 to juncUon Interstate High¬ 
way 35. 

Thence along Interstate Highway 35 
to juncUon U.S. Highway 290, thence 
along UB. Highway 290 to Junction UB. 
Highway 87. thence along UB. Highway 
87 to juncUon UB. Highway 180. thence 
along U.S. Highway 180 to the New 
Mexico-Texas State Une. and to points 
in that part of Arkansas on and cast of 
a Une beginning at the Missouri-Ar- 
kansas State Une, thence along UB. 
Highway 63 to JuncUon UB. Highway 
767. thence along UB. Highway 67 to 
the Texas-Arkansas State Une. and to 
points in that part of Missouri on and 
east of a line beginning at the IlUnoLs- 
Missouri State line, thence along UB. 
Highway 36. to juncUon UB. Highway 61. 
thence along UB. Highway 61 to JuncUon 
Missouri Highway 19. thence along Mis¬ 
souri Highway 19 to juncUon U.S. High¬ 
way 66, thence along UB. Highway 66 
to junction U.S. Highway 63 thence 
along U.8. Highway 63 to JuncUon Mis¬ 
souri Highway 137. thence along Mis¬ 
souri Highway 137 to juncUon U.S. 
Highway 63, thence along U.S. Highway 
63 to the Arkansas-Missouri State Une 
restricted to the transportation of traffic 
(a) originating at the plantsites or 
warehouse faculties of International 
Harvester Company and (b) destined 
to Uie destination points specified, ex¬ 
cept Uiat Uie restriction in <b) shall not 
apply to traffic moving in foreign com¬ 
merce. The purpose of this filing is to 
eliminate the gateway of Rock Island 
(East Moline), IU. 

No. MC 114211 (Sub-No. E274>, filed 
June 4. 1974. AppUcant: WARREN 

TRANSPORT, INC.. P.O. Box 420. 
Waterloo, Iowa 50704. Applicant's rep¬ 
resentative: Kenneth R. Nelson (same 
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as above). Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Farm 
machinery and ports thereof (except 
commodities requiring special equipment, 
the transportation of which, because of 
size or weight, requires special equip¬ 
ment), from points In Minnesota to 
points In Indiana, restricted to the trans¬ 
portation of traffic (a) originating at the 
plant sites or warehouse facilities of 
International Harvester Company, and 
(b> destined to the destination points 
specified above (except that the restric¬ 
tion in <b> shall not apply to traffic 
moving in foreign commerce). The pur¬ 
pose of this filing is to eliminate the 
gateway of Rock Island (East Moline), 
HI. 

No. MC 114211 (Sub-No. E275>, filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC.. P.O. Box 420. 
Waterloo. Iowa 50704. Applicant's rep¬ 
resentative: Kenneth R. Nelson (same 
as above). Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Farm 
machinery and parts thereof, from points 
in that part of Missouri on and west of a 
line beginning at the Iowa-Missouri 
State line, thence along U.S. Highway 65 
to Junction UR. Highway 136. thence 
along U.S. Highway 136 to junction U.S. 
Highway 69, thence along U.S. Highway 
69 to the Kansas -Missouri State line and 
to points in Pennsylvania. Maryland, 
Delaware. New Jersey. New York. Con¬ 
necticut. Rhode Island. Massachusetts. 
Vermont. New Hampshire. Maine, and 
points in that part of West Virginia on 
And east of a line beginning at the Penn¬ 
sylvania-West Virginia State line, thence 
along West Virginia Highway 69 to Junc¬ 
tion U.S. Highway 250, thence along UR. 
Highway 250 to the West VirgiiUa-Vir- 
ginia State line and to points in that 
part of Virginia on and east of a line 
beginning at the West Vlrginla-Virginia 
State line, thence along UR. Highway 
250 to junction Virginia Highway 20. 
thence along Virginia Highway 20 to 
Junction UR. Highway 15, thence along 
U.S. Highway 15 to Junction U.S. High¬ 
way 460. thence along UR. Highway 460 
to Junction Virginia Highway 46. thence 
along Virginia Highway 46 to the North 
Carolina-Virginia State line, restricted 
to the transportation of traffic originat¬ 
ing at or destined to the plant sites, 
warehouse sites, and experimental farms 
of Deere and Company. The purpose of 
this filing is to eliminate the gateways 
of Dos Moines and Dubuque, Iowa. 

No. MC 114211 <8ub-No. E276), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420, 
Waterloo, Iowa 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate aa a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Road 
building equipment, from points In that 
part of Texas on and west of a line be¬ 
ginning at the Oklahoma-Tbxas State 
line, thence along UR. Highway 62 to 
Junction U.8. Highway 83, thence along 


UR. Highway 83 to the Mexico-Texas In¬ 
ternational Boundary line to points in 
New York. Connecticut, Rhode Island, 
Massachusetts, New Hampshire. Ver¬ 
mont, Maine, and points in that part of 
West Virginia on and north of a line be¬ 
ginning at the Ohio-West Virginia 8tate 
line, thence along West Virginia Highway 
7 to Junction UR. Highway 19. thence 
along UR. Highway 19 to junction UR. 
Highway 119, thence along U.S. Highway 
119 to Junction West Virginia Highway 
73, thence along West Virginia Highway 
73 to Junction West Virginia Highway 
26, thence along West Virginia Highway 
26 to the West Virglnia-Maryland State 
line and points In that part of Maryland 
on and north of a line beginning at the 
PennsylvanlA-Maryland State line, 
thence along U.S. Highway 40 to Balti¬ 
more. Md.. restricted to traffic originat¬ 
ing at or destined to the plant sites, 
warehouse sites, and experimental farms 
of Deere and Company. The purpose of 
this filing is to eliminate the gateways of 
Pittsburg, Kans., and Dubuque, Iowa. 

No. MC 114211 (Sub-No. E280), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC.. P.O. Box 420. 
Waterloo. Iow*a 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (Same as 
above). Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Farm 
tractors (except those with vehicle beds, 
bed frames and fifth wheels), equipment 
designed for use in conjunction with 
farm tractors, and parts from points In 
that part of North Dakota on and east of 
a line beginning at the North Dakota- 
Canada International Boundary line, 
thence along North Dakota Highway 69 
to Junction UR. Highway 281, thence 
along UR. Highway 281 to Junction UR. 
Highway 10, thence along U.8. Highway 
10 to JunctionNorth Dakota Highway 30. 
thence along North Dakota Highway 30 
to junction North Dakota Highway 13, 
thence along North Dakota Highway 13 
to Junction North Dakota Highway 3. 
thence along North Dakota Highway 3 to 
the North Dakota-South Dakota State 
line to points in Maine. Vermont, New 
Hampshire. Massachusetts. Rhode Is¬ 
land, Connecticut, New Jersey, Delaware, 
Maryland, District of Columbia. New 
York, Pennsylvania. West Virginia. Vir¬ 
ginia, North Carolina, South Carolina, 
Georgia. Florida, Alabama, Tennessee, 
Kentucky, Ohio, Indiana. Illinois. Ar¬ 
kansas. Mississippi. Louisiana, and points 
in that part of California on and south 
of a line beginning at Los Angeles, Cal., 
thence along Interstate Highway 10 to 
the California-Arlzona State line, and 
points in that part of Arizona on and 
south of a line beginning at the Arizona- 
Califomia 8tate line, thence along Inter¬ 
state Highway 10 to Junction U.8. High¬ 
way 60. thence along UR. Highway 60 to 
Junction UR. Highway 70. thence along 
UR. Highway 70 to the Arizona-New 
Mexico State line, and points in that part 
of New Mexico on and south of a line 
beginning at the New Mexlco-Arlzona 
State line, thence along U.8. Highway 70 
to junction Interstate Highway 10. thence 


along Interstate Highway 10 to the New 
Mexico-Texas State line, and points in 
that part of Texas on and south of a line 
beginning at the Texas-New Mexico 
State Une, thence along Interstate High¬ 
way 10 to Junction U.8. Highway 67, 
thence along U.S. Highway 67 to Junc¬ 
tion UR. Highway 377, thence along UR. 
Highway 377 to Junction U.8. Highway 
80. 

Thence along UR. Highway 80 to junc¬ 
tion Interstate Highway 30, thence along 
Interstate Highway 30 to the Tcxas-Ar- 
kansas State line, and points in that part 
of Missouri on and cast of a line begin¬ 
ning at the Missourl-Iow r a State line, 
thence along U.S. Highway 61 to junc¬ 
tion Missouri Highway 16, thence along 
Missouri Highway 16 to junction Mis¬ 
souri Highway 6, thence along Missouri 
Highway 6 to Junction Missouri Highway 
11, thence along Missouri Highway 11 to 
junction UR. Highway 24, thence along 
U.S. Highway 24 to the Missouri-Kansas 
State line, and points in that part of 
Iowa on and east of a line beginning at 
the Iowa-Hlinols State line, thence 
along UR. Highway 67 to junction UR. 
Highway 61. thence along UR. Highway 
61 to Junction UR. Highway 136. thence 
along UR. Highway 136 to the Iowa- 
MLssouri State Une. and points in that 
part of Wisconsin on and east of a line 
beginning at the Wbconsin-Mlchigan 
State line, thence along UR. Highway 
141 to Junction UR. Highway 41. thence 
along U.S. Highway 41 to Junction U.S. 
Highway 151, thence along U S. Highway 
151 to junction Wisconsin Highway 69. 
thence along Wisconsin Highway 69 to 
the Wlsconsin-Illinois State line, and to 
points in that part of Michigan on and 
cast of a Une beginning at Hancock, 
Mich., thence along UR. Highway 41 to 
junction Michigan Highway 28, thence 
along Michigan Highway 28 to Junction 
U.S. Highway 141, thence along UR. 
Highway 141 to the Michigan-Wisconsin 
State line. The purpose of this filing is 
to eliminate the gateway of Fargo. N 
Dak. 

No. MC 114211 (Sub-No. E291), filed 
June 4, 1974. AppUcant: WARREN 

TRANSPORT. INC., P.O. Box 420. Wa¬ 
terloo, Iowa 50704. AppUcant's represent¬ 
ative: Kenneth R. Nelson (same as 
above). Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: Tractors, 
road making machinery, and contractors * 
equipment and supplies, from points in 
Colorado, Nebraska. South Dakota. Min¬ 
nesota, and points in. that part of Iowa 
on and west of a Une beginning at the 
Iowa-Wisconsin State Une. thence along 
U.8. Highway 151 to Junction UR. High¬ 
way 218, thence along UR. Highway 218 
to Junction Interstate Highway 80. 
thence along Interstate Highway 80 to 
Junction Iowa Highway 149. thence 
along Iowa Highway 149 to Junction 
U.S. Highway 63. thence along UR. 
Highway 63 to the Iowa-Missouri State 
Une, and points In that part of Kansas 
on and west of a Une beginning at the 
Kansas-Oklahoma State line, thence 
along UR. Highway 54 to Junction UR. 
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Highway 183. thence along UB. Highway 
183 to junction UB. Highway 56. thence 
along UB. Highway 56 to junction UB. 
Highway 281. thence along U.S. Highway 
281 to junction UB. Highway 24, thence 
along UB. Highway 24 to junction Kan¬ 
sas Highway 9, thence along Kansas 
Highway 9 to Junction UB. Highway 81, 
thence along UB. Highway 81 to Junc¬ 
tion U.8. Highway 36, thence along UB. 
Highway 36 to the Kans&s-MLssouri 
State line to points In Delaware, New 
Jersey. New York, Connecticut, Rhode 
Island. Massachusetts, Vermont, New 
Hampshire, Maine, Pennsylvania. Mary¬ 
land. District of Columbia, and points 
In that part of West Virginia on and east 
of a line beginning at the Ohio-West 
Virginia State line, thence along Inter¬ 
state Highway 77 to Junction UB. High¬ 
way 460. thence along UB. Highway 460 
to Junction U.S. Highway 52. thence 
along U.S. Highway 52 to the West Vir¬ 
ginia-Virgin la State line, and points In 
that part of Virginia on and east of a line 
\ beginning at the West Virginia-Virginla 
State line, thence along UB. Highway 52 
to the North Carolina-Virginia State 
line, restricted to traffic originating at or 
destined to the plant sites, warehouse 
sites, and experimental farms of Deere 
and Company. The purpose of this filing 
Is to eliminate the gateway of Dubuque, 
Iowa. 

No. MC 114211 (Sub-No. E292>. filed 
June 4, 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420, 
Waterloo, Iowa 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as 
a common carrier . by motor vehicle, over 
irregular routes, transporting: Tractors , 
road making machinery . and contractors 
equipment and supplies from points in 
South Dakota, Minnesota, and points in 
. that part of Nebraska on and north of a 
line beginning at the Kansas-Nebraska 
State line, thence along UB. Highway 77 
to Junction U.S. Highway 136, thence 
along U.S. Highway 136 to Junction 
Nebraska Highway 50, thence along 
Nebraska Highway 50 to Junction Ne¬ 
braska Highway 2, thence along Nebraska 
Highway 2 to the Iowa-Nebraska State 
line, and points in that part of Kansas 
on and west of a line beginning at the 
Kansas-Nebraska State line, thence 
along U.S. Highway 83 to junction UB. 
Highway 40. thence along UB. Highway 
40 to the Colorado-Kansas State line, and 
points In that part of Iowa on and north 
of a line beginning at the Iowa-Wiscon¬ 
sin State line, thence along U.8. High¬ 
way 151 to junction Iowa Highway 1, 
thence along Iowa Highway 1 to junc¬ 
tion Interstate Highway 80. thence along 
Interstate Highway 80 to junction UB. 
Highway 69. thcncc along UB. Highway 
69 to junction Iowa Highway 2. thence 
along Iowa Highway 2 to Junction U.8. 
Highway 169. thence along UB. Highway 
169 to the Missourl-Iowa State line, and 
points in that part of Colorado on and 
north of a line beginning at the Colo- 
rado-Kansas State line, thence along 
UB. Highway 40 to Junction UB. High¬ 
way 287, thcncc along UB. Highway 287 


to Junction Colorado Highway 96, thence 
along Colorado Highway 96 to junction 
Colorado Highway 71. thence along Colo¬ 
rado Highway 71 to Junction UB. High¬ 
way 50. thence along UB. Highway 50 
to junction UB. Highway 350. thence 
along UB. Highway 350 to junction Inter¬ 
state Highway 25. thence along Inter¬ 
state Highway 25 to the New Mexico- 
Colorado State line to points in 
Pennsylvania. West Virginia, Virginia 
Delaware. Nevr Jersey, New York. Con¬ 
necticut, Rhode Island. Massachusetts, 
Vermont, New Hampshire, Maine, Mary¬ 
land. and the District of Columbia, re¬ 
stricted to traffic originating at or des¬ 
tined to the piantsites. warehouse sites 
and experimental farms of Deere and 
Company. The purpose of this filing is 
to eliminate the gateway of Dubuque. 
Iowa. 

No. MC 114211 (Sub-No. E296>. filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420. 
Waterloo, Iowa 50704. Applicant’s repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as 
a common carrier . by motor vehicle, over 
irregular routes, transporting: Tractors , 
road making machinery . and contractors 
equipment and supplies from points in 
that part of Minnesota on and east of a 
line beginning at the Minnesota-Iowa 
State line, thence along U.8. Highway 71 
to junction UB. Highway 12, thence 
along UB. Highway 12 to the Minnesota - 
Wisconsln State line to points In that 
part of Utah on and south of a line begin¬ 
ning at the Utah-Idaho State line, thence 
along UB. Highway 91 to Junction U.S. 
Highway 89. thence along UB. Highway 
89 to junction UB. Highway 40. thence 
along UB. Highway 40 to the Utah- 
Colorado State line and to points in that 
part of Oregon on and south of a line 
beginning at the Oregon-Nevada State 
line, thence along UB. Highway 95, to 
junction Oregon Highway 78, thence 
along Oregon Highway 78 to Junction 
UB. Highway 20, thence along U.S. High¬ 
way 20 to junction UB. Highway 97, 
thence along UB. Highway 97 to junc¬ 
tion Oregon Highway 138, thence along 
Oregon Highway 138 to junction Oregon 
Highway 38, thence along Oregon High¬ 
way 38 to Reedsport, Oregon, restricted 
to traffic originating at the plant sites, 
warehouse sites, and experimental farms 
of Deere and Company. 

No. MC 114211 (Sub-No. E297), filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420, 
Waterloo. Iowa 50704. Applicant's rep¬ 
resentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Farm ma¬ 
chinery and parts thereof, from points in 
that part of Minnesota on and east of a 
line beginning at the Iowa-Minnesota 
State line, thence along UB. Highway 71 
to Junction UB. Highway 12. thence 
along U.S. Highway 12 to the Minnesota- 
Wisconsin State line to points in that 
part of Oregon on and south of a line 
beginning at the Oregon-Nevada State 
line, thence along UB. Highw^ay 95 to 


junction Oregon Highway 78. thence 
along Oregon Highway 78 to junction 
U.S. Highway 20. thence along UB. High- 
way 20 to junction U.8. Highway 97. 
thence along U.8. Highway 97 to Junc¬ 
tion Oregon Highway 138. thence along 
Oregon Highway 138 to junction Oregon 
Highway 38, thence along Oregon High¬ 
way 38 to Reedsport. Oregon and to 
points in that part of Utah on and south 
of a line beginning at the Utah-Idaho 
State Une, thence along UB. Highway 01 
to junction UB. Highway 89, thence 
along UB. Highway 89 to junction U.8. 
Highway 40. thence along U.S. Highway 
40 to the Utah-Colorado State Une, re¬ 
stricted to traffic originating at the plant 
sites, warehouse sites and experimental 
farms of Deere and Company. The pur¬ 
pose of tills filing is to eliminate the 
gateway of Des Moines, Iowa. 

No. MC 114211 (Sub-No. E299). filed 
June 4. 1974. Applicant: WARREN 

TRANSPORT. INC., P.O. Box 420, 
Waterloo. Iowa 50704. Applicant's repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: Tractors. 
road making machinery, and contractors 
equipment and supplies from points in 
that part of South Dakota on and north 
of a line beginning at the Minnesota- 
South Dakota State line, thence along 
UB. Highway 16 to junction Interstate 
Highway 90. thence along Interstate 
Highway 90 to junction South Dakota 
Highway 79, thence along South Dakota 
Highway 79 to Junction UB. Highway 
385. thence along U.8. Highway 385 to 
Junction UB. Highway 18. thence along 
UB. Highway 18 to the South Dakota- 
Wyoming State line to points In Maine, 
New Hampshire. Vermont, Massachu¬ 
setts. Connecticut, Rhode Island. New 
York, Pennsylvania. New Jersey. Mary¬ 
land, Delaware, West Virginia. Virginia, 
Ohio. Indiana, and points in that part 
of Kentucky on and east of a line begin¬ 
ning at the Kcntucky-Indiana State Une, 
thence along UB. Highway 41 to Junc¬ 
tion Alternate UB. Highway 41, thence 
along Alternate UB. Highway 41 to the 
Kentucky-Tennessee State Une and 
points in that part of Michigan on and 
east of a line beginning at the Wisconsin- 
Michlgan State Une, thence along UB. 
Highway 41 to junction Michigan High¬ 
way 35. thence along Michigan Highway 
35 to junction U.S. Highway 141, thence 
along UB. Highway 141 to junction UB. 
Highway 2. thence along U.S. Highway 
2 to junction Michigan Highway 77. 
thence along Michigan Highway 77 to 
junction Michigan Highway 28. thence 
along Michigan Highway 28 to junction 
Interstate Highway 75. thence along In¬ 
terstate Highway 75 to Sault Ste. Marie. 
Mich, restricted to the transportation of 
traffic originating at the plant sites and 
warehouse facilities of Deere and Com¬ 
pany. The purpose of this filing is to 
eliminate the gateway of Minneapolis, 
Minn, and plant sites of Deere and Com¬ 
pany at Horicon, Wls. 

No. MC 114211 (Sub No. E300), filed 
June 4. 1974. AppUcant: WARREN 
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TRANSPORT. INC.. P.O. Box 420. 
Waterloo. Iowa 50704. Applicants repre¬ 
sentative: Kenneth R. Nelson (same as 
above). Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: ta) Trac¬ 
tors (except those with vehicle, beds, 
bed frames, and filth wheels), <b> equip¬ 
ment designed for use in conjunction 
with tractors. <c> agricultural, indus¬ 
trial. and construction machinery and 
equipment. <d) trailers . designed for the 
transportation of the above-described 
commodities (except those trailers de¬ 
signed to be drawn by passenger auto¬ 
mobiles >. <«> attachments tor the above- 
described commodities <f) internal com¬ 
bustion engines, and (g> parts of the 
commodities described in (a) through 
(f) from points on that part of Missouri 
on and north of a line beginning at the 
MlAsouri-IUinols State line, thcncc along 
U S Highway 136 to Junction Missouri 
Highway 15. thence along Missouri High¬ 
way 15 to Junction Missouri Highway 6. 
thence along Missouri Highway 6 to 
Junction Missouri Highway 11, thence 
along Missouri Highway 11 to Junction 
U S. Highway 36, thence along U.S. High¬ 
way 36 to Junction Interstate Highway 
35. thence along Interstate Highway 35 
to the Missouii-Kansas State line to 
points in New York. Vermont. New 
Hampshire, Massachusetts, Connecticut, 
Rhode Island, New Jersey, Delaware. 
Maine. Maryland, and points In that 
part of Pennsylvania on and east of a 
line beginning at Lake Erie, thence 
along UJ3. Highway 19 to Junction U.S. 
Highway 6. thence along U.S. Highway 
6 to junction U.S. Highway 219. thence 
along U.S. Highway 219 to Junction U.8. 
Highway 22, thence along U.S. Highway 
22 to Junction VS. Highway 220, thence 
along U.S. Highway 220 to the Pennsyl- 
vania-Mary land State line, restricted to 
commodities which are transported on 
trailers and restricted to traffic originat¬ 
ing at or destined to the plant sites, 
warehouse sites, and experimental farms 
of Deere and Company. The purpose of 
this filing is to eliminate the gateway 
of Dubuque. Iowa. 

No. MC 124423 (Sub No. E2>, filed No¬ 
vember 13. 1974. Applicant: JET MES¬ 
SENGER 8ERVICE. INC.. P-O. Box 99, 
Metuchen, N.J. 08840. Applicant s repre¬ 
sentative: W. C. Mitchell. 370 Lexington 
Avenue. New York, N.Y. 10017. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: General commodities (ex¬ 
cept furniture, garments, and garment 
materials, cash letters and checks, ar¬ 
ticles of unusual value. Classes A and B 
explosives, household goods as defined by 
the Commission, commodities in bulk, 
and those requiring special equipment), 
moving in express service, subject to the 
restriction that no service shall be pro¬ 
vided on the transportation of articles 
weighing in the aggregate more than 
3,000 pounds from one consignor at one 
location to one consignee at one location 
on any one day. <I> between points in 
Camden County, N.J.. on the one hand, 
and, on the other, points in Bergen, Es¬ 


sex. Hudson, Middlesex. Monmouth. 
Morris, Passaic, Somerset. Sussex, and 
Union Counties, N.J. (Philadelphia, 
Pa.)*, (2) between points in Mercer 
County. N.J., on the one hand, and. on 
the other. Elisabeth and Newark, N.J„ 
and points in Bergen and Hudson Coun¬ 
ties. N.J. (New York. N.Y.) \ <*> between 
points in Warren County. N.Y.. on the 
one hand. and. on the other, points in 
Bergen County. N.J. (east of Garden 
States Parkway). Hudson County. N.J., 
Middlesex County. N.J. (east of N.J. 
Highway 18 from Somerset-Middlesex 
Counties line to junction with U.8. High¬ 
way 9 and east of U5. Highway 9 from 
Junction with NJ. Highway 18 to Mid- 
dlesex-Monmouth Counties, line', and 
Union County. N.J. (east of Garden 
States Parkway) (New York. N.Y.) *, <4) 
between points in Carbon County, Pa., on 
the one hand. and. on the other, points 
in Monmouth County, N.J. (8outh 
Amboy. N.J.) *, (5) between points in 
Carbon County, Pa., on the one hand, 
and. on the other, points in Morris 
County. N.J. (eliminate Somerville, 
Gladstone, and Somerset Counties.)*. 
The purpose of this filing is to eliminate 
the gateways Indicated by asterisks 
above. 

By the Commission. 

Tsr. alI Robert L. Oswald, 

Secretory. 

IFB Doc.76-1062 Piled 1-10-75:8:45 am) 


(Rx Part* No 200 (Sub-No. 1)1 

LONG ISLAND RAIL ROAD CO. 

Increases in Freight Rates and Charges To 

Offset Retirement Tax Increase—1973 

At a general session of the Interstate 
Commerce Commission, held at its office 
in Washington, D.C., on the 7th day of 
January. 1975. 

It appearing. That pursuant to section 
15a(4)<b) of the Interstate Commerce 
Act. the Commission has approved the 
petitioner Long Island Rail Road Com¬ 
pany's terminal surcharge of 12.5 percent 
on the total freight charges for traffic 
originating or terminating on its lines. In 
order that It may offset increased ex¬ 
penses experienced as a result of the 
Railroad Retirement Amendments of 
of 1973, Pub. L. 93-69, 87 Slat. 162: 

It further appearing. That the evi¬ 
dence submitted In this proceeding for 
the third and fourth calendar quarters 
of 1973 and the four calendar quarters of 
1974 consists of projected data only: 

And It further appearing. That the 
data pertaining to the actual increased 
expenses and increased freight revenues 
is now available to the railroad peti¬ 
tioner; 

Wherefore, and for good cause: 

We find. That the Long Island Rail 
Road Company should be required to sub¬ 
mit the data specified In the following 
paragraphs. 

It Is ordered. That the Long Island Rail 
Rood Company is directed to file with 
this Commission the following data and 


Information by February 10, 1975, which 
shall disclose: 1 

(a) The amount of increases In ex¬ 
penses resulting from any increases in 
taxes under the Railroad Retirement Tax 
Act, as amended, occurring on or before 
January 1, 1975, or as a result of the 
enactment of the Railroad Retirement 
Amendments of 1973. by showing for the 
fourth quarter of 1973 and for each 
quarter of 1974— 

(1) The mid-month number of em¬ 
ployees. 

(2) Tlie total service hours by operat¬ 
ing and other employees, as reported In 
ICC wage statlstlcs» Forms A and B. 

(3) The total compensation paid for 
operating and other employees, as re¬ 
ported in ICC wage statistics. Forms A 
and B. 

(4) The total compensation subject to 
retirement taxes, 

(5) The retirement taxes paid, 

(6> The retirement tax rate. 

(7) The retimement taxes reimbursed 
by AMTRAK and other public authori¬ 
ties. 

(8) The total dollar amount of tax in¬ 
creases resulting from the increased tax. 
rates. 

(b) The dollar amount obtained from 
the increased freight rates showing for 
the fourth quarter of 1973 and for each 
quarter of 1974— 

(D The freight revenue ton miles. 

<2) The freight revenues, 

(3) The freight revenues obtained 
from the interim terminal surcharge 
granted In this proceeding. 

(e) The availability of means other 
than a terminal .surcharge by which the 
petitioner might absorb or offset such 
increases in expenses, identifying the 
means considered. 

<d> The method of making refunds 
as well as evidence that any repayment 
shall be prompt and complete. 

And it is further ordered. That notice 
of the entry of this order shall be given 
to the general public by depositing a 
copy in the office of the Secretary of the 
Commission and by filing a copy with 
the Office of the Federal Register for 
publication therein. 

This is not a major Federal action 
significantly affecting the quality of the 
human environment within the meaning 
of the National Environmental Policy 
Act of 1969. Nor will the proposed action, 
limited as it is to the application of the 
Railroad Retirement Amendments of 
1973, Pub. L, 93-69. 87 Stat 162, serve 
as a precedent for Commission action 
not directly related to the Railroad Re¬ 
tirement Amendments of 1973. 

By the Commission. 

[seal] Robert L. Oswald, 

Secretary . 

[TO Doc.75-1061 FUod 1-10-75,8:45 am) 


> The method* used to derive the estimate* 
must be reflected. Including assumptions 
used: and all underlying worn papers must 
be made available to the Commission upon 
request. 
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(Notice 2) 

MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 

The following arc notices of filing of 
application: except as otherwise specifi¬ 
cally noted, each applicant states that 
there will be no significant effect on the 
quality of the human environment re¬ 
sulting from approval of Its application, 
for temporary authority under section 
20 la (a) of the Interstate Commerce Act 
provided for under the new rules of Ex 
Parte No. MC-67 (49 CFR Part 1131) 
published in the Federal Register, issue 
of April 27. 1965. effective July 1. 1965. 
These rules provide that protests to the 
granting of an application must be filed 
with the field official named In the Fed¬ 
eral Register publication, within 15 
calendar days after the date of notice 
of the filing of the application is pub¬ 
lished in the Federal Register. One copy 
of such protests must be served on the 
applicant, or its authorized represent¬ 
ative, if any, and the protests must cer¬ 
tify that such service has been made. 
The protests must be specific as to the 
service which such protestant can and 
will offer, and must consist of a signed 
original and six (6) copies. 

A copy of the application Is on file, 
and can be examined at the Office of 
the Secretary. Interstate Commerce 
Commission. Washington, D.C., and also 
In field office to which protests are to 
be transmitted. 

Motor Carriers or Property 

No. MC 531 (Sub-No. 303TA). filed De¬ 
cember 30. 1974. Applicant: YOUNOER 
BROTHERS, INC , 4904 Griggs Road. 
Houston. Tex. 77021. Applicant's repre¬ 
sentative: J. D. Autrey (same address as 
applicant). Authority sought to operate 
as a common carrier. by motor vehicle, 
over Irregular routes, transporting: 
Flavoring compounds, in bulk, in tank 
vehicles, from Bardstown, Ky.. to El 
Segundo, Calif., for 180 days. Supporting 
shipper: Barton Brands. Ltd., Barton 
Road. Bardstown, Ky. 40004. Send pro¬ 
tests to: District Supervisor John Men- 
slng. Interstate Commerce Commission. 
Bureau of Operations. 515 Rusk, Room 
8610, Federal Building, Houston. Tex. 
77002. 

No. MC 31809 (Sub-No. OTA) (Correc¬ 
tion ), filed September 27. 1974, pub¬ 
lished in the Federal Register issue of 
October 11. 1974, and republished as 
corrected this issue. Applicant: CLAY’S 
TRANSFER CO . INC , P.O. Box 1131. 
Rocky Mount, N.C. 27801. Applicant's 
representative: Wiley W. Clay (same ad¬ 
dress as applicant). Authority sought to 
operate as a common carrier , by motor 
vehicle, over irregular routes, transport¬ 
ing: Landscape . timbers and fencing . 
(a) from Weyco. Craven County. N.C., 
and Plymouth, N.C., to Salisbury, Md., 
for stopping-ln-transit for rot preventive 
treatment, thence to points in North 
Carolina, Virginia. Tennessee, Kentucky. 
Illinois, Indiana, Michigan, Ohio, West 
Virginia, Pennsylvania, Delaware. New 
Jersey, New York, Rhode Island. Con¬ 


necticut. Massachusetts. Vermont, New 
Hampshire, Maine, Maryland, and the 
District of Columbia and (b) from 
Weyco. Craven County. N.C. and Plym¬ 
outh. N.C., to Pageland. S.C. for 
stopping-ln-transit for rot preventive 
treatment, thence to points in the United 
States in and east of Michigan. Illinois, 
Kentucky, Tennessee. Mississippi, and 
Louisiana, for 180 days. Supporting 
shipper: Weyerhaeuser Company, P.O. 
Box 787. Plymouth. N.C. 27893. Send pro¬ 
tests to: Archie W. Andrews, District 
Supervisor, Interstate Commerce Com¬ 
mission, Bureau of Operations, P.O. Box 
26896, Raleigh. N.C. 27611. 

Notr.—T he purpose of thU republlcatlon 
is to show that Weyco, Craven County. N.C., 
wu inadvertently .*hown aa Waco. N.C.. In 
parte (A) and (B) of the territorial de¬ 
scription. 

No. MC 47583 (Sub-No. 18TA), filed 
December 31. 1974. Applicant: TOLLIE 
FREIOHTWAYS. INC., 41 Lyons Ave¬ 
nue. Kansas City. Kans. 66118. Appli¬ 
cant’s representative: D. S. Huits, P.O. 
Box 225, Lawrence, Kans. 66044. Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting: Cellulose insula¬ 
tion, blowing machines , replacement 
parts, and supplies, from Wellsvllle, 
Kans., to points in Iowa, Kansas. Mis¬ 
souri, Nebraska, Illinois. Colorado, Okla¬ 
homa, Arkansas, and Texas, for 180 days. 
Supporting shipper: Diversified Insula¬ 
tion. Inc., Box 91. 2705 W. Highway 53. 
Hamel, Minn. 55340. Send protests to: 
Vernon V. Coble, District Supervisor, Bu¬ 
reau of Operations. Interstate Commerce 
Commission. 600 Federal Building. 911 
Walnut Street, Kansas City. Mo. 64106. 

No. MC 71902 (Sub-No. 82TA). filed 
December 30. 1974. Applicant: UNITED 
TRANSPORTS, INC.. 4900 N. Santa Fe 
St.. Oklahoma City. Okla. 73118. Appli¬ 
cant’s representative: Robert E. Joyner, 
2008 Clark Tower. 5100 Poplar Avenue, 
Memphis. Tenn. 38137. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: New motor vehicles, vehicle cabs and 
bodies, and automobile snow equipment 
and paraphernalia, when transported in 
display vehicles, in initial movements, in 
truckaway service, from the plantsite of 
General Motors Corporation (QM Assem¬ 
bly Division) at Arlington, Tex., to points 
in Illinois. Iowa. Minnesota, South Da¬ 
kota, North Dakota, and Wisconsin, for 
180 days. Supporting shipper: General 
Motors Corporation. Earl R. Wiseman. 
Dir. Planning & Rates, GM Logistics Op¬ 
erations, 30007 Van Dyke Avenue. War¬ 
ren, Mich. 48090. Send protests to: C. L. 
Phillips. DLstrict Supervisor, Interstate 
Commerce Commission, Bureau of Op¬ 
erations, Room 240. Old P.O. Bldg.. 215 
NW. Third. Oklahoma City, Okla. 73102. 

No. MC 10010P (Sub-No. 6TA) # filed 
December 27, 1974. Applicant: HERMAN 
8TUMPF, JAMES STUMPF, AND ROB¬ 
ERT 8TUMPF, doing business as H. 
STUMPF & SONS, R.R. No. 3. Worthing¬ 
ton. Minn. 56187. Applicant's representa¬ 
tive: Val M. Higgins. 1000 First National 


Bank Bldg.. Minneapolis, Minn. 55402. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over Ir¬ 
regular routes, transporting: (1) Feed 
and feed ingredients , between Worthing¬ 
ton, Minn., on the one hand, and, on the 
other, points in South Dakota and points 
in Iowa on and west of U.S. Highway 65 
and on and north of U.S. Highway 30: 
and (2) Animal health products, from 
Worthington, Minn., to points in South 
Dakota and points in Iowa on and west of 
U5. Highway 65 and on and north of 
UB. Highway 30. for 180 days. Support¬ 
ing shippers: Allied Mills. P.O. Box 522, 
Worthington, Minn 56187 and Cargill. 
Inc., Oxford Street, Worthington, Minn. 
56187. Send protests to: A. N. Spath, Dis¬ 
trict Supervisor, Interstate Commerce 
Commission, Bureau of Operations. Room 
414 Federal Building & U.S. Courthouse, 
110 South Fourth Street, Minneapolis, 
Minn. 55401. 

No. MC 103051 (Sub-No. 334TA). filed 
December 27. 1974. Applicant: FLEET 
TRANSPORT COMPANY, INC., 934 44th 
Avenue North, Nashville, Tenn. 37209. 
Applicant’s representative: William O. 
North (same address as applicant). Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Paint . in bulk. In 
tank vehicles, from Tucker. Ga., to Cleve¬ 
land, Tenn.. for 180 days. Supporting 
shipper: E. I. du Pont de Nemours & Co., 
Inc.. Market Street, Wilmington, Del, 
19898. Send protests to: Joe J. Tate. Dis¬ 
trict Supervisor. Interstate Commerce 
Commission, Bureau of Operations. A- 
422 U.S. Court House, Nashville. Tenn. 
37203. 

No. MC 107403 (Sub-No. 928TA). filed 
December 30. 1974. Applicant: MAT- 
LACK. INC., 10 W T est Baltimore Avenue. 
Lansdowne, Pa. 19106. Applicant’s rep¬ 
resentative: John Nelson (same address 
as applicant). Authority sought to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Coloring syrup . in bulk, in tank 
vehicles, from Louisville. Ky., to Cedar 
Rapids. Iowa, for 180 days. Supporting 
shipper: G. Richard Jones, Regional 
Sales Manager, D. D. Williamson & Co.. 
Inc., 1901 Payne Street, P.O. Box 6001, 
Louisville. Ky. Send protests to: Ross 
A. Davis, District Supervisor. Interstate 
Commerce Commission, Bureau of Op¬ 
erations, 600 Arch Street, Room 3238, 
Philadelphia. Pa. 19106. 

No. MC 107496 < Sub-No. 980TA), filed 
December 31, 1974. Applicant: RUAN 
TRANSPORT CORPORATION. Third 
and Keosauqua Way. Des Moines. Iowa 
50309. Applicant’s representative: E. 
Check (same address as applicant). Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Liquid animal feed 
and feed supplement, in bulk, from the 
plantsite of Land O’Lakes, Inc., at or 
near Clarence. Iowa, to points In Illinois, 
Minnesota, Nebraska, North Dakota. 
South Dakota. Wisconsin, and Iowa, for 
180 days. Supporting shipper: Land 
OXakes, Inc., 2827 8th Avenue South, 
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Port Dodge, Iowa 50501. Send protests 
to: Herbert W Allen. District Supervisor, 
Interstate Commerce Commission, 
Bureau of Operations, 875 Federal Build¬ 
ing, Des Moines. Iowa 50309. 

No. MC 107496 (Sub-No. 981TA). ffled 
December 31. 1974. Applicant: RUAN 
TRANSPORT CORPORATION. Third 
and Keo&auqua Way, Des Moines. Iowa 
50309. Applicant’s representative: E. 
Check (same address as applicant). Au¬ 
thority sought to operate as a common, 
carrier . by motor vehicle, over irregular 
routes, transporting: Cl) MAF-l fuels, 
in bulk. In tank vehicles, from the Naval 
Ammunition Depot. Hawthorne, New; 
the Letterkenny Army Depot. Chambers- 
burg. Penn.: and the Anniston Army De¬ 
pot, Bynum, Ala., to the Eagle River 
Chemical Co , plantsite at West Helena, 
Ark.: and <2) UDMH (unsymmetrical 
dlmethylhydrazine). in bulk, in tank 
vehicles, from the Eagle River Chemical 
plantsite at West Helena, Ark., to Rocky 
Mt. Arsenal at Ladora, Colo., for 180 
days. Supporting shipper: Regulatory 
Law Office. Office of the Judge Advocate 
General. Department of the Army. De¬ 
partment of Defense, Washington, D.C. 
20310. Send protests to: Herbert W. 
Allen. District Supervisor, Bureau of Op¬ 
erations. Interstate Commerce Commis¬ 
sion. 875 Federal Bldg., Des Moines, 
Iowa 50309. 

No. MC 111729 i Sub-No. 490TA), filed 
December 30, 1974. Applicant: PURO- 
LATOR COURIER CORP., 2 Nevada 
Drive, Lake Success. N.Y. 11040. Appli¬ 
cant’s representative: John M. Delany 
(same address as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Clinical laboratory speci¬ 
mens, from points in Connecticut, 
Massachusetts, New Hampshire. New 
Jersey, New York. Pennsylvania, and 
Rhode Island to West Nyack. N.Y., for 
90 days. Supporting shipper: Schwarz/ 
Mann. Division of Becton Dickinson, 
Mountainview Avenue. Orangeburg. N.Y. 
10962. Send protests to: Anthony D. 
Glaimo. District Supervisor, Bureau of 
Operations. Interstate Commerce Com¬ 
mission. 26 Federal Plaza. New York, 
N.Y. 10007. 

No. MC 113325 (Sub-No. 139TA), De¬ 
cember 27. 1974. Applicant: SLAY 

TRANSPORTATION CO.. INC., 2001 a 
7th Street. St. Louis. Mo. 63104. Appli¬ 
cant’s representative: T. M. Tahan 
(same address os applicant). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Acids and chemicals . In 
bulk, in tank and hopper vehicles, from 
the plantsites of Monsanto Company at 
Kearny and Bridgeport, N.J.. and Ev¬ 
erett and Springfield. Mass., to Kansas 
City, Kans.. and points in Missouri and 
Illinois, for 180 days. Supporting ship¬ 
per: Monsanto, 800 North Lindbergh 
Boulevard. St. Louis, Mo. 63166. Send 
protests to: District Supervisor J. P. 
Werthmann, Interstate Commerce Com¬ 
mission. Bureau of Operations, Room 
1465, 210 N. 12th 8treet, St. Louis, Mo. 
63101. 


No. MC 113475 (Sub-No 23TA) (Cor¬ 
rection) , filed October il. 1974, and pub¬ 
lished in the Federal. Register issue of 
October 31. 1974. and republished as cor¬ 
rected this issue. Applicant: RAWLINGS 
TRUCK LINE, INC.. P O. Box 831. Em¬ 
poria. Va. 23847. Applicant’s representa¬ 
tive: Edward G. Villa Ion. 1032 Pennsyl¬ 
vania Bldg.. Pennsylvania Ave. & 13th 
St. NW„ Washington. OjC, 20004. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Landscape tim¬ 
bers and fencing . (A) from Wcyco, 
Craven County. N.C.. and Plymouth, 
N.C., to Salisbury* Md.. for stopping-in 
transit for rot preventive treatment, 
thence to points in North Carolina, Vir¬ 
ginia, Tennessee, Kentucky. Illinois. In¬ 
diana, Michigan, Ohio, West Virginia, 
Pennsylvania. Delaware. New Jersey, 
New York, Connecticut. Massachusetts, 
Rhode Island, Vermont, New Hampshire, 
Maine. Maryland, and the District of 
Columbia, and <B) from Weyco. Craven 
County, N.C., and Plymouth. N.C., to 
Pageland, S.C., for stopping-in transit 
for rot preventive treatment, thence to 
points in the United Stales in and east 
of Michigan. Illinois, Kentucky. Ten¬ 
nessee. Mississippi, and Louisiana, for 
180 days. Supporting shipper: Joseph 
Genodes. Jr.. Region Transportation 
Manager, P.O. Box 787, Plymouth. N.C. 
27803. Send protests to: District Super¬ 
visor C. M. Harmon. Interstate Com¬ 
merce Commission. Bureau of Opera¬ 
tions, 10-502 Federal Bldg., 400 N. 8th 
Street, Richmond. Va. 23240. 

Nora.—The purpose of this repuhllration 
la to show Weyco, Craven County, N.C- in¬ 
advertently shown as Waco. N.C- In parts 
A and B of the territorial description. 

No. MC 114896 (Sub-No. 24TA), filed 
December 27, 1974. Applicant: PURO- 
LATOR SECURITY INC.. 1341 W. Mock¬ 
ingbird Lane. Suite 1001E. Dallas. Tex. 
75247. Applicant’s representative: Wil¬ 
liam E. Pulllngim (same address as ap¬ 
plicant). Authority sought to operate as 
a contract carrier, by motor vehicle, over 
irregular routes, transporting: Gasoline 
coupons, between points in the United 
States (except Alaska and Hawaii), for 
180 days. Supporting shipper: General 
Services Administration. Transportation 
Management Specialist, Crystal Mali. 
Building No. 4. Washington, D.C. 20406. 
Send protests to: District Supervisor 
Gerald T. Holland, Interstate Commerce 
Commission. Bureau of Operations, 1100 
Commerce Street. Room 13C12, Dallas. 
Tex. 75202. 

No. MC 115523 (Sub 172TA>, filed De¬ 
cember 31, 1974. Applicant: CLARK 
TANK LINES COMPANY. 1450 Beck 
Street. P.O. Box 1895. 84110, Salt Lake 
City. Utah 84116. Applicant's represent¬ 
ative: P. Robert Reeder, 79 South State 
Street. P.O. Box 11898. 8alt Lake City, 
Utah 84111. Authority sought to operate 
as a common carrier . by motor vehicle, 
over irregular routes, transporting: 
Crude oil, from points in Uintah and 
Duchesne Counties. Utah, to points in 
Cheyenne County. Nebr, for 180 days. 
Supporting shipper: Husky Oil Co., 4040 


East Louisiana Avenue, Denver, Colo. 
(Harvey Webb, Traffic Manager). Send 
protests to: District Supervisor Lyle D. 
Heifer. Interstate Commerce Commis¬ 
sion, Bureau of Operations, 125 South 
State Street, 5301 Federal Building. Salt 
Lake City, Utah 84138. 

No MC 115841 • Sub-No. 493TA), filed 
December 30, 1974. Applicant: COLO¬ 
NIAL REFRIGERATED TRANSPORTA¬ 
TION. INC., 107 Vulcan Road, Vulcan 
Life Bldg., Suite 200. Homewood. Ala. 
35209, P.O. Box 10327. Birmingham. Ala. 
35202. Applicant’s representative: Roger 
M Shaner (same address as above). Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting: Frozen foods, ex¬ 
cept commodities in bulk, from Adair- 
ville, Ky.. to points In Alabama. Arkan¬ 
sas, California, Connecticut. Delaware, 
Florida, Georgia, Illinois. Indiana, Iowa, 
Kansas. Louisiana, Maine, Maryland. 
Massachusetts. Michigan. Minnesota, 
Mississippi. Missouri, Nebraska, New 
Hampshire. New* Mexico. New Jersey, 
New York. North Carolina. Ohio. Okla¬ 
homa, Oregon. Pennsylvania, Rhode 
Island, South Carolina, Texas, Washing¬ 
ton. West Virginia, Wisconsin, Virginia, 
and the District of Columbia, for 180 
days. Supporting shipper: Odom’s 
Sausage Company, 910 Neeley's Bend 
Road. Madison, Tenn. 37115. Send pro¬ 
tests to: Clifford W. White, District Su¬ 
pervisor. Bureau of Operations, Inter¬ 
state Commerce Commission. Room 
1616—2121 Building. Birmingham. Ala. 
35203. 

No. MC 117068 (Sub-No. 37TA). filed 
December 30. 1974. Applicant: MID¬ 
WEST SPECIALIZED TRANSPORTA¬ 
TION, INC., No. Highway 63. P.O. Box 
6418, Rochester, Minn. 55901. Applicant’s 
representative: Paul F. Sullivan, 711 
Washington Building. 15tli and New 
York Avenue NW., Washington. D.C, 
20005. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: (1) Aerial 
lift buckets (except those which, because 
of size or weight, require the use of spe¬ 
cial equipment), from Emmeteburg. Iowa, 
to Columbus. Ohio. Morristown, Pa., and 
Dallas. Tex.: and (2) Tubing, from 
Shelby, Ohio and Chicago. HI., to Em- 
metsburg. Iowa, for 180 days. Supporting 
shipper: Dumell Engineering. Inc., 
Broadway South. Erametsburg. Iowa 
50536. Send protests to: A. N. Spath. Dis¬ 
trict Supervisor. Interstate Commerce 
Commission, Bureau of Operations. Room 
414 Federal Building and U.8. Court¬ 
house. 110 South Fourth Street, Minne¬ 
apolis. Minn. 55401. 

No. MC 118882 (Sub-No. 4TA>, filed 
December 20. 1974. Applicant: JOE L. 
LAMBERT, doing business as LAMBERT 
TRUCKING SERVICE, 715 Fox Avenue, 
HarrisvUle, W. Va. 26362. Applicant’s rep¬ 
resentative: John M. Friedman, P.O. Box 
426. 2930 Putnam Avenue, Hurricane, 
W. Va. 25526. Authority sought to oper¬ 
ate as a common carrier, by motor vehi¬ 
cle, over irregular routes, transporting: 
(A) (L) Salt, in bulk. In dump vehicle* re¬ 
quiring special equipment for unloading ( 
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and having prior movement by barge and 
(2) Coal, in bulk, in dump vehicles; and 
<B) (1) Commodities named in (A)(1) 
above, from Willow Island and Belmont. 
W. Vo., to State Highway Storage Areas 
located at or near Marietta. Bartlett. Bel- 
pre, Macksburg. and Beverly. Ohio, and 
(2) Commodities named in (A) (2) above, 
from mine sites located In Harrison. 
Lewis. Upshur, and Barbour Counties, 
W. Va. via crusher units located at or 
near Willow Island and Parkersburg, 
W. Va.. to points In Washington County, 
Ohio, for 180 days. Supporting shippers: 
Burkhanrvon Sales Co., Inc., P.O. Box 
788. Buckhannon. W. Va. 28201, Att.: 
Victor R. 8tarkey, Vice Pres, and Domtar 
Chemical—Sifto Salt Div., Suite 406— 
9950 West Lawrence Avenue, Schiller 
Park. ni. 60176. Att: H. J. Miller, Distri¬ 
bution Manager. Send protests to: H. R. 
White. District Supervisor. Interstate 
Commerce Commission, Bureau of Op¬ 
erations. 3108 Federal Office Building, 
500 Quarricr Street, Charleston, W. Va. 
25301. 

Not*.— Applicant states It will not tack 
and/or Interline with any other carriers. 

No. MC 120736 (Sub-No. 5TA). filed 
December 26. 1974. Applicant: STROTH- 
MAN EXPRESS. INC., 2735 Spring 
Grove Avenue. Cincinnati, Ohio 45225. 
Applicant’s representative: Paul P. Beery. 

8 East Broad Street. Columbus Ohio 
43215. Authority sought to operate as a 
common carrier , by motor vehicle, over 
Irregular routes, transporting: Commod¬ 
ities dealt in by wholesale and retail 
grocery stores, from tlie warehouse site 
of Poston* Distribution Services CO., at 
Fostoria, Ohio, to points In Ohio, for 180 
days. Supporting shipper: Postoria Dis¬ 
tribution Services Co.. P.O. Box D, 
Postoria. Ohio 44830. Send protests to: 
Paul J. Lowry, District Supervisor, Inter¬ 
state Commerce Commission. Bureau of 
Operations. 5514-B Federal Building, 
550 Main Street, Cincinnati, Ohio 45202. 

No. MC 124821 (Sub-No. 15TA), filed 
December 30, 1974. Applicant: WILLIAM 
GILCHRIST, 196 North Kcyscr Avenue. 
Old Forge, Pa. 18528. Applicant's rep¬ 
resentative: Kenneth R. Davis. 999 
Union Street. Taylor. Pa. 18517. Author¬ 
ity sought to operate as a common car¬ 
rier. by motor vehicle, over Irregular 
routes, transporting: Glass lens blanks. 
from Duryea, Pa., to Columbus and 
Worthington, Ohio; Roanoke, Ind.: 
Plattville. Wls.: and Sauk Rapids and 8t. 
Cloud, Minn., for 150 days. Supporting, 
shipper: Schott Optical Glass, Inc.. York 
Avenue, Duryea, Pa. 18642. Send protests 
to: Paul J. Kenworthy, District Super¬ 
visor, Interstate Commerce Commission,' 
Bureau of Operations. 314 U.8. Post Office 
Building, Scranton. Pa. 18503. 

No. MC 127525 (Sub-No. 4TA), filed 
December 27, 1974. Applicant: COMET 
GARMENT CARRIERS, INC.. 257 West 
38th Street, New York, N.Y. 10018. Appli¬ 
cant's representative: Edward F. Bowes, 
744 Broad Street, Newark, N.J. 07102. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over irreg¬ 
ular routes, transporting: (1) Materials 
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and supplies used in the &*anufacture of 
ladles' coats and suits, and clothing 
hangers, from Suz-Ette Fashions. Inc., 
Jersey City. N.J., to G C Fashions. Inc., 
Glen Cove, N.Y.; (2) Cutwork, materials, 
and supplies used in the manufacture of 
ladies' coats and suits, clothing hangers, 
and ladies' coats and suits, between G C 
Fashions, Inc., Glen Cove, and L St 8 
Fashions, Inc., Amityville. N.Y.; and (3) 
Ladies ' coats and suits. on hangers, from 
G C Fashions, Inc., Glen Cove. N.Y., to 
Suz-Ette Fashions, Inc.. Jersey City. N.J., 
for 180 days. Supporting shipper: Suz- 
Ette Fashions, Inc., 14 Burma Road. Jer¬ 
sey City, N.J. 07305. Send protests to: 
Paul W. Assenza. District Supervisor. In¬ 
terstate Commerce Commission. Bureau 
of Operations. 26 Federal Plaza. New 
York. N.Y. 10007. 

No. MC 133485 (Sub-No. 14TA>. filed 
December 30. 1974. Applicant: INTER¬ 
NATIONAL DETECTIVE SERVICE. 
INC., 1828 Westminster Street, Provi¬ 
dence, R.L 02909. Applicant's representa¬ 
tive: Mcrrls J. Levin, 1620 Eye Street 
NW , Washington, D.C. 20006. Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Gasoline coupons . via 
armored motor vehicles, escorted by 
armed guards, between points in New 
Jersey, New York. Connecticut. Rhode 
Island. Massachusetts. Maine. New 
Hampshire, and Vermont, for 180 days. 
Supporting shipper: General Services 
Administration. Crystal Mall, Building 
No. 4, Washington. D.C. 20406. Send 
protests to: Gerald H. Curry, District 
Supervisor. Bureau of Operations. Inter¬ 
state Commerce Commission, 187 West¬ 
minister Street, Providence. R.I. 02903. 

No. MC 133591 (Sub-No. 14TA), filed 
December 18. 1974. Applicant: WAYNE 
DANIEL TRUCK. INC., P.O. Box 303, 
Mount Vernon. Mo. 65712. Applicant's 
representative: Frederick J. Coffman, 
521 8outh 14th Street (P.O, Box 81849), 
Lincoln. Nebr. 68501. Authority sought 
to operate as a common carrier . by motor 
vehicle, over irregular routes, transport¬ 
ing: Animal and pet food (except In 
bulk), from Roll a, Mo., to points in 
Oregon, Texas and Washington, for 180 
days. Supporting shipper: Bow-Wow 
Company, Inc.. P.O. Box 938, Rolla, Mo. 
65401. Send protests to: John V. Barry. 
District Supervisor. Interstate Commerce 
Commission. Bureau of Operations, 600 
Federal Office Building. 911 Walnut 
Street, Kansas City. Mo. 64106. 

No. MC 133867 (Sub-No. 9TA), filed 
December 30. 1974. Applicant: STAR¬ 
LING TRANSPORT LINES, INC., State 
Farmers Market. 3724 U.S. Highway No. 
1. Fort Pierce. Fla. 33450. Applicant's 
representative: Bernard C. Pestcoe. 511 
Biscayne Building. 19 West Flagler 
Street. Miami. Fla. 33130. Authority 
sought to operate as a contract carrier. 
by motor vehicle, over Irregular routes, 
transporting: Bakery products, from 
Clifton, N.J., to points in California. 
Oregon. Washington, Nevada, Utah, 
Idaho, Oklahoma, Arizona, New* Mexico, 
and Virginia, for 180 days. 
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Notr. —Applicant proposes to tack with 
existing authority in its lead docket No. MC 
133867 and the authority in docket No. MC 
133867 Sub 7TA Supporting shipper: Globe 
Preserve*. Inc.. P.O. Box 616. Clifton, NJ. 
07015. Send protest* to: District Supervisor 
Joseph B. Tfctchert, Interstate Commerce 
Commission, Bureau of Operations. Palin 
Coast n Building, Suite 208. 5255 N W 87th 
Avenue, Miami, Fla. 33178. 

No MC 135007 (Sub-No. 48TA), filed 
December 27. 1974. Applicant: AMER¬ 
ICAN TRANSPORT. INC.. 7850 T 
Street. Omaha, Nebr. 68127. Applicant’s 
representative: Frederick J. Coffman, 
521 South 14 Street (P.O. Box 81849). 
Lincoln. Nebr. 68501. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Carpet lining and padding, from 
Norfolk. Va., to points In Colorado, Iowa. 
Kansas. Louisiana. Missouri. Nebraska. 
New Mexico. Oklahoma, and Texas, un¬ 
der continuing contract with William 
Volker 1 Co., for 180 days. Supporting 
shipper: William Volker St Co., W. P. 
Tarter, Vice Pres.-Trans porta lion. 945 
California Drive, Burlingame, Calif. 
94010. 8end protests to: District Super¬ 
visor Carroll Russell, Interstate Com¬ 
merce Commission, Bureau of Opera¬ 
tions. Suite 620, Union Pacific Plaza. 110 
North 14 Street. Omaha. Nebr. 68102. 

No. MC 136911 (Sub-No. 3TA), filed 
December 30, 1974. Applicant: PACK¬ 
AGE EXPRESS, INC.. 22 Tyler Street, 
Springfield. Mass. 01109. Applicant's rep¬ 
resentative: David M. Marshall. Marshall 
and Marshall. 135 State Street, Spring- 
field. Mass. 01103. Authority sought to 
operate as a common carrier. by motor 
vehicle, over Irregular routes, transport¬ 
ing : Such merchandise os Is dealt In by 
retail, wholesale, and chain department 
stores in connection therewith, equip¬ 
ment. materials, and supplies used In the 
conduct of such business, between the 
stores, warehouses, or facilities of Forbes 
& Wallace. Inc., of Springfield, Mass., 
located In Hampden County. Mass., on 
the one hand. and. on the other, points 
In Fairfield. Middlesex. New’ Haven, and 
New London Counties. Conn., for 180 
days. Supporting shipper: Forbes L Wal¬ 
lace. Inc.. 1414 Maine Street. Springfield. 
Mass. 01103. Send protests to: Joseph W. 
Balin. District Supervisor. Bureau of 
Operations, Interstate Commerce Com¬ 
mission. 338 Federal Bldg. St U8. Court¬ 
house. 436 Dwight Street. Springfield, 
Mass. 01103. 

No. MC 138469 (8ub-No. IOTA), filed 
December 27. 1974. Applicant: DONCO 
CARRIERS. INC., 1001 S Rockwell. P.O 
Box 75354. Oklahoma City, Okla. 73107. 
Applicant’s representative: Wm. L. 
Peterson. Jr.. P.O. Box 917, Oklahoma 
City, Okla. 73101. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Household and industrial cleaning 
products, brooms, brushes, mops and pro¬ 
motional materials and supplies, mate¬ 
rials. and machinery used in the manu¬ 
facture thereof, between the plant sites 
of Fuller Brush Companies at Great 
Bend, Kans., and Pennsauken, N.J.. 
Farminsdale. LI and New York City, 
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N.Y., Lansing, Illinois. Atlanta. Ga., Los 
Angeles and Oakland. Calif., Seattle, 
Wash.. Dallas. Tex., and Toledo. Ohio, 
for 180 days. Supporting shipper: The 
Puller Brush Company. Bruce Brown, 
Mgr., Traffic & Transportation. 7400 N. 
Caldwell Ave., Niles. Ill. 60648. Send pro¬ 
tests to: C. L. Phillips, District Super¬ 
visor. Bureau of Operations. Interstate 
Commerce Commission, Rm. 240. Old 
P.O. Bldg., 215 N.W. Third. Oklahoma 
City. Okia. 73102. 

No. MC 140479 (Sub-No. 1TA). filed 
December 30.1974. Applicant: JERRY L. 
FERRIL, doing business as LUMBER 
EXPRESS, Route 3, Box 422. Excelsior 
Springs, Mo. 64024. Applicant’s repre¬ 
sentative: Donald J. Quinn. Suite 900, 
1012 Baltimore. Kansas City, Mo. 64105. 
Authority sought to operate as a con¬ 
tract carrier, by motor vehicle, over ir¬ 
regular routes, transporting: Lumber 
and building material*, between the site 
of Wickes Lumber at or near Excelsior 
Springs, Mo., on the one hand, and, on 
the other, points in Kansas on and east 
of U.S. Highway 1-80 and Ankeny. Iowa, 
and Omaha, Nebr., for 90 days. Support¬ 
ing shipper: Donald J. Bassett. Assistant 
Manager. Wickes Lumber. Rural Route 
No. 1, Excelsior Springs. Mo. 64024. Send 
protests to: Vernon V. Coble. District 
Supervisor. Interstate Commerce Com¬ 
mission. Bureau of Operations, 600 Fed¬ 
eral Building. 911 Walnut Street, Kansas 
City. Mo. 64106. 

No. MC 140502, filed De cemb er 27.1974. 
Applicant: BOB PERRETT ENTER¬ 
PRISES, LTD. 1016 1st Avenue South. 
Lethbridge. Alberta, Canada T1J 
0B1. Applicants representative: A. R. 
Krushel, 612 3rd Avenue South, Leth¬ 
bridge, Alberta. Canada T1J 4A2. Author¬ 
ity sought to operate as a common 
carrier. by motor vehicle, over irregular 
routes, transporting: Soybean meal , from 
Dawson and Mankato, Minn., to the ports 
of entry on the International Boundary 
line between the United States and Can¬ 
ada, located at points in North Dakota 
and Montana, for 180 days. Supporting 
shipper(s): Canada Packers. Ltd., P.O. 
Box 366, Lethbridge, Alberta. Canada. 
United Feeds Limited. P.O. Box 1046, 
Lethbridge, Alberta, Canada. Send pro¬ 
tests to: Paul J. Labone, District Super¬ 
visor, Interstate Commerce Commission, 
Bureau of Operations, Room 222. U.S. 
Post Office Bldg., Billings, Mont. 59101. 

No. MC 140508TA, filed December 26, 
1974. Applicant: R. E. CAMPBELL, doing 


business as R. E. CAMPBELL TRUCK¬ 
ING CO.. Rt. 1. Box 143. Ravensdale, 
Wash. 98051. Applicant’s representative: 
Carl A. Jonson. 300 Central Bldg., Seattle. 
Wash. 98104. Authority sought to operate 
as a contract carrier . by motor vehicle, 
over irregular routes, transporting: Ma¬ 
chinery by closed van. between Matteson, 
ni-. and Seattle. Wash, for 180 
days. Supporting shipper: Allis-Chalmers 
Material Handling. Sales and 8ervlce, 
4429 Airport Way So., Seattle. Wash. 
98108. Send protests to: Transportation 
Specialist L. D. Boone. Bureau of Op¬ 
erations. Interstate Commerce Commis¬ 
sion, Room 858, Federal Office Building. 
915 2nd Avenue. Seattle. Wash. 98174. 

No. MC 140509TA. filed December 30. 
1974 Applicant: ART KOHLER TRUCK¬ 
ING. INC., Box 68. Audubon. Minn. 56511. 
Applicant’s representative: Charles E. 
Johnson. 425 Gate City Building. Fargo, 
N. Dak. 58102. Authority sought to op¬ 
erate as a contract carrier, by motor ve¬ 
hicle. over irregular routes, transporting: 
Processed, frozen and dehydrated potato 
products, from the plantsites and stor¬ 
age facilities of J. R. Simplot Company 
located in Minnesota, to points In the 
United States lying in and east of North 
Dakota. South Dakota, Nebraska. Kan¬ 
sas, Oklahoma, and Texas, restricted to 
transportation services to be performed 
under a continuing contract or contracts 
with J. R. Simplot Company. Crooks ton, 
Minn., for 180 days. Supporting shipper: 
J. R. Simplot Company, Box 618. Crooks - 
ton, Minn. 56716. Send protests to: 
Joseph H. Ambs. District Supervisor. In¬ 
terstate Commerce Commission, Bureau 
of Operations. P.O. Box 2340. Fargo, 
N. Dak. 58102. 

No. MC 140510TA, filed December 30. 
1974. Applicant: GLOBE MOVTNO & 
8TORAGE INC.. TOO 7 Cedar. Flint. Mich. 
48504. Applicant's representative: James 
F. Schouman, 21925 Garrison, Dearborn. 
Mich. 48124. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Household goods between warehouse at 
Flint, Mich., and points in Genesee, 
Huron, Lapeer, Saginaw, St. Clair, 
Sanilac. Shiawassee, and Tuscola Coun¬ 
ties. and Self ridge Air Force Base. Mount 
Clemens, Mich., for 180 days. Supporting 
shipper: Department of Defense. Regula¬ 
tory Law Office. Office of the Judge Ad¬ 
vocate General, Dellon E. Coker. Chief. 
Department of the Army, Washington, 
D.C. 20310. Send protests to: Melvin F. 


Kirsch, District Supervisor, Interstate 
Commerce Commission, Bureau of Op¬ 
erations. 1110 Broderick Tower, 10 
Withcrell, Detroit. Mich. 48226. 

Not*. —Applicant states It will Interline at 
Self ridge Air Force Base. 

No. MC 140515 TA, filed December 30. 
1974. Applicant: AMERI-TEX. INC.. 2103 
Columbia, Plain view, Tex. 79072. Appli¬ 
cant’s representative: Elliott Bunce. 618 
Perpetual Building, N.C.. Washington, 
D.C. 20004. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Hides 
and hide products, from the plant and 
storage facilities of MBPXL Corporation 
at or near Frtona, Tex., to Wilmington, 
Calif., for 180 days. Supporting shipper: 
MBPXL Corporation. Tommy Cope, 
Traffic Manager, P.O. Box 1178, Friona, 
Tex. 79035. Send protests to: Haskell E. 
Ballard. District Supervisor. Interstate 
Commerce Commission, Bureau of Oper¬ 
ations, Box H-4395, Herring Plaza. Ama¬ 
rillo. Tex. 79101. 

By the Commission. 

[seal) Robert L. Oswald, 

Secretary. 

|FR Doc.75-1057 Filed 1-10-75:8:45 ami 


(Notice 2131 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

Januaay 13, 1975. 

Application filed for temporary author¬ 
ity under section 210a(b> In connection 
with transfer application under section 
212(b) and Transfer Rules. 49 CFR Part 
1132: 

No. MC-FC-75613. By application filed 
December 27, 1974. MORGAN TRUCK¬ 
ING CO., P.O. Box 714, Muscatine, IA 
52761, seeks temporary authority to lease 
the operating rights of DONALD L. 
MORGAN, doing business as MORGAN 
TRUCKING CO., P.O. Box 714. Musca¬ 
tine. IA 52761. under section 210a(b>. The 
transfer to MORGAN TRUCKING CO., 
of- the operating rights of DONALD L. 
MORGAN, doing business as MORGAN 
TRUCKING CO., is presently pending. 

By the Commission. 

[seal) Robert L. Oswald, 

Secretary. 

(PR Doc.75-1050 Filed 1-10-75:0:45 am] 
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Title 49—Transportation 

CHAPTER X—INTERSTATE 
COMMERCE COMMISSION 

SUBCHAPTER C—ACCOUNTS. RECORDS ANO 
REPORTS 

(No. 32451 (Sub-No. 1>1 

PART 1208—MARITIME CARRIERS 

Uniform System of Accounts for Maritime 
Carriers 

On September 25. 1974, the Commis¬ 
sion served a NoUce of Proposed Rule- 
making under the subject docket. The 
purpose of the Notice is to adopt a new 
uniform system of accounts for mari¬ 
time carriers jointly developed by the 
Maritime Administration < MARAD >, 
Department of Commerce, and the Fed¬ 
eral Maritime Commission «FMC) and 
published by the MARAD in General 
Order 22. revised (39 FR 16445). on 
Mav 9 1974. 

It has been a long-standing arrange¬ 
ment among the MARAD. FMC, and this 
Commission to prescribe compatible an¬ 
nual report forms for maritime carriers 
based on the same uniform system of 
accounts (FMC does not itself prescribe 
a uniform system of accounts but 
endorses the system prescribed by 
MARAD). The adoption of MARAD’s 
new system by the Commission will en¬ 
able carriers to use one system in meet¬ 
ing the requirements by ail these 
agencies. 

The new system is better than the 
current system in many aspects. It pro¬ 
vides new accounts for barges, contain¬ 
ers and related equipment which repre¬ 
sent advances in maritime technology 
not reflected in the current system. The 
new system also utilizes the cost center 
approach, and provides a set of uniform 
methods to classify, accumulate and dis¬ 
tribute costs to cost centers. These new 
mechanisms will insure more adequacy 
and uniformity in accounting informa¬ 
tion generated from maritime carriers, 
thus reducing areas of deficiency experi¬ 
enced with the current system. The new 
system will be a more effective tool to 
meet the data needs for military and 
civilian cargo rate analysis, granting sub¬ 
sidies and other regulatory functions of 
three agencies involved. 

In adopting the MARAD s system, we 
have incorporated revisions relating to 
financial accounting regulations. Some of 
the revisions have been adopted for other 
systems under the Commission's juris¬ 
diction while others are under the pro¬ 
posed rulemaking stage. These revisions 
will bring our rules In conformity with 
generally accepted accounting principles 
and provide more definitive guidelines in 
certain areas. 

The following changes to the NoUce of 
Proposed Rulemaking are made: 

1. As a result of comments from FMC, 
write downs for decline in value of in¬ 
vestments will be charged to account 690, 
"Miscellaneous Other Income,” or other 
appropriate accounts rather than ac¬ 
count 990, "Miscellaneous Expense.” This 
minor change will avoid any incompati¬ 
bility with FMC’s exisUng ADP programs 
for rate analysis. 


2. Account 996 is added to record the 
cumulaUve effect of changes in account¬ 
ing principles. Correspondingly, Instruc¬ 
tion (K) (5). AccounUng Changes, is also 
provided to require that a change in ac¬ 
counting principle or accounting enUty 
be referred to this Commission for ap¬ 
proval. This is to insure a consistent ap¬ 
plication of accounUng principles and a 
proper presentation of the effect of ac¬ 
counting changes. 

Order 

At a general session of the Interstate 
Commerce Commission, held at its office 
in Washington, D.C., on the 17th day of 
December. 1974. 

ConsideraUon having been given to the 
matters and things involved in this pro¬ 
ceeding. and the said CommLssion. on 
the date hereof, having made and filed 
a report herein containing its findings 
and conclusions, which report is hereby 
made a part hereof: 

It is ordered . That, effective January 
1. 1975, the accounUng regulations pre¬ 
scribed in Part 1208 of Chapter X, Sub¬ 
chapter C of Title 49 of the Code of Fed¬ 
eral Regulations be. and they are hereby, 
revised to read as shown In the appendix 
to the above-mentioned report. 

It is further ordered , That, the annual 
reports filed by maritime carriers to this 
Commission for the year ending Decem¬ 
ber 31, 1974, be prepared by converting 
exisUng accounts to account numbers 
as shown in the appendix to the above- 
mentioned report. 

And it is further ordered. That, sen- 
ice of this order shall be made on all 
affected carriers; and to the Governor of 
every State and to the Public Utilities 
Commissions or Boards of each State 
having jurisdiction over transportation; 
and that notice of this order shall be 
given to the general public by depositing 
a copy In the Office of the Secretary. In¬ 
terstate Commerce Commission, Wash¬ 
ington. D.C., and by filing a copy with 
the Director. Office of the Federal 
Register, for publication in the Federal 
Register. 

(49 UB.C.913) 

By the Commission. 

(seal) Robert L. Oswald, 

Secretary. 

PART 1208—MARITIME CARRIERS 

Cross RimtKcr: For uniform system of 
accounts for operating-differential subsidy 
contractors. Issued by Federal Maritime 
Board. Maritime Administration. Department 
of Commerce, aee Title 46. Part 282. 

01 Abstract from law: Interstate Commerce 

Act. 

General Instructions 

(A) Definition*. 

(B> Records. 

(C) Accrued Items. 

(D) Submission of questions. 

(E) Voyage accounts. 

(P) Balance sheet accounts. 

(O) Conyersion of securities. 

(H) Contingent assets and liabilities. 

(I) Revenue account*. 

(J) Expense accounts. 

(K) Extraordinary items, unusual or Infre¬ 

quent Items, discontinued operations. 


Sec. 

prior period adjustments, and ac¬ 
counting changes. 

(L) Accounting for Income taxes. 

<M) Recorded value of securities owned 

(N) Transactions with affiliated companies. 

(O) Charges to be Just and reasonable. 

Balance Sheet Accounts 

(A) Asset Accounts 
account 

100 Cash. 

101 Cash on deposit—domestic. 

106 Cash on deposit—foreign. 

Ill Imprest and petty cash funds. 

114 Cash on hand and In transit. 

116 Special cash deposits. 

120 Marfce table securities. 

129 Discounts and premiums on marketable 

securities. 

130 Notes receivable. 

140 Notes receivable—affiliates. 

150 Accounts receivable. 

151 Traffic accounts receivable—0.8, Gov¬ 

ernment. 

152 Traffic accounts receivable—other. 

153 Accounts receivable—affiliates. 

155 Claims receivable. 

160 Accounts receivable— Marl time Admin¬ 

istration — operating — differential 
subsidy. 

161 Accounts receivable—Maritime Admin¬ 

istration—construction — differential 
subsidy. 

162 Accounts receivable—Martime Adminis¬ 

tration—other. 

165 Accounts receivable—miscellaneous. 

168 Accrued accounts receivable 

169 Estimated allowances for doubtful notes 

and accounts receivable. 

170 Inventories—ahoreside. 

171 Vessels stores, supplies, and equipment 

ashore. 

172 Other shipping inventories. 

173 Non-shipping Inventories for sale. 

174 Non-shipping Inventories for consump¬ 

tion. 

175 Miscellaneous Inventories. 

190 Other current assets 

191 Prepaid current insurance. 

192 Advances to officers and employees for 

expenses. 

193 Other prepaid current expenses. 

198 Deferred Income tax charges. 

199 All other current assets. 

200 Deferred expenses—unterminated voy¬ 

ages. 

300 Special funds and deposits. 

301 Capital reserve fund. 

302 Capital construction fund. 

303 Construction reserve fund. 

304 Interest accruals for deposit In statu¬ 

tory funds. 

305 Insurance funds. 

306 Debt retirement funds. 

307 Escrow funds. 

308 Construction funds. 

309 Other special funds. 

310 Restricted funds. 

312 Special and guaranty deposits. 

316 Investments. 

316 Securities of related companies. 

319 Non-current notes receivable—affiliated 

companies. 

320 Non-current accounts receivable—affil¬ 

iated ©ompanles. 

325 Cash value of life Insurance policies. 

328 Other Investments. 

329 Decline In value of investments. 

330 Property and equipment. 

331 Floating equipment—vessels. 

332 Accumulated depreciation—vessels. 

335 Floating equipment—barges. 

336 Accumulated depreciation—barges. 

337 Other floating equipment 

338 Accumulated depreciation — other 

floating equipment. 

341 Containers 
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Sec. 

342 Accumulated depreciation — contain¬ 

er*. 

343 Refrigerated containers. 

344 Accumulated depreciation — refriger¬ 

ated containers. 

845 Container related equipment. 

346 Accumulated depreciation—container 
related equipment. 

847 ChaasU and trailer equipment. 

346 Accumulated depreciation—chassis and 
trailer equipment. 

340 Terminal property and equipment. 

350 Accumulated depreciation — terminal 

property and equipment. 

351 Other shipping property and equip¬ 

ment. 

352 Accumulated depreciation — other 

shipping property and equipment. 
853 Non-shipping property and equipment. 

354 Accumulated depreciation—non-ship¬ 

ping property and equipment. 

355 Office leaseholds and leasehold im¬ 

provements. 

356 Accumulated amortization—office lease¬ 

holds and leasehold Improvements. 

857 Terminal leaseholds and leasehold Im¬ 

provements. 

858 Accumulated amortization — terminal 

leaseholds and leasehold improve¬ 
ments. 

359 Construction work In progress. 

360 Other assets. 

361 Claims pending. 

862 Spare parts on which construction— 

differential subsidy has been paid. 

863 8paro parts—other. 

364 Notes and accounts receivable from 
officers and employees. 

367 Deferred operating-differential sub¬ 

sidy receivable. 

368 Other non-current notes and accounts 

receivable. 

370 Maritime Administration allowance 
for obsolete vessels. 

874 Miscellaneous other assets. 

875 Deferred charges and prepaid ex¬ 

penses. 

376 Prepaid long-term Insurance. 

388 Accumulated deferred Income tax 
chargee. 

384 Debt discount and expense. 

385 Organization expenses. 

889 Deferred prepayments and other de¬ 

ferred chargee. 

890 Goodwill and other intangible asset*. 
391 Ooodwtll, 

808 Other Intangible assets. 

899 Accumulated amortization—other In¬ 
tangible assets. 

(B) LIABILITY ACCOUNTS 
ACCOUNT 

400 Notes payable. 

401 Bank loans. 

410 Insurance notes. 

414 Other short-term notes. 

415 Notes and accounts payable—affili¬ 

ates. 

420 Accounts payable. 

421 Accounts payable—trade. 

422 Acoounta payable—traffic. 

428 Accounts payable—officers and em¬ 
ployees. 

430 Accounts payable—Maritime Adminis¬ 

tration. 

431 Pension and welfare funds payable. 

438 Dividends payable. 

439 Accounts payable—miscellaneous. 

440 Accrued liabilities. 

441 Accrued voyage payrolls. 

442 Accrued payrolls—other. 

443 Accrued liability for Federal Income 

taxes. 

444 Accrued liability for State and local 

taxes based upon Income. 

445 Accrued liability for foreign taxes. 

446 Accrued liability for payroll taxes. 


8ec. 

447 Accrued liability for other taxes. 

450 Other accrued account# payable. 

479 Other current liabilities. 

480 Deferred income tax credits. 

496 Advance ticket sales and deposits. 

500 Deferred reven u es unterminated voy¬ 
ages . 

525 Long-term debt. 

626 Mortgage notes—Maritime Administra¬ 
tion. 

527 UB. Government Insured or guaranteed 
merchant marine bonds and notes. 

630 Other bonds and debentures. 

534 Other long-term debt. 

540 Other long-term liabilities. 

541 Noncurrent notes and accounts pay¬ 

able—affiliates. 

649 Noncurrent notes and accounts pay¬ 

able-officers and employees. 

550 Recapturable profits—Maritime Ad¬ 
ministration. 

554 Miscellaneous other long-term liabili¬ 

ties. 

555 Deferred credits. 

666 Premium on funded debt. 

563 Accumulated deferred Income tax 

credits. 

564 Miscellaneous deferred credits. 

565 Estimated operating allowances. 

566 Estimated allowances for repairs. 

670 Estimated allowances for Insurance. 

579 Estimated operating allowances—mis¬ 

cellaneous. 

580 Owner's equity. 

581 Capital stock Issued and outstanding. 
685 Capital stock subscribed. 

687 Discount on capital stock. 

590 Additional paid-in capital. 

591 Treasury stock. 

593 Prior period adjustments to beginning 
retained earnings account 
698 Retained earnings—restricted. 

599 Retained earnings—unrestricted. 

R«venu« Accounts 

(A) OaoxNASY Items 

account 

600 Vessel revenue. 

601 Pretght—foreign. 

605 Freight—coastwise and Intercoastal. 

608 Passenger—foreign. 

612 Passenger—coastwise and inter coastal. 
620 Charter revenue. 

624 Other voyage revenue. 

(B) Subsidies 
account 

625 Operating-differential subsidy. 

(C) Or hex Shipping Revenue 

ACCOUNT 

640 Collections from pools. 

645 Revenue from terminal operations. 

650 Revenue from cargo handling opera¬ 

tions. 

655 Revenue from tug and lighter opera¬ 
tions. 

660 Revenue from container related opera¬ 
tions. 

665 Revenue from other shipping opera¬ 
tions. 

670 Agency fees, commissions, and broker¬ 
age earned. 

(D) Other Revenue Accounts 

ACCOUNT 

675 Interest income. 

685 Dividend Income. 

090 Miscellaneous other Income. 

601 Release of premium on long-term debt. 
692 Unusual or Infrequent Items (credit). 
695 Revenue from non-shipping operations. 
097 Income from affiliated companies. 


Operating Expenses 

(A) Direct Vessel Expenses 
account 

Sec. 

701 Crew wages. 

703 Crew fringe benefits. 

704 Union pay menu unrelated to the crew. 
708 Payroll taxes. 

710 Domestic subsistence. 

714 Foreign subsistence. 

715 Domestic consumable stores, supplies 

and equipment. 

710 Foreign consumable stores, supplies 
and equipment. 

725 Other maintenance expense. 

730 Insurance—hull and machinery. 

732 Insurance—protection and indemnity. 

734 Insurance—other marine-risk. 

735 Vessel fuel. 

740 Vessel repairs—domestic. 

741 Vessel repairs—foreign. 

742 Depreciation—vessels. 

743 Time and trip charter hire. 

744 Time and trip charter hire—affiliates. 

745 Short-term bareboat charter hire. 

740 Short-term bareboat charter hire— 

affiliates. 

747 Long-term bareboat charter hire. 

748 Long-term bareboat charter hire— 

affiliates. 

749 Other vessel expenses. 

(B) Allocated Voyage Expense 

ACCOUNT 

750 Allocated container and barge expense. 

751 Allocated terminal expense. 

(C) Post Expense 
account 

752 Cargo handling-loading discharging. 

753 Cargo handling-loading /discharging 

barges. 

754 Cargo handling—container yard. 

755 Cargo handling—container freight sta¬ 

tion. 

760 Cargo handling—lighter freight sta¬ 
tion. 

757 Cargo handling—lighter consolidation 

758 Cargo handling—commercial cargo. 

759 Cargo handling—other. 

762 Purchased off-dock container freight 

station services. 

763 Port transportation expense—com¬ 

mercial 

764 Port transportation expense—military 

765 Inland transportation expense—com¬ 

mercial. 

766 Inland transportation expense—mili¬ 

tary. 

767 Substituted service transportation ex¬ 

pense—commercial. 

768 Substituted service transportation ex¬ 

pense-military. 

770 Wharfage and dockage. 

771 Other port expenses. 

772 Port costa of passenger operations. 

773 Transit canal tolls. 

(D) Idle Vessel Expense 

account 

801 Crew wages. 

803 Crew fringe benefiu. 

804 Union payments unrelated to the crew. 
008 Payroll taxes. 

810 Subsistence. 

816 Consumable store#. supplies and equip¬ 
ment. 

825 Other maintenance expense. 

830 Insurance—hull and machinery. 

032 Insurance—protection and indemnity. 

834 Insurance—other marine-risk. 

835 Vessel fuel. 

040 Vessel repairs. 

042 Depreciation—idle vessels. 

043 Time and trip charter hire. 
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844 Time and trip charter hire—affiliate* 

845 Short-term bareboat charter hire. 

846 Short-term bareboat charter him— 

affiliate* 

847 Long-term bareboat charter hire. 

848 Long-term bareboat charter hire- 

affiliates. 

849 Other vessel expense. 

(E) Terminal Expense 

855 Terminal operations expense—con¬ 

tainer yards. 

856 Terminal operations expense—con¬ 

tainer freight station/breakbulk. 

857 Terminal operations expense—barges. 

858 Terminal operations expense—other. 

859 Depreciation—terminal property and 

equipment. 

860 Amortization—terminal leaseholds and 

leasehold improvements. 

861 Other expense—terminal equipment. 

862 Operating expense of tug and barge 

operations. 

863 Maintenance expense of tug and barge 

operations. 

864 Depreciation—other floating equip¬ 

ment. 

866 Allocated terminal expense—contra 

(P) CoNTAXsnaL Bsaos Expense 

867 Container rental and lease expense. 

868 Container rental and lease expense— 

affiliates. 

869 Refrigerated container rental and lease 

expense. 

870 Refrigerated container rental and lease 

expense—affiliates. 

871 Chassis rental and lease expense. 

872 Chassis rental and ieaso expense— 

affiliates. 

873 Trailer rental and lease expense. 

874 Trailer rental and lease expense— 

affiliates. 

875 Barge rental and lease expense. 

876 Barg© rental and lease expense— 

affiliates. 

877 Container related equipment rental and 

lease expense. 

878 Container related equipment rental and 

lease expense—affiliates. 

879 Other cargo handling equipment rental 

and lease expense. 

880 Other cargo handling equipment rental 

and lease expense—affiliates. 

881 Depreciation—container. 

882 Depreciation—refrigerated containers. 

883 Depreciation—chassis and trailer equip¬ 

ment. 

885 Depreciation—barges. 

886 Depreciation—container related equip¬ 

ment. 

888 Other expense—containers. 

889 Other expense—refrigerated containers. 

890 Other expense—chassis. 

891 Other expe nae—trailers. 

892 Other expense—barges. 

893 Other expense—other container equip¬ 

ment. 

894 Other expense—other cargo handling 

equipment. 

899 Allocated container/barge expense— 
contra. 

(O) Administrative and General Expense* 

901 Compensation of officers and directors. 

902 Salaries and wages of employees. 

903 Fringe benefits. 

905 Legal fees. 

906 Accounting and auditing feet. 

907 Other professional fees. 

910 Rental expense. 

912 TTtmtles. 

915 Communication expense. 

920 Office expense. 

923 Data processing equipment rental ta¬ 
pe nse. 


Sec. 

925 Dues and subscriptions. 

926 Donations and contributions. 

929 Entertainment and solicitation. 

030 Travel expense. 

931 Insurants expense. 

931 Insurance expense. 

934 Repairs and maintenance. 

940 Management fees and commissions— 

affiliates. 

941 Management fees and commissions— 

other. 

945 Advertising—pAsaengor. 

946 Advertising—other. 

950 Freight brokerage. 

951 Passenger brokerage. 

952 Agency fees and commissions. 

955 Contributions to pools. 

960 Interest expense. 

961 Interest expense—affiliates. 

965 Doubtful notes and accounts receivable. 

970 Depreciation—other shipping property 

and equipment. 

971 Depreciation—non-shipping property 

and equipment. 

975 Amortization—office leaseholds and 

leasehold Improvements. 

976 Amortization—debt discount and ex¬ 

pense. 

977 Amortization—organization expense. 

979 MlsccUanoous amortization expense. 

980 Expense of non-shipping operations. 

983 Income or lass from operations of dis¬ 

continued segments. 

984 Gain or loss on disposal of discontinued 

segmonts. 

985 Income taxes accrued on ordinary In¬ 

come, 

086 Provision for deferred income taxes. 

987 Income taxes on extraordinary items. 

988 Provisions for deferred taxes—extraor¬ 

dinary items. 

989 Other taxes. 

990 Miscellaneous expense. 

991 Unusual or Infrequent items (debit). 

995 Extraordinary item*. 

996 Cumulative effect of changes la ac¬ 

counting principles. 

Arms 

Clearance Accounts 

.001 Masters and pursers. 

.006 Allotments on wages of crew* 

.010 Agents and branch house* 

.012 8ub-agency operat Ions. 

.015 Related companies; accounts current, 
.025 Collections and deposits for passenger 
transportation. 

.030 Collections on unrecorded freight 
manifests. 

.035 Advance on prepaid beyond charges. 

and miscellaneous manifest Items. 
.040 Bar accounts. 

.045 Slop chest account. 

.050 Foreign exchange account. 

.055 Pool participation. 

.060 Stores, supplies, and equipment aboard 
vessels. 

.095 Profit and loss account. 

Financial Statement! 

(A) Balance sheeL 

(B) Income statefnent. 

(C) Waterline operating revenue and ex¬ 

pense. 

(D) Vessel operating statement. 

Authoritt: The provision of this Fart 1208 
issued under See. 12.24 8tat. 882. as amended. 
54 8Ut. 933. Sec. 20. 24 SUL 386. as amended. 
54 Stat. 944. aa amended; (49 UJ9.G. 12. 904. 
20. 913). 

01 Abstract from law: Interstate Com¬ 
merce Act. 

Part I and m of the Interstate Com¬ 
merce Act. of which section 313(c) of 
part III reads as follows: 


The Commission may. in its discretion, tor 
the purpose of enabling U the better to carry 
out the purposes of this part prescribe a 
uniform system of account* applicable to 
any class of water carrier, and a period of 
time, within which such class shall have 
such uniform system of accounts and the 
manner in which such aocount* shall be kept. 

Note: For comparable provisions, under 
part I. see section 20(3). 

General Instructions 
(A) Definitions. 

(1) “Additions" means structures, fa¬ 
cilities. or equipment added to those in 
service and not replacing property or 
equipment previously in service. 

(2) “Affiliated companies" or “affili¬ 
ates" means companies or persona that 
directly, or Indirectly through one or 
more intermediaries, control, or are con¬ 
trolled by. or are under common control 
with, the accounting carrier. Where ref¬ 
erence is made to control On referring to 
a relationship between any person or per¬ 
sons and other person or persons). such 
reference shall be construed to Include 
actual as well as legal control, whether 
maintained or exercised through or by 
reason of the method of or circumstances 
surrounding organization or operation, 
through or by common director* officers, 
or stockholders, a voting trust or trusts, 
a holding or investment company or 
companies, or through or by any other 
direct or indirect means; and to include 
the power to exercise control. 

(3) “Barge" means a cargo carriage 
technology type known as a lighter, used 
In the operation of LASH. SEABEE or 
similar operation to hold bulk, break 
bulk, and containerized cargo, and which 
may be stowed In holds or on deck, and 
which has the capability of floating on 
water and being towed from one location 
to another. 

(4) "Break-bulk" means a cargo car¬ 
riage technology type referring to cargo 
which is unitized by bagging, drumming, 
palletizing, or some other similar 
method, and is transported in holds of 
vessels without benefit of containers or 
barges. 

(5) “Bulk" means a cargo carriage 
technology type referring to cargo which 
is not palletized, bagged, drummed, or 
otherwise unitized, and is transported in 
holds of vessels without benefit of con¬ 
tainers or barges. Bulk cargo is consid¬ 
ered barge cargo when it is placed in 
barges. 

(6) “ Cargo carriage technology type 
(CCTV)" means the classification of 
cargo for accounting purposes by its 
mode of carriage, including: (i). barge; 
<ii), break-bulk; fill), bulk: (iv). con¬ 
tainer. and <v> . vehicle. 

(7) "Container” means a cargo car¬ 
riage technology type referring to cargo 
carrying rccepticle. cither refrigerated, 
dry, or liquid, open top. flat rack, or of 
other configuration, which may be stowed 
in vessels or on deck, but which Is not 
used as a floating vehicle which may be 
towed from one location to another. 

(8) "Current assets" means cash other 
than cash held in special funds, as well as 
those assets that arc readily convertible 
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Into cash, held for current operation, and 
other amounts accruing to the carrier 
and subject to settlement within one 
year from date of the balance sheet. 

(9) ‘‘Current liabilities'* means those 
obligations the amounts of which are 
definitely determined or can be closely 
estimated and which are either ma¬ 
tured at the date of the balance sheet or 
become due upon demand or within one 
year from the date of the balance sheet. 

(10) “Deb; expense*' means all expense 
in connection with the issuance and sale 
of evidences of long-term debt, such as 
fees for drafting mortgages and trust 
deeds; fees and taxes for Issuing or re¬ 
cording evidences of debt; cost of en¬ 
graving and printing bonds, certificates 
of indebtedness, and other evidences of 
debt; fees paid trustees; specific cost of 
obtaining governmental authority; fees 
for legal services; fees and commissions 
paid underwriters, brokers, and salesmen 
for marketing evidences of debt; fees and 
expenses of listing on exchanges; and 
other like costs. 

(11) “Discount", as applied to securi¬ 
ties issued or assumed by the carrier, 
means the excess of the par or face value 
of the securities, over the cash value of 
the consideration received from the sale, 
plus interest or dividends accrued to the 
date of the sale 

(12) “Nonshipping property" means 
property neither used in nor held for 
use by the carrier in the conduct of its 
shipping operation. 

(13) “Port expense" means an expense 
incurred as a direct result of the move¬ 
ment of cargo to and from ships and the 
expenses incurred In the docking and un¬ 
docking of ships. 

<14» “Terminal expense'* means all 
expenses related to maintaining termi¬ 
nals for handling breakbulk, containers, 
vehicles and barges and the costs of tug, 
other barge operations and other floating 
equipment. 

(15) “Premiums", as applied to securi¬ 
ties issued or assumed by the carrier, 
means the excess of the cash value of the 
consideration received at their sale over 
the sum of their par or face value plus 
interest or dividends accrued to the date 
of sale. 

(16> “Vehicle" means a cargo carriage 
technology type referring to cargo carry¬ 
ing receptacles or containers only when 
mounted on wheeled chassis which can 
be towed as a unit. 

(17) “Shipping property" means prop¬ 
erty which is used or held for use by the 
carrier in the conduct of its shipping 
operation. 

(18) “Vessel expense'* means an ex¬ 
pense Incurred as a direct result of own¬ 
ing and operating vessels in the carriage 
of cargo or passengers in domestic or 
foreign trade, whether the vessel is in 
port or at sea. 

(19) “Income taxes" means taxes 
based on income determined under provi¬ 
sions of the United 8tates Internal Reve¬ 
nue Code and foreign, state and other 
taxes (including franchise taxes) based 
on income. 

(20) “Income tax expense" means the 
amount of income taxes (whether or not 


currently payable or refundable) alloca¬ 
ble to a period in the determination of 
net income. 

(21) “Pretax accounting Income" 
means income or loss for a period, ex¬ 
clusive of related income tax expense. 

(22) “Taxable income" means the ex¬ 
cess of revenues over deductions or the 
excess of deductions over revenues to be 
reported for income tax purposes for a 
period. 

(23) “Timing differences" means dif¬ 
ferences between the periods in which 
transactions affect taxable income and 
the periods in which they enter into the 
determination of pretax accounting In¬ 
come. Timing differences originate in one 
period and reverse or “turn around" in 
one or more subsequent periods. Some 
timing differences reduce income taxes 
that would otherwise be payable cur¬ 
rently; others increase income taxes that 
w f ould otherwise be payable currently. 

(24) “Permanent differences" means 
differences between taxable income and 
pretax accounting Income arising from 
transactions that, under applicable tax 
laws and regulations, will not be offset 
by corresponding differences or “turn 
around" in other periods. 

(25) “Tax effects" means differentials 
in income taxes of a period attributable 
to (1) revenue or expense transactions 
which enter into the determination of 
pretax accounting Income in one period 
and Into the determination of taxable 
income in another period, (2) deductions 
or credits that may Ije carried backward 
or forward for income tax purposes and 

(3) adjustments of prior periods and 
direct entries to other stockholders' 
equity accounts w'hich enter into the de¬ 
termination of taxable income in a period 
but which do not enter into the deter¬ 
mination of pretax accounting income 
of that period. A permanent difference 
does not result in a “tax effect" as that 
term is used in this definition. 

(26) “Deferred taxes'* means tax ef¬ 
fects which are deferred for allocation 
to income tax expense of future periods. 

(27) “Interpexiod tax allocation" 
means the process of apportioning in¬ 
come taxes among periods. 

(28) “Tax allocation within a period" 
means the process of apportioning in¬ 
come tax expense applicable to a given 
period between income before extraor¬ 
dinary Items and extraordinary items, 
and of associating the income tax effects 
of adjustments of prior periods and di¬ 
rect entries to other stockholders' equity 
accounts with these items. 

<29> “Investor" means a business en¬ 
tity that holds an investment in voting 
stock of another company. 

(30) “Investee" means a corporation 
that issued voting stock held by an in¬ 
vestor. 

<3l) “Corporate Joint venture** is a 
company owned and operated by a small 
group of businesses as a separate and 
specific business or project for the mu¬ 
tual benefit of the members of the group. 

(32) “Dividends", unless otherwise 
specified, means dividends paid or pay¬ 
able in cash, other assets, or another 
class of stock and does not include stock 
dividends or stock splits. 


(33) “Earnings or losses of an in¬ 
vestee" and “financial position of an 
investee" refer to net income (or net 
loss) and financial position of an in¬ 
vestee determined in accordance with 
generally accepted accounting princi¬ 
ples. 

(34» “Segment of a business" refers 
to a component of an entity whose ac¬ 
tivities represent a separate major line 
of business or class of customer. A seg¬ 
ment may be in the form of a subsidiary, 
a division, or a department, and In some 
cases a Joint venture or other non-sub¬ 
sidiary investee, provided that its assets, 
results of operations, and activities can 
be clearly distinguished, physically and 
operationally and for financial reporting 
purposes, from the other assets, results 
of operations, and activities of the 
entity. 

(35) “Measurement date" means the 
date on which the management having 
authority to approve the action commits 
itself to a formal plan to dispose of a 
segment of the business, whether by 
abandonment or sale. 

(38) “Disposal date" refers to the 
date of closing the sale if the disposal is 
by sale or the date that operations cease 
if the disposal is by abandonment. 

(B) Kmiril*. 

(1) The carrier's accounting records 
shall be kept in sufficient detail to show 
fully the facts pertaining to all entries 
in its accounts. 

(2) Where the general ledger book 
entries do not contain complete informa¬ 
tion they shall be supported by other 
detailed records, and cross-referenced 
for ready identification. 

(3) All records shall be filed and 
readily accessible for examination. 

(4) All accounts reported shall con¬ 
form in number and title to those pre¬ 
scribed in this part. 

(5) Accounts included In this system 
may be subdivided if such subaccounts 
do not impair the integrity of the ac¬ 
counts or records prescribed in this 
part. 

(6) Transactions shall be recorded 
currently so that whenever possible all 
transactions applicable to each month 
are identifiable to that month. 

(C) Accrued item*. 

(1) When it is known that a transac¬ 
tion has occurred but the amount in¬ 
volved and Its effect upon the accounts 
cannot be determined with absolute ac¬ 
curacy. the amount thereof shall be esti¬ 
mated and included in the appropriate 
revenue, expense and balance sheet ac¬ 
counts. Any such estimate shall be ad¬ 
justed as soon after the actual amount Is 
determined as is practicable. 

(2) Accruals shall not be recorded for 
purely speculative items, but shall be 
limited to reasonable estimates based 
on reliable information of transactions 
that have been consummated. 

(I>) Submit* ion of questions. 

To promote and maintain uniformity 
of accounting, carriers shall submit all 
questions Involving an interpretation of 
the accounting regulations for consider- 
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atlon and decision to the agency having 
Jurisdiction over the carrier's accounts. 

(E) Voyage arcount*. 

cl) The carrier shall keep its records 
in a manner that will report with respect 
to operating revenue, operating expense, 
and other accounts affected, the reve¬ 
nues accrued and the expenses incurred 
for each terminated voyage of its vessels 
operated. 

<2> The revenues and expenses appli¬ 
cable to unterminated voyages at the end 
of an accounting period shall be trans¬ 
ferred to account 500, “Deferred rvvo- 
nuos-untermlnated voyages* 4 and ac¬ 
count 200, “Deferred expenses-untermi¬ 
nated voyages.*' 

(F) Balance shed account*. 

The balance sheet accounts are In¬ 
tended to disclose the financial condition 
of the carrier as of a riven date by show¬ 
ing the assets, liabilities, and owners 
equity. 

(C) Cion version of oecuritic*. 

Journal entries which record the re¬ 
tirement of capital stock or funded debt 
securities by issuing in exchange the car¬ 
rier’s capital stock or funded debt shall 
be submitted to the Interstate Com¬ 
merce Commission for approval before 
being recorded upon the books by car¬ 
riers reporting to that Commission. 

(11) Contingent toet*. and liabilities. 

Contingent assets and liabilities shall 
not be recorded In the accounts: how¬ 
ever. appropriate footnote disclosures 
shall be included as an integral part of 
the financial statements in order to pre¬ 
sent fairly the financial position of the 
carrier as of the balance sheet date. Dis¬ 
closure of lease commitments by lessee 
shall include information required by 
opinion number 31 of the Accounting 
Principles Board with respect to total 
rentul expense, minimum rental com¬ 
mitments. present value of commitments 
and additional disclosures. Those com¬ 
panies subject to the regulations of the 
Securities and Exchange Commission 
<SEC> shall disclose the information re¬ 
quired by (SEC) Regulation S-X. 

(!) Revenue account*. 

(1) The revenue accounts are designed 
to show the amount of revenue which the 
carrier becomes entitled to receive from 
furnishing of transportation service, in¬ 
cluding services Incidental thereto. 

<2> The accounting for operating reve¬ 
nues shall be coincident with the trans¬ 
actions which create them. For the pur¬ 
pose of meeting this requirement, the 
carrier shall account for revenues upon 
an accrual basis. 

(J) Kutpciiftf ictounU. 

(1) The expense accounts are de¬ 
signed to show expenses of the carrier 
in furnishing transportation service in¬ 
cluding services incidental thereto, such 
as the expenses of utilization (repairs 
and depreciation) of the property used 
in such service. 

(2) The accounting for expenses shall 
be coincident with the transactions which 


create them; expenses and revenues shall 
be matched. For the purpose of meeting 
this requirement, the carrier shall ac¬ 
count for expenses on an accrual basis. 

(K) Extraordinary itrmft. unusual or in¬ 
frequent item*. dUconlinucd opera¬ 
tion*, prior period adjustments, and 
accounting change*. 

<l» Extraordinary Items. All items 
of profit and loss recognized during the 
year are Includible in ordinary income 
unless evidence clearly supports their 
classification as extraordinary items. Ex¬ 
traordinary items are characterized by 
both their unusual nature and infrequent 
occurrence taking into account the en¬ 
vironment in which the firm operates: 
they must also meet the material stand¬ 
ard. 

<li) Unusual means the event or trans¬ 
action must possess a high degree of ab¬ 
normality and be of a type clearly un¬ 
related to, or only incidentally related to 
the ordinary and typical activities of the 
entity. 

(Hi) Infrequent occurrence means the 
event or transaction shall be of a type 
not reasonably expected to recur in the 
foreseeable future. 

(iv) In determining materiality, as a 
general standard an item shall exceed 
10 percent of ordinary income or be con¬ 
sidered in relation to the trend of an¬ 
nual earnings before, extraordinary 
items or to other appropriate criteria. 
Items shall be considered individually 
and not in the aggregate in determining 
materiality. However, the effects of a 
series of related transactions arising 
from a single specific and identifiable 
event or plan of action shall be aggre¬ 
gated to determine materiality. 

(2) Unusual or Infrequent Items. 
Material events unusual in nature or in¬ 
frequent in occurrence but not both, thus 
not meeting both criteria for classifi¬ 
cation as extraordinary, shall be includ¬ 
ible in the accounts provided as separate 
components of income/expense from 
continuing operations. Such items are 
not to be reported net of income taxes. 

<3> Discontinued operations. The re¬ 
sults of continuing operations shall be 
reported separately from discontinued 
operations and any gain or loss result¬ 
ing from disposal of a segment of a busi¬ 
ness (see definition (34)) shall be re¬ 
ported in conjunction with the related 
results of discontinued operations and 
not as an extraordinary item. The dis¬ 
posal of a segment of a business shall be 
distinguished from other disposals of as¬ 
sets Incident to the evolution of the 
entity's business, such as the disposal of 
part of a line of business, the shifting of 
production or marketing activities for a 
particular Une of business from one lo¬ 
cation to another, the phasing out of a 
product line or class of service, and other 
changes occasioned by technological im¬ 
provements. If a loss is expected from the 
proposed sale or abandonment of a seg¬ 
ment, the estimated loss shall be provided 
for at the measurement date (see defini¬ 
tion (35)). If a gain is expected. It shall 
be recognized when realized, which ordi¬ 
narily is the disposal date < see definition 
<36)). 


(4) Prior period adjustments. Adjust¬ 
ments occurring in the current account¬ 
ing period, relating to events or trans¬ 
actions which occurred in a prior period 
the accounting effects of which could 
not be determined with reasonable as¬ 
surance at that time, shall be reported as 
prior period adjustments. Such adjust¬ 
ments shall not be considered prior 
period unless: (1) they can be specifically 
identified with and directly related to the 
business activities of particular prior 
periods, and (tl) arc not attributable U> 
economic events occurring subsequent to 
the date of the financial statements for 
the prior period, and (ill) depend pri¬ 
marily on determinations by persons 
other than management, and dv> were 
not susceptible of reasonable estimation 
prior to such determination. If an ad¬ 
justment does not meet such criteria, it 
shall be separately disclosed as to year 
of origin, nature, and amount and classi¬ 
fied in the current period in the same 
manner as the original item. If the ad¬ 
justment is the correction of an error 
it shall be reported as a prior period 
adjustment. 

(5) Accounting Changes . A change in 
accounting principle or accounting en¬ 
tity should be referred to this Commis¬ 
sion for approval. The cumulative effect 
of a change in accounting principle 
should ordinarily' be reflected in the ac¬ 
count provided for in determining net 
income; in certain cases accounting 
changes may be reflected as prior period 
adjustments. Changes in accounting es¬ 
timate should ordinarily be reflected 
prospeettvely. 

(6) Materiality. In determining mate¬ 
riality. as a general standard an item 
shall exceed 10 percent of ordinary in¬ 
come or be considered in relation to the 
trend of annual earnings before extraor¬ 
dinary items or to other appropriate 
criteria. Items shall be considered indi¬ 
vidually and not In the aggregate in 
determining materiality. However, the 
effects of a series of related transactions 
arising from a single specific and iden¬ 
tifiable event or plan of action shall be 
aggregated to determine materiality. 

(7) Commission Approval and Ac¬ 
countant's Letter. Items shall be in¬ 
cluded In the accounts provided for ex¬ 
traordinary items, unusual or Infrequent 
items, discontinued operations, prior 
period adjustments and cumulative ef¬ 
fect of changes in accounting principles 
only upon approval of the Commission. 
If the carrier retains the service of an 
independent accountant, a request for 
using these accounts shall be accompa¬ 
nied by a letter from the independent 
accountant approving or otherwise com¬ 
menting on the request. 

(I.) Arrounling for income laxc*. 

(1) The Interperiod tax allocation 
method of accounting shall be applied 
where material timing differences (see 
definition (23)) occur between pretax 
accounting income and taxable income. 
Carriers may elect, as provided by the 
Revenue Act of 1971. to account for the 
investment tax credit by cither the flow 
through method or the deferred method 
of accounting. See paragraphs <4> and 
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(5) below. All Income taxes (Federal, 
state, and other) currently aocruahle for 
Income tax return purposes shall be 
charged to account 985. “Income taxes 
accrued on ordinary income'*, and ac¬ 
count 987. “Income taxes on extraordi¬ 
nary items'*, as applicable. 

(2) Under the interperiod tax alloca¬ 
tion method of accounting the tax effect 
of timing differences (see definitions (25) 
and (23)) originating In the current 
accounting period are allocated to In¬ 
come tax expense of future periods when 
the timing differences reverse. Similar 
timing differences originating and re¬ 
versing In the current accounting period 
should be combined Into groups and the 
current tax rates applied to determine 
the tax effect of each group. A carrier 
shall not apply other than current tax 
rates in detremining the tax effect of 
reversing differences except upon ap¬ 
proval of the Commission. When deter¬ 
mining the amount of deferred taxes, 
rather than computing state and other 
taxes individually by jurisdiction, the 
Federal Income tax rate may be increased 
by a percent equivalent to the taxes 
Imposed by the jurisdictions. 

(3> The future tax benefits of loss 
carryforwards shall normally be recog¬ 
nized in the year in which such loss is 
applied to reduce taxes. Only in those 
unusual Instances when realization is 
assured beyond any reasonable doubt 
should the future tax benefits of loss 
carryforwards be recognized in the year 
of loss. The tax effects of any realizable 
loss carrybacks shall be recognized In 
the determination of net income (loss) 
of the loss periods: appropriate adjust¬ 
ments of existing net deferred tax credits 
may also be necessary in the loss period. 

(4) Carriers electing to account for 
the Investment tax credit by the flow 
through method shall credit account 985, 
“Income taxes accrued on ordinary In¬ 
come," or account 987. "Income taxes on 
extraordinary items." as applicable, and 
charge account 443, "Accrued liability 
for Federal Income taxes’*, with the 
amount of investment tax credit utilized 
In the current accounting period. 

<5> Carriers electing to account for 
the investment tax credit by the deferred 
method shall concurrently with making 
the entries prescribed in (41 above 
charge account 986. "Provision for de¬ 
ferred income taxes" or account 988, 
"Provision for deferred Income taxes— 
extraordinary items/* as applicable, and 
shall credit account 563. "Accumulated 
deferred Income tax credits'* with the in¬ 
vestment tax credit utilized as a reduc¬ 
tion of the current year’s tax liability but 
deferred for accounting purposes. The 
Investment tax credit so deferred shall 
be amortized by credits to account 986, 
"Provision for deferred income taxes". 

Nor* At Any change in practice of ac¬ 
counting for the Investment tax credit shall 
be reported promptly to the Commission. 
Carriers deal ring to clear deferred investment 
tax credits because of a change from the 
deferral method to the flow through method 
shall submit the proposed journal entry to 
the Commission for consideration and advice. 


RULES AND REGULATIONS 

Nots B: A carrier shall follow generally 
accepted accounting principles where an In¬ 
terpretation of the accounting rules for In¬ 
come taxes ts needed or obtain an Interpreta¬ 
tion from Its public accountant or the Com¬ 
mission. 

(M) Recorded %alue of M-furitim owned. 

(1) Investments in the securities of 
any company other than those issued or 
assumed by the accounting company, 
where the investment does not repre¬ 
sent 20 percent or more of the outstand¬ 
ing voting common stock of the company 
should be recorded at cost and should 
not be stated in excess of cost .'Exceptions 
to this rule may be approved by the Com¬ 
mission in special circumstances where 
an Investment of less than 20 percent 
gives the accounting company power to 
significantly Influence the financial and 
policy making decisions of the investee. 

(2) All Investments in common stocks 
of affiliated companies where the invest¬ 
ment represents 20 percent or more of 
the voting common stock of the company 
and all investments in corporate joint 
ventures (see definition (31)) shall be 
accounted for according to the principles 
of equity accounting as prescribed in 
paragraph (3) below. 

(3) The principles of equity accounting 
provide that the accounting company 
shall record all investments described in 
paragraph (2> above as follows: 

(1) A11 investments when acquired shall 
be recorded In the appropriate account 
at cost. Any difference between the cost 
of the Investment and the Investor car¬ 
rier's equity in net assets of the affiliated 
company shall be amortized to account 
697. "Income from affiliated companies/’ 
over a reasonable period not to exceed 
40 years. 

iii) The investor shall record in ac¬ 
count 697. "Income from affiliated com¬ 
panies". Its share of the affiliated com¬ 
pany's profits or losses (see (lii) below 
for extraordinary and prior period items) 
for each accounting period subsequent 
to acquisition of the investment except 
that in the year of acquisition such 
amount shall be determined from the 
date of acquisition. Dividends received 
shall be recorded by credit to the invest¬ 
ment account. 

(iii) The accounting company shall 
record its share of extraordinary items 
and its share of prior period adjust¬ 
ments reported in the affiliated compa¬ 
nies’ financial statements according to 
the provisions of Instruction K. 

(iv) Any profits or losses on trans¬ 
actions between the accounting company 
and the investee affiliate shall be elimi¬ 
nated until realized by the accounting 
company or the investee company as if 
the two were consolidated. 

(v) A transaction of live Investee of a 
capital nature that affects the account¬ 
ing company's share of stockholders* 
equity of the Investee should be ac¬ 
counted for as If the two were consoli¬ 
dated. 

(vl) Saks of stock of an investee by 
an Investor company should be accounted 
for as gains or losses equal to the differ¬ 
ence at the time of sale between selling 


2505 

price and the carrying amount of the 
stock sold. 

(vil) The financial statements of the 
Investee that are used for equity account¬ 
ing should be timely. If the accounting 
year of the investee differs from that of 
the accounting carrier then the most re¬ 
cent statements may be used. A lag In 
reporting should be consistent from 
period to period. 

(viii) An investor company should 
suspend application of the equity method 
when the Investment together with any 
net advances made to the investee is 
reduced to zero Additional losses should 
not be provided for unless the accounting 
company has guaranteed obligations of 
the investee or Is otherwise committed to 
provide further financial support for the 
Investec. If the Investee subsequently re¬ 
ports net Income the accounting carrier 
shall resume applying the equity method 
at such time as its share of that net in¬ 
come equals the share of net losses not 
recognized during the period of suspen¬ 
sion. 

(ix> The accounting company shall 
deduct any dividends applicable whether 
or not declared on outstanding cumula¬ 
tive preferred stock of the investee affil¬ 
iate when computing its share of earn¬ 
ings or losses. 

(x) When the accounting company 
voting stock Interest falls below the level 
of ownership described in paragraph (2) 
above the investment no longer qualifies 
for the “equity method". Any dividends 
received on the investment in subsequent 
periods shall be applied as a reduction 
of the carrying amount of the investment 
to the extent they exceed the accounting 
carrier’s share of earnings for such 
periods. 

(xi) When the level of ownership of 
an investment accounted for under the 
cost method increases to that described 
in paragraph (11) above, then the in¬ 
vestment shall be accounted for under 
the equity method. The Investment, net 
Income (current and prior periods > and 
retained earnings of the accounting car¬ 
rier shall be adjusted retroactively (sec 
Instruction K). The adjustment should 
be made on a step by step basis determin¬ 
ing the income, dividend, and amortiza¬ 
tion adjustment applicable at each level 
of ownership. 

(4) The accounting company shall 
write down the cost of any investment to 
the extent of impairment In values; how¬ 
ever. mere fluctuations in market value 
shall not be recorded. Write downs for 
impairment shall not be delayed beyond 
the year In which a loss is claimed for in¬ 
come tax purposes. The loss may be re¬ 
corded In the accounts by establishing 
a reserve for such loss through credits to 
account 329. "Decline In value of invest¬ 
ments". losses attributable to write 
downs or write offs shall be charged to 
account 690, '’Miscellaneous Other 
Income". 

(5> When securities with a fixed ma¬ 
turity date arc purchased at a discount 
(Le.. when total cost including brokerage 
fees, taxes, commissions, etc.. Is less than 
par), such dLscounts may be amortized 
over the remaining life of the securities 
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through periodic debits to the account 
in which the securities are carried (pref¬ 
erably coincident with entries record¬ 
ing interest accruals) and credits to the 
same account In which Interest income 
is credited. No debits shall be made In 
respect to discounts upon securities held 
as Investments or in special funds if 
there is reason to believe that such se¬ 
curities will be disposed of by redemp¬ 
tion or otherwise at less than par or will 
not be paid at date of maturity. When 
securities with a fixed maturity date 
are purchased at a premium (i.e., when 
the total cost including brokerage fees, 
taxes, commissions, etc., is in excess of 
par), such premium may be amortized 
over the remaining life of the securities 
through periodic credits to the account 
in which the securities are carried (pref¬ 
erably coincident with entries recording 
interest accruals) and debits to the 
same accounts in which the interest in¬ 
come is recorded. 

Non: Coat (for purpoa** of this instruc¬ 
tion) u caah or fair market value of the 
consideration given at the time of acquisi¬ 
tion but excluding amounts of accrued In¬ 
terest and accrued dividends. 

(N) Transaction with affiliated com¬ 
panies. 

(1) All transactions with affiliated 
companies shall be entered in the appro¬ 
priate accounts provided for transac¬ 
tions of the same nature. 

(2) Transportation-related charges 
from affiliated companies shall be deb¬ 
ited to the appropriate operating expense 
accounts. (Where applicable the com¬ 
ponent of each account shall be dis¬ 
tributed to the appropriate activity.) 

(3) Each bill rendered by an affili¬ 
ated company shall state the specific 
basis for charges concerning any type 
of service rendered, sale or use of facili¬ 
ties or any other type of asset or proper¬ 
ty, with an adequate description of such 
basis used. 

(4) The carrier shall record, as the 
cost of assets or services received from an 
affiliated supplier, their invoice price In 
those cases where the invoice price can be 
determined from a prevailing price list of 
the affiliated supplier available to the 
general public in the normal course of 
business. If no such price list exists, the 
charges shall be recorded at the lower 
of their cost to the originating affiliated 
supplier (less all applicable valuation re¬ 
serves in case of asset sales), or their 
estimated fair market value determined 
on the basis of a representative study of 
similar competitive and arm's-length or 
bargained transactions. Any differences 
between actual transaction prices and 
the above, as well as charges that are not 
transportation related, shall be con¬ 
sidered of a financing nature and shall 
be recorded accordingly, as nonoperating 
charges or credits. 

(5) The records supporting all trans¬ 
actions with affiliated companies shall be 
so maintained In a separate file as to 
show the contractual arrangement for 
each transaction, the amounts paid to 
and received from each company, and 
the basis of each assessment. 
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(6) The file maintained pursuant to 
this instruction shall be kept in such a 
manner as to enable the carrier to fur¬ 
nish accurately and expeditiously infor¬ 
mation and supporting documentation 
relating to the transactions. It is not 
Intended that the file include data re¬ 
lating to ordinary carrier operation such 
as lawful tariff charges, interchange of 
equipment and similar items. 

(7) Punched cards, magnetic tapes, 
discs, or other machine-sensible device 
used for recording, consolidating, and 
summarizing accounting transactions 
and records wffth a carrier’s electronic or 
automatic data processing system shall 
constitute a file within the meaning of 
this instruction, provided the carrier 
maintains the capability to produce a 
record of transactions with affiliates 
within 10 days of a request of the 
Commission. 

(8> Nothing contained herein shall be 
construed as restraining the carrier from 
subdividing accounts (see Instruction 
b(5)) for the purpose of recording sepa¬ 
rately transactions with affiliated com¬ 
panies. 

(O) Charges to be ju»t and reasonable. 

All charges to the accounts prescribed 
in this system of accounts for carrier 
property, operating revenues, operation 
and maintenance expenses, and other 
carrier expenses, shall be Just, reasonable 
and necessary to the honest and efficient 
operations and management of the car¬ 
rier business. Payments should not ex¬ 
ceed the fair market value of goods and 
services acquired In an arms-length 
transaction. Any payments in excess of 
such Just and reasonable charges shall be 
included in account 990, "Miscellaneous 
expense". 

Balance Sheet Accounts 

(A> Asset Accounts 
account 

100 Cadi. 

(a) This account shall include the 
amount of current funds available for 
use on demand In the hands of financial 
officers or deposited in banks or trust 
companies including cash in transit for 
which agents or others have received 
credit. Cash appropriated for replace¬ 
ment, debt retirements, funded reserves, 
etc., and cash on deposit to guarantee 
performance of agreements shall be car¬ 
ried in appropriate accounts numbered 
115 and 301 to 312, inclusive. If the with¬ 
drawal of any portion of the cash In¬ 
cluded In this account is restricted for 
any purpose whatsoever, the balance 
sheet must carry an appropriate notation 
to that effect. 

(b) This account shall be subdivided 
into the following sub-accounts: 101.106. 
Ill, and 114. 

101 ( jMh un dcpo*it^-domr»tic. 

This account shall include all cash on 
deposit in banks in the United States and 
available for general purposes. 

106 Cadi on dcpo»il—foreign. 

This account shall Include all cash on 
deposit In foreign banks and available 
for general purposes. 


Ill Imprest and petty ra*h fund). 

This account shall include cash funds 
maintained at fixed amounts to be used 
in making change or in the nature of 
revolving funds for minor disbursements 
requiring immediate payment, the funds 
being regularly reimbursed from the 
general cash. Subsidiary accounts shall 
be maintained by agents or by type of 
fund. 

114 Cadi on hand and in tran*it. 

This account shall include cash in the 
hands of financial officers; cash transfers 
between banks; and cash in transit from 
agents, branch houses, and employees. 

115 Special ra*h deposit*. 

<&> This account shall include the 
amounts of cash on special deposit (other 
than in special funds or deposits as else¬ 
where provided > for the payment of div¬ 
idends, interest, and other debts of a 
current nature, when such payments are 
due one year or less from date of deposit; 
also amounts of cash deposited to insure 
the performance of contracts to be per¬ 
formed within one year from date of de¬ 
posit; and other cash deposits of a spe¬ 
cial nature not provided for elsewhere. 

(b) This account shall also include 
cash realized from the sale of the car¬ 
rier’s securities and deposited with 
trustees to be held until disbursed for 
the purpose for which the securities were 
sold: Provided, that cash held for such 
purposes, including cash held for re¬ 
demption of securities, shall be included 
in the appropriate special funds unless 
the liability for the disbursement Is In¬ 
cluded under current liabilities. 

(c) Cash on deposit in special bank 
accounts where the funds are available 
for current requirements shall be In¬ 
cluded in account 100, "Cash." 

120 Marketable securitic*. 

(a) This account shall include the cost 
of government securities and temporary 
investments in other readily marketable 
securities which are available for gen¬ 
eral purposes of the business. Securities 
issued or assumed by the carrier or by a 
related company shall not be included in 
this account. 

(b) Subsidiary accounts shall be main¬ 
tained as determined necessary. 

120 DtMoiinl* and premium* on mar¬ 
ketable ttrciiritics. 

This account may be charged with 
accumulation of any discount and may 
be credited with amortization of any 
premium on marketable securities, at the 
time of accrual or collection of Interest 
thereon, with contra entry in Account 
675. "Interest income" if it is the prac¬ 
tice of the carrier to adjust that account 
to a yield basis. When the securities are 
disposed of, any balance applicable 
thereto in this account shall be trans¬ 
ferred to the account in w r hich the cost 
of such securities is recorded. 

130 Notr« receivable. 

(a) This account shall include the 
amount of all collectible obligations in 
the form of short-term notes receivable, 
or other similar evidences (except in- 
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tcrcst coupons) of money receivable on 
demand or within one year from date of 
issue, except notes receivable from re¬ 
lated companies subject to current 
settlement, which shall be Included in 
account 140, “Notes receivable—affili¬ 
ates.*' 

(b) This account shall be divided Into 
the following sub-accounts: 

131 Miscellaneous notes receivable. 

133 Subscriptions to capital stock. 

140 Notw rrrmiiMf— 

(a) This account shall include the 
amount of all obligations in the form of 
short term notes receivable from related 
companies which arc subject to current 
settlement. 

(b) Items which are not subject to 
current settlement shall be included in 
account 319, “non-current notes receiv¬ 
able—affiliated companies/* 

(c) Subsidiary accounts shall be main¬ 
tained by companies and shall show all 
essential detail. 

150 Arcnunlfi rreei table. 

This account shall be divided Into the 
following subaccounts: 151-153, 155. 

160-162,165. and 168. 

151 Traffic arruunU ircrivablr—t.$. 

Government. 

(a) This account shall include ac¬ 
counts receivable from U.S. Government 
agencies arising incident to the carriage 
of passengers, excess baggage, freight, 
and mail. 

<b) Subsidiary accounts shall be main¬ 
tained by Individual agencies and by ves¬ 
sels and voyages. 

152 Traffic Account* receivable—other. 

(a) This account shall include ac¬ 
counts receivable from shippers, con¬ 
signees. connecting carriers, and others 
(excluding related companies) arising 
incident to the carriage of passengers, 
excess baggage, freight, and mail. 

(b) Subsidiary accounts shall be main¬ 
tained by individual debtors and by ves¬ 
sels and voyages. 

(c) Receivables from any agent with 
whom assignments are made to disburse 
vessels from revenue collections shall not 
be included In this account, but shall 
be Included in account 010, “Agents and 
branch houses/’ 

153 ArcounU rfrrivablf—affiliate*. 

(a) This account shall Include the 
amounts receivable from related com¬ 
panies which are subject to current set¬ 
tlement, such as balances in open ac¬ 
counts for services rendered, materials 
furnished, traffic accounts, rents for use 
of property and similar items; also In¬ 
terest, dividends, loans, notes and drafts 
for which related companies are liable. 

(b) Items which are not subject to cur¬ 
rent settlement shall be included in ac¬ 
count 320. “Non-current accounts re¬ 
ceivables—affiliated companies.** 

Cc) Subsidiary accounts shall be main¬ 
tained by companies and shall show all 
essential details. 


155 Claima receivable. 

<&> This account shall include claims 
transferred from account 361, “Claims 
pending” and other adjusted claims col¬ 
lectible within one year. 

(b) Subsidiary accounts shall be main¬ 
tained in the names of the insurance un¬ 
derwriters, connecting carriers, or other 
entities with whom the claim has been 
filed and detailed as to the identity of 
the claims outstanding within each sub¬ 
sidiary account. 

160 Account* receivable—Maritime Ad- 
n>iai»lration — operating - differen¬ 
tial frub»idy. 

This account shall Include opera ting- 
dilTcrential subsidy accruals, expected to 
be collected within one year. 

161 Accounts receivable—Maritime Ad¬ 
ministration — ron*lruction - differ¬ 
ential *uh»idy« 

This account shall Include construc¬ 
tion-differential subsidy accruals. 

162 AccounU receivable—Maritime Ad- 
ni ini *1 rat ion—ot 1 1 rr. 

This account shall include all other 
current receivables that may arise from 
transactions between the carrier and the 
Maritime Administration. 

165 Account* receivable— miscellane¬ 

ous. 

(a> This account shall include all ac¬ 
counts receivable from other than related 
companies for which no other account Is 
specifically provided, including all 
amount; receivable from officers, em¬ 
ployees and others, which arc collectible 
in the ordinary course of business within 
one year. 

(b) Subsidiary accounts shall be main¬ 
tained by debtors. 

168 Accrued account* receivable. 

fa) This account shall be used for 
periodic accruals of unmatured receiv¬ 
ables such as interest, rents, dividends 
and charter-hires, provided; the collec¬ 
tion thereof is reasonably assured by past 
experience, anticipated provisions, or 
otherwise. 

<b> This account shall not be charged 
with accrued interest on securities on de¬ 
posit in account 301 “Capital reserve 
fund’* and account 302 “Capital construc¬ 
tion fund.” with accrued receivables from 
related companies, which are chargeable 
to account 153, “Accounts receivable— 
affiliates,” or with dividends or other re¬ 
turns on securities issued by the com¬ 
pany. 

169 Estimated allowance* for doubtful 
note* and account* receivable. 

This account 6hall be credited at the 
close of each accounting period with the 
amount charged to account 965 “Doubt¬ 
ful notes and accounts receivable** to pro¬ 
vide for estimated uncollectible notes and 
accounts. For balance sheet purposes, the 
balance in this account shall be segre¬ 
gated between current and non-current 
items. 


170 Inventories—*horra file. 

(a) This account shall include the cost 
of all unissued and unapplied materials, 
articles In process of manufacture by 
the carrier, fuel, tools, stationery, and 
other stores and supplies, but excluding 
fuel, stores, and supplies on board vessels, 
and spare parts Includable in account 
362 “8pare parts on which canstruction- 
diftercntial subsidy has been paid” and 
account 363 “Spore parts—other." 

fb> The costs chargeable to this ac¬ 
count arc the actual costs of the mate¬ 
rial and supplies at point of free delivery, 
plus custom duties, sales and other taxes, 
insurance, inspection, special tests, load¬ 
ing and unloading, and transportation 
charges paid from the free point of de¬ 
livery to the carrier’s line. No charge 
shall be made to this account for the 
cost of transporting material and sup¬ 
plies when performed by the carrier. 

(c) An annual inventory of material 
and supplies shall be token, except in in¬ 
stances where inventories are waived by 
the Interstate Commerce Commission or 
the Maritime Administration, and the 
necessary adjustments made to bring this 
account into harmony with the actual in¬ 
ventory balance. In effecting such adjust¬ 
ments. differences for important classes 
of material shall be equitably assigned 
among the accounts to which such classes 
are ordinarily chargeable. 

(d) This account shall be divided Into 
the following sub-accounts: 171-175. 

171 Ve*.*el* Mores, fttipplies, and equip¬ 
ment ashore. 

(a) This account shall include the cost 
of all stores, supplies, and equipment held 
for delivery to vessels including quantity 
purchases warehoused and delivered to 
vessels as required. 

(b> Subsidiary accounts shall be so 
maintained as to show location of inven¬ 
tories. 

172 Other "hipping inventories. 

(a) This account shall Include the cost 
of all stores, supplies, and equipment held 
for use in the conduct of the shipping 
business, including terminal, cargo han¬ 
dling. tug and lighters, and other Inci¬ 
dental shipping operations, for which 
no other account Is specifically provided. 

(b) Subsidiary accounts shall be main¬ 
tained to show location of inventories. 

173 Noitflliipping inventories for wile. 

This account shall Include inventories 
of merchandise for sale by firms engaged 
in nonshipping enterprises and shall be 
maintained so as to show separately the 
major classes of inventory such as raw 
materials, work in process, and finished 
goods. 

174 Nonahipping inventories for eon- 
*u nipt ion. 

This account shall Include the cost of 
all stores, supplies and equipment, held 
for use in the conduct of non-shipping 
enterprises, other than merchandise for 
sale. 
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175 Mi*ccllancou* inventories. 

This account shall Include the cost of 
all stores, supplies and equipment ac¬ 
quired for use in the conduct of the busi¬ 
ness which cannot be allocated as be¬ 
tween shipping and non-shipping enter¬ 
prises. 

190 Other current imcI*. 

This account shall be divided into the 
following sub-accounts: 191-193 and 199, 

191 Prepaid current insurance. 

This account shall include the unex- 
pired amount of insurance premiums 
paid, or recorded as a liability in ad¬ 
vance of payment, but only to the extent 
that such premiums apply to the period 
within one year of the date of the bal¬ 
ance sheet and arc properly charge¬ 
able within that period to appropriate 
700, 800 or 900 series of accounts. This 
account shall be subdivided to show sep¬ 
arately prepayments on the several class¬ 
es of Insurance. 

192 Advances lo officer* and employee* 
for expense*. 

(a) This account shall include all 
amounts advanced to officers and em¬ 
ployees for travel, entertainment, and 
similar expenses, from which such ex¬ 
penses are to be paid and accounted for. 
This account shall not include imprest 
and petty cash funds in fixed amounts 
held by employees and branch offices for 
the purpose of making minor expendi¬ 
tures. 

<b> Subsidiary accounts shall be 
maintained by officers and employees, 
agents or branch offices. 

193 Other prepaid current expense*. 

This account shall include the amount 

of prepaid current expenses, such as in¬ 
terest, taxes, rentals, advertising, charter 
hire, and similar expense not otherwise 
specifically provided for, but only to the 
extent that such prepayments apply to 
the period within one year from the date 
of the balance sheet and are properly 
chargeable within that period to appro¬ 
priate 700. 800, or 900 series of accounts. 
Minor items may be charged directly to 
the appropriate expense accounts. 

198 Deferred income tux charge*. 

(a) This account shall include the 
portion of deferred income tax charges 
and credits relating to current assets 
and liabilities, when the balance is a net 
debit. 

(b) A net credit balance shall be In¬ 
cluded in account 480, “Deferred income 
tax credits”. 

199 All other current twU. 

This account shall include the amount 
of assets of a current nature not includ¬ 
ible in any of the foregoing current asset 
accounts. Subsidiary accounts shall be 
maintained so as to show separately each 
class of other current assets. 

200 Deferred expenses—un terminated 
voyage*. 

When the Accounts are maintained on 
a terminated voyage basis, the expense 


of voyages in progress at the end of an 
accounting period shall be transferred 
to this account from the related voyage 
expense accounts. Detail coding shall be 
maintained by individual vessel and 
related voyage. 

300 Special fund* and deposit*. 

Tills account shall be divided into the 
following subaccounts: 301-310, and 312. 

301 Capital reserve fund. 

This account shall be subdivided as 
follows: 

(а) 301-1 Cash and securities—non¬ 
trust. This account shall be charged with 
cash and the value of securities approved 
for deposit in this fund, and shall be 
credited with withdrawals therefrom In 
accordance with the provisions of sec¬ 
tion 607< b> of the Merchant Marine Act. 
1936. as amended, in effect prior to the 
enactment of Pub. Li. 91—4691 (34 Stat. 
1018) and under such rules and regula¬ 
tions as the Maritime Administration 
may issue from time to time. Subsidiary 
accounts are to be subdivided as to de¬ 
positories or trustees, as the case may be, 
and further subdivided to show the 
amount of (1) cash and (2> marketable 
securities, and (3) Current balances of 
mortgages from the sale of vessels. 

(б) 301-2 Discounts and premiums, 
nontrust. This account may be charged 
with accumulation of any discount and 
may be credited with amortization of 
any premium on securities, at the time 
of accrual or collection of Interest 
thereon, with contra entry in account 
675. “Interest income,” If It is the prac¬ 
tice of the carrier to adjust that account 
to a yield basis. When such securities are 
disposed of. any balance applicable 
thereto In this account shall be trans¬ 
ferred to account 301-1. 

(c) 301-3 Common stock trust. This 
account shall be charged with the 
amount of the non-trust portion of the 
capital reserve fund transferred to the 
capital reserve fund-common stock trust, 
the acquisition cost of common stock in 
which the trust is invested, the income, 
capital gains, and other principal, and 
shall be credited with withdrawals there¬ 
from and capital losses in accordance 
with the provisions of section 607(d) of 
the Merchant Marine Act, 1936, as 
amended. In effect prior to the enact¬ 
ment of Pub. L 91-469 (84 Stat. 1018) 
and under such rules and regula¬ 
tions as the Maritime Administration 
may issue. Subsidiary accounts of the 
capital reserve fund-common stock trust 
are to be maintained to record cash, com¬ 
mon stocks, and other principal. 

302 Capital construction fund. 

This account shall be subdivided as 
follows: 

(a> 302-1 Cash and securities. This 
account shall be charged with cash and 
the value of securities deposited In this 
fund as determined In accordance with 
26 CFR 6 3.2(g) and shall be credited 
with withdrawals therefrom in accord¬ 
ance with the provisions of section 607 of 
the Merchant Marine Act, 1936, as 


amended, and under such rules and reg¬ 
ulations as the Maritime Administration 
may issue either independently or to¬ 
gether with the Internal Revenue 
Service. Subsidiary accounts are to be 
subdivided as to depositories or trustees, 
as the case may be, and further sub¬ 
divided to show the amount of (1) cash. 
<2> marketable securities and (3) cur¬ 
rent balances of mortgages from the sale 
of vessels, and further subdivided in ac¬ 
cordance with sub-paragraph 607 (e) (1) 
of the Act—namely, (A) capital account. 
(B) capital gain account. (C) ordinary 
income account. 

(b) 302-2 Discounts and premiums. 
This account may be charged with ac¬ 
cumulation of any discount and may be 
credited with amortization of any pre¬ 
mium on securities, at the time of ac¬ 
crual or collection of interest thereon, 
with contra entry in account 675, “Inter¬ 
est income. 0 if it Is the practice of the 
carrier of the adjust that account to a 
yield basis. When such securities are 
disposed of, any balance applicable 
thereto in this account shall be trans¬ 
ferred to account 302-1. 

303 Construction reserve fund. 

(a) This account shall be charged with 
cash and the cost of approved securities 
deposited in such fund, and shall be 
credited with withdrawals therefrom in 
accordance with the provisions of section 
511 of the Merchant Marine Act, 1936. 
as amended, and section 112(b) of the 
Internal Revenue Code, and other Inter¬ 
nal Revenue Acts. It shall also include 
accretions on Investments in such fund 
when retained therein. 

(b) Subsidiary accounts are to be 
maintained as described in account 301. 

301 IntcrcM accrual* for deposit in 
(statutory fund*. 

This account shall include the periodic 
(not less frequent than annual) accruals 
of interest on cash and securities on de¬ 
posit hi account 301 “Capital reserve 
fund", account 302, “Capital construction 
fund” and account 303, “Construction re¬ 
serve fund** with corresponding credit to 
account 675, “Interest income." 

305 Insurance fund*. 

(a) This account shall Include cash, 
marketable securities, and other quick 
assets placed on deposit or in the hands 
of trustees to guarantee the satisfaction 
of obligations for losses in instances 
where the carrier Is a self-insurer In 
whole or In part. 

<b) Subsidiary accounts shall be 
maintained by depositories or trustees, 
as the case may be, and further sub¬ 
divided as to (1) cash. (2) marketable 
securities and <3) other quick assets. 

306 Dcfil retirement fund*. 

(a) This account shall Include cash, 
marketable securities, and other quick 
assets placed on deposit or In the hands 
of trustees as a sinking fund to meet 
obligations maturing In the future, or to 
carry out such operations as the retire¬ 
ment of preferred stock or the purchase 
of serial bonds. 
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(b> Subsidiary accounts shall be main¬ 
tained by depositories or trustees, further 
subdivided to show cash or marketable 
securities, other quick assets and pur¬ 
poses of the fund* 

307 Farrow funds. 

This account shall be charged with the 
amounts required to be deposited in the 
Escrow fund and credited with disburse¬ 
ments therefrom, in connection with the 
insurance or guarantee of obligations fi¬ 
nanced by sale of U.S. Government in¬ 
sured or guaranteed obligations, pursuant 
to the provisions of section 1111 of the 
Merchant Marine Act, 1936, as amended, 
the provisions of contracts or agreements 
entered into and regulations published 
by the Assistant Secretary of Commerce 
for Maritime Affairs. These funds shall 
be reported separately and maintained 
in accordance with such rules and regu¬ 
lations as the Assistant Secretary for 
Maritime Affairs may issue, 

308 Construction funds. 

This account shall be charged with the 
amounts required to be deposited therein, 
representing the difference between the 
principal of insured or guaranteed obli¬ 
gations and the principal amount re¬ 
quired to be deposited in the escrow fund 
or such other amounts required by con¬ 
tracts or agreements, and shall be 
credited with authorized disbursements 
therefrom. These funds shall be reported 
separately and maintained in accordance 
with such rules and regulations as the 
Assistant Secretary of Commerce for 
Maritime Affairs may Lssue. 

309 Other special fund** 

<a) This account shall include cash, 
marketable securities, and other quick 
assets appropriated for replacement of 
unsubsidized vessels (except instances 
where account 303 “Construction reserve 
fund'' is applicable), to fund reserves for 
pensions and any other special funds for 
which no specific account is provided. 

(b) Subsidiary accounts shall be main¬ 
tained for each class of fund by deposi¬ 
tories or trustees, and further subdivided 
to show (1) cash. <2) marketable secu¬ 
rities and (3) other quick assets. 

310 Restricted funds. 

This account shall be established at 
the time of the first deposit required 
therein, and shall be charged with 
deposits pursuant to the provisions of 
contracts or agreements. This account 
shall be credited with authorized with¬ 
drawals therefrom. Those funds shall 
be reported separately and maintained 
in accordance with such rules and regu¬ 
lations as the Assistant Secretary of 
Commerce for Maritime Affairs may 
issue. 

312 Special and guaranty deposit*. 

<a) Tills account shall Include cash 
and marketable securities deposited to 
guarantee the performance of confer¬ 
ence and similar agreements; also de¬ 
posits in lieu of mortgaged property sold, 
and other trust deposits, to be held until 
equivalent property is acquired or pend¬ 
ing other disposition. This account shall 


also Include deposits on oil drums* 
ammonia cylinders and similar equip¬ 
ment. 

(b) Subsidary accounts shall be main¬ 
tained by depositories. 

3 IS InvcAtmenla* 

This account shall be divided into the 
following subaccounts; 316, 319, 320, 325, 
328. and 329. 

316 Securities of related companies. 

(a) This account shall Include the in¬ 
vestment in securities issued or assumed 
by related companies other than secu¬ 
rities held in special deposits or special 
funds. AU such investments shall be ac¬ 
counted for in accordance with the pro¬ 
visions of instruction M. 

(b) This account shall be maintained 
in such a manner as to show each of the 
following Investment elements in each 
affiliated company (including corporate 
joint ventures). 

(1) Common stock at cost and (if ap¬ 
plicable) to show; 

(1) Equity in net assets at the date of 
acquisition. 

(ii) Unamortized balance of the orig¬ 
inal goodwill amount. 

(ill) Equity in undistributed earnings 
since acquisition. 

(iv) Dividends received from the date 
of acquisition. 

(2) Preferred stocks. 

(3) Bonds. 

(4) Other. 


319 Noncurmil note* receivable—affil¬ 
iated rom panic*. 

(a) This account shall include the 
amounts of all obligations in the form of 
notes receivable from affiliated com¬ 
panies which are not subject to current 
settlement. 

(b) Subsidiary accounts shall be 
maintained by companies and show all 
essential details. 

320 ISoncurrent account* receivable— 
affiliated companies. 

(a) This account shall Include re¬ 
ceivables from affiliated companies for 
other than services rendered, supplies 
furnished, and other transactions cus¬ 
tomarily subject to current settlement. 

(b) Subsidiary accounts shall be 
maintained by companies and shall show 
all essential detail. 


325 Ouh value of life in«uraitcc poli¬ 
tic*. 


held as Investments, where there ap¬ 
pears to be permanent impairment in 
their value, by contra charge to account 
690, “Miscellaneous Other Income". 

(b) When securities are disposed of, 
the balance in this account applicable U> 
such securities shall be charged hereto. 

330 Property and equipment. 

(a) This account shall Include the 
cost of acquisition or construction, in¬ 
cluding additions and betterments, of 
property and equipment owned by the 
carrier. 

(b) This account shall be divided into 
the foliowring sub-accounts: 331, 332, 
335-338, 341-359. 

331 floating equipment— vcmcL*. 

(a) This account shall include the 
cost of acquisition or construction and 
related capitalizable costs, including ad¬ 
ditions and betterments, of vessels and 
of appurtenances, furniture and fixtures 
necessary to equip them for service, in¬ 
cluding inspection, trial runs and tests. 
This account also Includes those costs, 
if capitalizable for Federal income tax 
determination directly incurred in plac¬ 
ing the vessel into active service, limited 
to the direct vessel operating expense 
during the period from delivery of the 
vessel to arrival at the first loading 
berth. 

(b) Capitalizable costs must be deter¬ 
mined in accordance with applicable or¬ 
ders. rules and regulations prescribed or 
adopted by the Maritime Administration. 
Subsidiary accounts shall be maintained 
in such manner as to show by vessels the 
original cost to the carrier and cost of 
additions and betterments. 

332 Accumulatm] depreciation—vc>**cl*. 

(a) Tills account shall be credited with 
all depreciation on vessels charged to ac¬ 
counts 742 "Depreciation—vessels" and 
842 “Depreciation—idle vessels." 

(b) Credit to this account applicable to 
subsidized vessels shall be computed on 
an estimated useful life of twenty-five 
years, except in instances where some 
other basis 1s specifically authorized by 
the Maritime Administration, with such 
allowances for residual values as ap¬ 
proved by that Administration, and in 
accordance with applicable orders, rules 
and regulations prescribed or adopted by 
the Maritime Administration. Subsidiary 
accounts shall be maintained by individ¬ 
ual vessel. 


This account shall Include the cash 
surrender value of life Insurance poli¬ 
cies. under which the carrier is the bene¬ 
ficiary, less the amount of any loans 
which have been obtained on such poli¬ 
cies and not repaid. 

328 Oilier invc*imenl*. 

This account shall include Investment 
advances to companies and individuals, 
and miscellaneous Investments not pro¬ 
vided for elsewhere. 

329 Decline in value of investment*. 

(a) This account shall be credited at 
the close of each accounting period with 
amount necessary to reflect the decline 
in value of securities and other assets 


333 Floating equipment—barge*. 

(a) This account shall include the cost 
of acquisition or construction and re¬ 
lated capitalizable costs. Including addi¬ 
tions and betterments of barges carried 
aboard vessels <e.g„ LASH. 8EABEE or 
other) and of appurtenances and fixtures 
necessary to equip them for service, in¬ 
cluding inspection, trial runs and tests. 

(b) Subsidiary accounts shall be main¬ 
tained by the various types of barges. 

336 Accumulated depreciation—barge*. 

(a) This account shall be credited with 
all depreciation charged to account 885 
“Depreciation—barges." 

(b) Subsidiary accounts shall be main¬ 
tained by the various types of barges. 
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337 Other floating equipment. 

(a) This account shall include the cost 
of construction or acquisition. Including 
additions and betterments, of other float¬ 
ing equipment, such as tugs, barges 
(other than barges carried aboard ves¬ 
sels which are included in account 336 
“Floating equipment—barges"), scows, 
launches, lighters, floating cranes, etc., 
and of appurtenances, furniture, and fix¬ 
tures necessary to equip for service In¬ 
cluding inspection, trial runs and tests. 

(b> Subsidiary accounts shall be main¬ 
tained in such manner os to show the 
foregoing information by the various 
types of other floating equipment. 

338 Accumulat'd depreciation—oilier 

floating equipment. 

This account shall be credited with all 
depreciation charged to account 864 
"Depredation—other floating equip¬ 
ment." Subsidiary accounts shall be 
maintained In the same manner as the 
corresponding accounts supporting ac¬ 
count 337, "Other floating equipment." 

341 (onUinen. 

Ca) This account shall Include the 
cost of construction or acquisition of all 
types of containers except refrigerated 
containers used for the shipping of cargo, 

(b) Subsidiary accounts shall be main¬ 
tained by the various types of containers 
within this category. 

3 12 Accumulated depreciation—coo- 

tuivier*. 

(a> This account shall be credited with 
all depreciation on containers which Is 
charged to account 881 “Depreciation— 
containers." 

<b) Subsidiary accounts shall be main¬ 
tained by the various types of containers 
within this category. 

313 Refrigerated container*. 

(a) This account shall include the 
cost of construction or acquisition, in¬ 
cluding additions and betterments, of all 
types of refrigerated containers used for 
the shipping of cargo. 

(b> Subsidiary accounts shall be main¬ 
tained by the various types of containers 
within this category. 

3*VI Acr nma In led depreciation refrtg- 
erated container*. 

(a> This account Shan be credited with 
ail depreciation on refrigerated contain¬ 
ers which is charged to account 882 "De¬ 
preciation—refrigerated containers." 

(b) Subsidiary accounts shall be main¬ 
tained by the various types of containers 
within this category. 

345 Container related equipment. 

This account shall include the cost of 
construction or acquisition, including ad¬ 
ditions and betterments of all types of 
container related equipment. Including 
container cranes, yard container move¬ 
ment equipment, generator sets and other 
auxiliary equipment and similar equip¬ 
ment 
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346 Arc mutilated depreciation—con¬ 

tainer rclutcd equipment. 

This account shall be credited with all 
depredation on container related equip¬ 
ment which Is charged to account 886 
“Depreciation—container related equip¬ 
ment." 

347 Chaais and trailer equipment. 

(a) This account shall Include the cost 
of construction or acquisition, including 
additions and betterments, of chassis 
equipment used in the local dTayage and 
inland movement of cargo and cargo 
carrying equipment 

(b> Subsidiary accounts shall be main¬ 
tained by the various types of chassis 
and trailer equipment within this cate¬ 
gory. 

348 Accumulated depreciation—c!ia**i% 
and trailer equipment. 

(a) This account shall be credited with 
all depreciation on chassis and trailer 
equipment which Is charged to account 
883, "Depreciation—chassis and trailer 
equipment." 

(b) Subsidiary accounts shall be main¬ 
tained by the various types of chassis 
and trailer equipment. 

319 Terminal property and equipment. 

(a) This account shall Include the 
cost of construction or acquisition, in¬ 
cluding additions and betterments, of 
terminal, land, buildings, stevedoring and 
other cargo handling gear, repair yards, 
shore cranes, appurtenances, furniture 
and fixtures, and other terminal gear and 
equipment. 

<b) Subsidiary accounts shall be sub¬ 
divided between the various types of 
property and equipment, and shall be 
maintained in such manner as to show 
port location, original cost, and cost of 
additions and betterments. 

350 Arcumulntcd depreciation —termi¬ 
nal property and equipment. 

(a) This account shall be credited with 
all depreciation on terminal property and 
equipment which Is charged to account 
859 "Depreciation—terminal property 
and equipment." 

(b) Subsidiary accounts shall be main¬ 
tained in the same manner as the cor¬ 
responding accounts supporting account 
340, "Terminal property and equipment." 

351 Other flipping property and equip¬ 
ment. 

(a) This account shall Include the cost 
of construction or acquisition, including 
additions and betterments, of land and 
buildings, appurtenances, furniture and 
fixtures, transportation equipment other 
than barges, containers and chassis and 
trailer and any other property and equip¬ 
ment used exclusively in shipping and 
auxiliary operations which arc not prop¬ 
erly chargeable to accounts 331, 335, 337, 
311.343.345,347. and 349. 

(b) Subsidiary accounts shall be sub¬ 
divided between the various types of 
property and equipment and maintained 
in such maimer as to show location. 


original cost and cost of additions and 
betterments. 

352 Accumulated depreciation—other 
shipping property and equipment. 

(a) This account shall be credited 
will) all depreciation on other shipping 
property and equipment (as described 
in account 351) which is charged to ac¬ 
count 970, “Depreciation—other shipping 
property and equipment." 

(b> Subsidiary accounts shall be main¬ 
tained in the same manner as the cor¬ 
responding accounts supporting account 
351. "Other shipping property and 
equipment." 

353 Xonahipping property and equip¬ 
ment. 

(&J In instances where companies are 
engaged in nonshipping enterprises, 
cost of all property and equipment which 
can be directly assigned to such nonship¬ 
ping enterprises shall be included In tills 
account, including cost of additions, bet¬ 
terments. fixtures, furniture, and ap¬ 
purtenances. 

ib) Subsidiary accounts shall be sub¬ 
divided between the various types of non- 
shipping property and equipment, and 
maintained in such manner as to show 
location, original cost, and cost of addi¬ 
tions and betterments. 

354 Accumulated depreciation—non* 

shipping property and equipment. 

(a) This account shall be credited with 
all depreciation on non-shipping prop¬ 
erty and equipment which is charged to 
account 971 "Depreciation—non-ship¬ 
ping property and equipment." 

<b> Subsidiary accounts shall be main¬ 
tained in the same manner as the cor¬ 
responding accounts supporting account 
353, "Non-shipping property and equip¬ 
ment." 

355 Office leasehold* and leasehold im¬ 
provements. 

(a) This account shall Include the cost 
of acquiring long-term leases of office fa¬ 
cilities and the cost of alterations there¬ 
to and fixtures Installed in leased prop¬ 
erty. 

(b> Subsidiary accounts shall be sub¬ 
divided between the various types of 
property and equipment and maintained 
in such manner as to show location, 
original cost, and cost of additions and 
betterments. 

356 Accumulated amortisation— office 
leaseholds aad leaaehold improve* 
went*. 

This account shall be credited with all 
amoritizatlon on office leaseholds and 
leasehold improvements which is charged 
to account 975 “Amortisation—office 
leaseholds and leasehold improvements. “ 

357 Terminal leasehold* and lca*ehol<! 

i niprovcmrat*. 

(a) This account shall Include the cost 
of acquiring long-term leases of termi¬ 
nals. the cost of alterations thereto and 
the cost of fixtures installed In leased 
terminal property. 
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(b) Subsidiary accounts shall be main* 
tained by individual terminal. 

358 Accumulated amortization—term!* 
nal lea*clmld* and Im^huld improvc- 

<a) This account shall be credited 
with all amortization on terminal lease* 
hold and leasehold improvements which 
is charged to account 880 "Amortiza¬ 
tion—terminal leasehold and leasehold 
improvements.” 

(b) Subsidiary accounts shall be 
maintained In the same manner os the 
corresponding accounts supporting ac¬ 
count 357, "Terminal leasehold and 
leasehold improvements." 

359 don't ruction nork in pro|rco. 

(a) This account shall be charged 
with all payments Incident to the costs 
on vessels or other transportation prop¬ 
erty in process of construction which are 
capitalized In accordance with generally 
accepted accounting procedures. 

<b) Subsidiary accounts shall be sub¬ 
divided as between the various kinds of 
construction, and maintained in such 
mamier as to show type of construction 
and location. When the construction Is 
completed, the cost thereof shall be 
credited to the account and charged to 
the appropriate property accounts. 

360 Other 

This account shall be divided into the 
following sub-accounts: 361-364. 367. 
368. 370. and 374. 

361 Claims pending. 

(a) This account shall Include any 
claims In litigation, and insurance claims 
in process of compilation or adjustment. 
After adjudication of claims In litiga¬ 
tion, or adjustment of insurance claims, 
this account shall be credited and a 
charge made to account 155 "Claims re¬ 
ceivable." Deductible average insurance 
losses <if policies provide deductibles) 
should at the same time be transferred 
to account 570 "Estimated allowances 
for insurance." 

<b> Subsidiary accounts shall be sub¬ 
divided as between hull underwriters, 
protection and Indemnity underwriters, 
general average claims connecting car¬ 
riers, and such further classes as may be 
necessary. Each group of subsidiary ac¬ 
counts shall be maintained by vessels 
and voyages supported by sufficient de¬ 
tail to permit ready identification and 
analysis of each claim. 

362 Spare part* on illicit r<m»inu , iion« 
differential *ubaidy ha* been paid. 

This account shall Include the acquisi¬ 
tion cost (or other applicable basis) of 
shore side spare parts and equipment 
upon which construction-differential 
subsidy has been paid, such as propellers 
and tail shafts held for future installa¬ 
tion on vessels of the carrier. 

363 Spare part*—-other. 

This account shall Include the acquisi¬ 
tion cost (or other applicable acquisition 
basis) of shore side spare parts and 
equipment for which construction-dif¬ 
ferential subsidy has not been paid, such 
a* propellers, propeller blades, tail 


shafts, pumps, rudders, hoisting engines, 
generators, rotors, anchors, etc. held for 
future installation on vessels of the car¬ 
rier. the individual minimum gross book 
value of which is not less than $1,000. 

364 Notes and acrotinti receivable from 
o 16errs and employees. 

This account shall include all amounts 
due from officers, directors, and em¬ 
ployees other than (a) unpaid subscrip¬ 
tions to capital stock and (b) amounts 
collectible in the ordinary course of busi¬ 
ness within one year. Records supporting 
entries to this account and subsidiary 
accounts shall be maintained as to show 
separately such major classes as officers* 
personal accounts, employees* salary ad¬ 
vances, and amounts due for such items 
as group Insurance and retirement 
annuity deposits. The records referred 
to in this section shall be retained in 
accordance with the provisions of 
ft 380.24 of this chapter. 

367 Deferred operating-differential mib- 
*idy receivable. 

This account shall include that part 
(if any) of accrued operating-differen¬ 
tial subsidy receivable, the payment of 
which is withheld by the Maritime Ad¬ 
ministration pursuant to Pub. L. 862, 
80th Congress, or any subsequent legis¬ 
lation having the same or substantially 
similar force and effect. 

368 Other nonnirrent note* and ac¬ 
count* receivable. 

(a) This account shall include all 
non-current receivables from other than 
officers, employees, or related companies, 
which, by agreement, are not collectible 
within one year. It shall Include the 
non-current portion of Operating-Differ¬ 
ential Subsidy due from the Maritime 
Administration. 

(b) Subsidiary accounts shall be 
maintained by Individual debtors. 

370 Maritime Administration allowance 
for obsolete ve**cl«. 

This account shall include the gross 
amounts allowed by the Maritime Admin¬ 
istration for obsolete vessels traded In. 
except where the obsolete vessel is re¬ 
tained under a Use Agreement, in which 
case this account is charged with the 
net trade-in allowance. Credit this ac¬ 
count and charge account 359, "Con¬ 
struction work in progress", with the 
amount of progress payments on new 
construction made by the Maritime Ad¬ 
ministration for the account of the pur¬ 
chaser (operator). 

374 Mi»crllancoii* other 

This account shall include the esti¬ 
mated value of salvage recoverable from 
property retired when the recovery of 
the salvage is deferred for any reason; 
funds on deposit with closed banks; and 
all other deferred items not covered by 
other deferred asset accounts. 

375 Deferred charge* am* prepaid ex- 
panel. 

This account shall be divided into the 
following subaccounts: 376. 383. 384, 385 
and 389. 


376 Prepaid long-term insurance. 

This account shall include the cost of 
insurance premiums prepaid or recorded 
as a liability in advance of payment, but 
only to the extent that such premiums 
apply to a period more than one year 
following the date of the balance sheet. 
The proportions of the same premium 
payments properly chargeable to ex¬ 
penses prior to f uch period are provided 
for in account 191, "Prepaid current in¬ 
surance". This account shall be sub¬ 
divided to show separately prepayments 
on the several classes of insurance. 

383 Accumulated deferred income tax 
charge*. 

This account shall Include the amount 
of deferred taxes (see definition (26) > 
determined in accordance with instruc¬ 
tion and the text of account 563. "Ac¬ 
cumulated Deferred Income Tax Cred¬ 
its'*. when the balance is a net debit. 

384 Debt diveotinl and expense. 

(a) This account shall include all 
discount and expense for all classes of 
funded debt. The debt and expense shall 
be amortized periodically over the re¬ 
spective lives of the securities by charge 
to account 976 "Amortization—debt dis¬ 
count and expense.*’ 

<b) When an issue of funded debt, or 
any part thereof, refunded and at the 
date of refunding there Is a balance of 
unamortized discount and expense re¬ 
lating to such issue, such balance, to¬ 
gether with any premium paid in retir¬ 
ing such issue, shall be charged to ac¬ 
count 990 "Miscellaneous expense" or to 
account 995 "Extraordinary items," as 
may be appropriate, in accordance with 
the text of these accounts. 

385 OrganUation expenses. 

This account shall Include the unam- 
ortized balance of expenses incurred in 
the formation and development of the 
business. The balance of this account 
shall be amortized by annual charges to 
account 977 "Amortization—organization 
expense." 

389 Deferral prepayment* and other 
deferred charge*. 

‘ This account shall Include the amount 
of prepaid expenses such as interest, 
taxes, rentals, advertising, charter hire, 
and similar expense not otherwise spe¬ 
cifically provided for in accounts 384. 
and 385, but only to the extent that such 
prepayments apply to a period more 
than one year following the date of the 
balance sheet. The proportions of the 
prepayments and other deferred charges 
in this account, properly chargeable to 
expenses prior to such period are pro¬ 
vided for in account 193, "Other prepaid 
current expenses." Minor Items and nom¬ 
inal payments covering such expenses 
may be charged directly to the appropri¬ 
ate expense accounts, even though they 
relate to periods In excess of one year. 

390 Goodwill and oilier intangible on- 
art*. 

This account shall be divided into the 
following sub-accounts: 391, 398, and 
399. 


FEDERAL REGISTER, VOL 40. NO. 8—MONDAY, JANUARY 13, 1975 






2512 


RULES AND REGULATIONS 


391 Goodwill. 

This account shall Include only Good¬ 
will actually purchased In taking over 
assets, trade name. etc., calculated to en¬ 
hance future profits of the business, 

398 Ollier intangible o**rl«. 

This account shall Include the pur¬ 
chase price or cost of development of 
such intangible assets as patents, copy¬ 
rights. operating rights, etc. 

399 Accumulated amortization—oilier 
intangible A**ct*. 

This account shall be credited with 
all amortisation on other intangible as¬ 
sets which is charged to account 979 
“Miscellaneous amortization expense.” 

<B) LiAin.mr Accounts 

ACCOUNT 

100 Note* pnvnhlr. 

(a> This account shall include the face 
value of notes, drafts, and other evi¬ 
dences of Indebtedness issued by the car¬ 
rier < except interest coupons) which are 
payable on demand or within one year. 

(b) This account shall be divided into 
the following sub-accounts: 401, 410, and 
414. 

401 Hank loan*. 

Subsidiary accounts shall be subdivid¬ 
ed by lender to show separately (a) 
amount secured and (b) amount unse¬ 
cured. 

410 Insurance no(r*. 

This account shall Include the face 
amount of notes issued by the company to 
cover deferred payments of insurance 
premiums. This account shall be main¬ 
tained by creditor to show (a) notes se¬ 
cured and <b> notes unsecured. 

414 Ollier whorl-term note*. 

This account shall include notes pay¬ 
able within one year, for which no other 
account is specifically provided, but ex¬ 
cluding notes Issued to related companies. 
This account shall be maintained by 
creditor to show fa> notes secured and 
<b> notes unsecured. 

IIS Notes and areount* puyalili'—wflil- 
iatea. 

(a) Tills account shall Include notes 
and account* payable to affiliated com¬ 
panies which are subject to settlement 
within one year, such as credit balances 
In open accounts for services rendered, 
materials furnished, traffic accounts, 
claims, rents and for interest, dividends, 
loans, notes, and drafts. 

<b» No amount representing dividends 
payable shall be included in Uiis account 
unless they have been declared. 

(c> Items which are not subject to 
current settlement shall be included in 
account 541 “Non-current payables— 
affiliated companies." 

(d> Subsidiary accounts shall be main¬ 
tained by companies and shall show all 
esaentlol detail. 

420 Acraunl* payable. 

This account shall be divided into 
the following sub-accounts: 431, 422. 
428.430. 431,438,439. 


421 Account* pa-trade. 

This account shall include all liabili¬ 
ties currently due to trade creditors for 
services rendered and supplies furnished 
in the general conduct of the business. 

422 Arrounlw payable—traffic. 

This account sliall include exchange 
orders and other amounts due connect¬ 
ing carriers, freight and passenger 
brokerage, amounts due for hotel reser¬ 
vations and sightseeing tours, custodian 
funds payable such as head taxes, 
freight and passenger manifest stomp 
taxes, consular fees; advance, prepaid 
beyond, and transshipping charges, and 
claims payable, but excluding amounts 
due related companies. 

428 Account* pnj able—offircr* nml «*m- 
pIo« ecu. 

This account shall include amount! 
due to officers, directors. Individual 
stockholders, and employees, which arc 
payable within one year. 

130 Arcotintw payable—Maritime Ad* 
ministration. 

This account shall include all current 
accounts payable to the Maritime Ad¬ 
ministration, Including accrued inter¬ 
est. that arise from transactions with 
that agency. 

431 IVnwIon ami welfare funtl* payable. 

This account shall Include the liability 
of the carrier for the amount of assets 
(whether contributed by the carrier or 
by the employees) in the hands of the 
treasurer or of a trustee or manager as 
the administrator of employees' pension, 
savings, relief, hospital, or other asso¬ 
ciation funds. 

438 Dividends payable. 

Tills account shall include the amount 
of dividends declared on actually out¬ 
standing capital stock, unpaid at the 
date of the balance sheet except divi¬ 
dend payable to related companies which 
shall be reflected in account 415 “Notes 
and accounts payable—affiliates/' 

139 Arrount* payable—mi*rrllanccmx. 

This account shall include all current 
accounts payable to other than related 
companies, Including unclaimed wages, 
taxes withheld or collected from others 
for the account of taxing agencies, and 
other items for which no other account 
Is specifically provided. 

410 Accrued liabilities. 

This account shall be divided into the 
following sub-accounts: 441-447 and 459. 

411 Arcrtird voyage pay roll*. 

This account shall Include the accruals 
at voyage wages payable. 

442 Accrued payroll*—oilier. 

This account shall Include the accruals 
of all other wages payable. 

•443 Accrued liability for Federal income 
UlM. 

This account shall include the accruals 
for federal Income taxes payable. 


-444 Accr u e d Itability for *t«tr and local 
ta\e* b*»rd upon income. 

This account shall include the accruals 
for state and local income taxes payable 
based upon Income. 

415 Acc ru ed liability for foreign taxes. 

Tltls account shall Include the accruals 
for foreign taxes payable. 

416 Accrued liability for payroll Iaii% 

Tills account shall include the accruals 
for the employer's portion of payroll 
taxes payable and amounts withheld 
from employees wages. 

4 17 Accrued liability for other lave*. 

This account shall Include the accruals 
for all other taxes payable for which no 
other account has been specifically 
provided. 

459 Other aerrurtl nrruunf* payable. 

(a) This account shall Inclule peri¬ 
odical accruals of amounts payable other 
than taxes. 

<b> Subsidiary accounts shall be main¬ 
tained as between (I) interest. (2) rent¬ 
als and (3) such other items as fre¬ 
quently occur. 

479 Ollier current Itub*iilic*. 

(a) This account shall include all cur¬ 
rent liabilities for which no other ac¬ 
count has been specifically provided. 

fb> Subsidiary accounts shall be main¬ 
tained to show separately each class of 
current liability. 

480 Deferred inruior tax credit*. 

(a) This account shall Include the por¬ 
tion of deferred Income tax charges and 
credits relating to current assets and 
liabilities, when the balance is a net 
credit. 

fb» A net debit balance shall be in¬ 
cluded In account 198, “Deferred income 
tax charges". 

495 Advance ticket sale* and deposit*. 

Tills account shall include the credit 
balance remaining in account 025, “Col¬ 
lections and deposits for passanger 
transportation", after the balances in 
the account have been analyzed and 
those relating to completed transactions 
have been transferred to the appropriate 
other accounts designated in the chart. 

500 Deferred re\ rnur*—uu terminated 
voyage*. 

When the accounts are maintained on 
a terminated voyage basis, the revenue 
of voyages in progress at the end of an 
accounting period shall be transferred to 
this account from the related voyage 
revenue accounts. Detail coding shall be 
maintained by individual vessel and 
related voyage. 

525 Ixmg-ierm debt. 

This account shall be divided Into the 
following subaccounts: 526, 527, 530. and 
534. 

526 Mortgage note*—Maritime Admin- 
btnuioa. 

(a) This account shall include all 
mortgage notes payable to the Maritime 
Administration. 
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<b> Subsidiary account* shall be 
maintained by vessel. 

S27 U.S. Government injured or gnar* 
united nierclmnt niariiif bond* and 
notes. 

This account shall include all U.S. 
Government Insured or guaranteed mer¬ 
chant marine bonds and notes Issued 
pursuant to the provisions of contracts 
or agreements. Subsidiary accounts shall 
be maintained by vessel. 

530 Other bond** and debenture*. 

This account shall Include the face 
amount of bonds and debentures not 
provided for in other accounts and shall 
be maintained to show full particulars in 
respect to each issue outstanding. Reac¬ 
quired bonds and debentures shall be 
charged to this account at face amount. 

531 Other long-term drht. 

Tlils account shall Include all long¬ 
term obligations, excluding amounts due 
related companies, for which no other 
account has been specifically provided, 
and shall be subdivided to show sep¬ 
arately long-term obligations secured by 
capital assets and unsecured long-term 
debt. 

5 10 Other long-term liabilitio*. 

This account shall be divided into the 
following subaccounts: 541. 549. 550. and 
554. 

511 Noneurrent note* nnil mrounh 
payable—a Ifil in It**. 

(a) This account shall include all 
loans, advances, and other payables to 
related companies not subject to current 
settlement. 

(b) Subsidiary account* shall be 
maintained by companies and shall 
show all essential detail. 

5 19 Noncurrent note* and account* pay¬ 
able—officer* and employee*. 

This account shall include all notes 
and accounts payable to officers, direc¬ 
tors. individual stockholders, and em¬ 
ployees. which by arrangement become 
due later than one year from the bal¬ 
ance sheet date. 

530 Krrapturahlr profit*—Maritime Ad¬ 
min Ut rat ion. 

If excess profits accrue to the Maritime 
Administration under the ‘'recapture” 
provisions of sections 606 and 607 of the 
Merchant Marine Act. 1936. as amended. 
In effect prior to the enactment of 
Pub. L. 91-469 (84 Stat. 1018). such 
profits shall be credited to this account 
at the close of each accounting period 
within a recapture period, adjusted so as 
to reflect the net amount of such excess 
profits accrued to the Maritime Admin¬ 
istration as at that date. 

351 Mi*rc!lancmi« oilier long-lcrm ILn- 
frilttW 

Tills account shall include all long- 
terai liabilities for which no other ac¬ 
count has been specifically provided. 

555 Inferred credit*. 

This account shall be divided into the 
following subaccounts: 556, 563, and 
564. 


556 Premium on funded debt. 

(a) This account shall include pre¬ 
miums for all classes of funded debt 
which are to be amortized periodically 
over the respective lives of the securities 
by credit to account 691. “Release of 
Premium on long-term debt”. 

<b) When an issue of funded debt or 
any part thereof is refunded and at the 
date of refunding there is a balance of 
uruunortized premium relating thereto, 
the amount of such balance shall be 
credited to account 690. “Miscellaneous 
other Income.” 

563 Vmimulalrd deferred income tax 
credit*. 

(a) This account shall be credited 
(charged) with amounts concurrently 
charged (credited) to account 986. “Pro¬ 
vision for deferred taxes”, and account 
988. “Provision for deferred taxes— 
extraordinary items*’, representing the 
net tax effect of material timing differ¬ 
ences (see definition <25> and (23) > 
originating and reversing in the current 
accounting period. 

<b) This account shall be credited with 
the amount of investment tax credit uti¬ 
lized in the current year for income tax 
purposes but deferred for accounting 
purposes (see instruction 1>. 

(c) This account shall be concurrent¬ 
ly debited with amounts credited to ac¬ 
count 986, “Provision for deferred in¬ 
come taxes”, representing amortization 
of amounts for investment tax credits 
deferred in prior accounting periods. 

<d) This account shall be maintained 
in such a manner as to show separately: 

(1) the unamortized balance of deferred 
income taxes and deferred investment 
tax credit separately as of the beginning 
and as of the end of each year entries are 
made affecting the account balance, and 

(2) the current years net credit or 
charges applicable to timing differences 
and deferred investment tax credits. 

Not* A: The portion of deferred charge* 
and credits relating to current aaacta and 
liabilities should likewise be classified aa cur¬ 
rent and Included In account 108. “Deferred 
Income tax charges", or acoount 480. "De¬ 
ferred Income tax credits", as appropriate. 

Not* B: This account shall Include a net 
credit balance only. A net debit balance shall 
be recorded In account 383. “Accumulated de¬ 
ferred Income tax charges". 

564 Mi»rrllaueoii« deferred credit*. 

This account shall include all deferred 
income and unadjusted credits for which 
no other account is specifically provided. 

565 Estimated operating allowances. 

This account shall be divided into the 
following subaccounts: 566. 570. and 579. 

566 Estimated allowances for repair*. 

(a) Tills account shall be credited and 
account 740. “Vessel repairs—domestic'* 
charged, when allowances are provided 
for equalization of domestic repairs to 
vessels. As actual domestic repair ex¬ 
penses are incurred, they shall be charged 
to this account. At the end of the ac¬ 
counting year, after all repair expenses 
incurred and all commitments against 
terminated voyages have been recorded, 
any balance in this account, applicable to 


terminated voyages shall be distributed 
equitably to such voyages in account 740. 
“Vessel repairs—domestic**. 

(b> Subsidiary accounts shall be main¬ 
tained by vessel and consecutively by 
voyage. 

Repair expenses incurred at for¬ 
eign ports shall be charged directly to 
account 741. •"Vessel repairs—foreign”. 

570 F.ftUmated allowance* for insurance. 

(a) Agreed amounts for Marine and 
P&I Insurance deductibles Uf provided 
in the policies) should be charged to 
each voyage in the appropriate vessel 
insurance expense account and the cor¬ 
responding credits posted to tills ac¬ 
count. When the amount within the de¬ 
ductibles average chargeable against 
each voyage is determined, it should be 
transferred from account 361. “Claims 
pending”, as a charge to this account. 

(b) This account may also be used 
for equalization of other insurance risks 
assumed by the carrier, as for example, 
self-carried workmen's compensation, 
and public liability insurance. At the 
end of each accounting year, any bal¬ 
ance in this account applicable to voy¬ 
ages, terminated during the preceding 
accounting year, in those instance - 
where the records indicate that all 
claims have been settled, shall be trans¬ 
ferred to the appropriate insurance ex¬ 
pense account. 

<c) Subsidiary accounts shall be main¬ 
tained by the various classes of insur¬ 
ance for which provisions are made and 
shall be arranged by vessel and consecu¬ 
tively by voyage. 

579 Estimated operating allowance*— 
ntiarcl la n ihmi** . 

(a) Tills account shall Include all 
provisions for the equalization of operat¬ 
ing expenses for which no other allow¬ 
ance account is specifically provided. 

(b) Subsidiary accounts shall be main¬ 
tained by the various classes of expense 
arranged by vessels and consecutively by 
voykges, or by other accounting units. 

380 Owner** equity. 

Tills account shall be divided into the 
following subaccounts: 581. 585. 587, 
590. 591. 593, 598. and 599. 

581 Capital Mork—i**uc«l ami out- 
landing. 

(a) This account shall Include the par 
value, or for stock without par value the 
stated money value of the consideration 
received, of capital stock or other form 
of proprietary Interest in the carrier 
which has been issued to purchasers and 
has not been reacquired and canceled. 
It shall also include stock Issued repre¬ 
senting appropriations of surplus for 
stock dividends. When capital stock is 
retired, this account shall be charged 
with the book value at which such stock 
is recorded herein. 

(b) Recordings supporting the entries 
to this account shall be maintained to 
show the various classes and scries of 
capital stock. 

(c> A separate record shall be kept for 
each subclass of stock showing the num¬ 
ber of shares authorized by the articles 
of incorporation and amendments, the 
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number of shares issued, the number of 
shares reacquired, the number of shares 
canceled, the number of shares outstand¬ 
ing, and their book value. 

Capital stork »ub«rribed. 

This account shall include the amount 
of subscriptions to capital stock of the 
carrier. It shall be credited with the par 
value, or with the subscription price of 
stock without par value, exclusive of 
dividends, if any. Concurrently, account 
135 “Subscriptions to capital stock" shall 
be debited with the agreed price and any 
discount or premium shall be included in 
the appropriate account. When properly 
executed stock certificates are issued, 
this account shall be debited and account 
581 “Capital stock—issued and out¬ 
standing" credited. 

587 Discount on capital -lock. 

<a> This account Bhall Include the dis¬ 
count incurred in connection with the 
sale of capital stock. Records supporting 
the entries to this account shall be main¬ 
tained to show the discount and commis¬ 
sions on each class and series of capital 
stock. 

590 Additional paid-in capital. 

(a) This account shall Include the 
amount of capital donated or paid-in as 
additional capital (including premiums 
and assessments on capital stock) and 
also gains from reacquired or donated 
shares of capital stock, from forfeiture of 
subscriptions and from reduction of the 
par or recorded value of capital stock. 

591 Treasury Mock. 

(a) This account shall include in sub¬ 
divisions for each class the reacqulsitlon 
cost of capital stock which has been ac¬ 
tually issued or assumed by the carrier 
then reacquired, and Is neither retired 
or cancelled, nor properly includible in 
sinking or other funds. 

(b) This account shall be maintained 
to reflect separately securities pledged 
and unpledged. 

<c> This account shall be shown on the 
Balance Sheet as a deduction in arriving 
at Stockholders' Equity. 

593 Prkir period adjustment* to begin¬ 
ning retained earning* account. 

This account shall include adjust¬ 
ments. in accordance with the text of in¬ 
struction K. to the net balance in the re¬ 
tained earnings account at the beginning 
of the calendar year, upon approval by 
the Commission. 

598 Retained earning*—restricted. 

(a) Retained earnings restricted from 
distribution by agreement with others 
shall be credited to this account with a 
corresponding charge to account 599. 
“Retained earnings—unrestricted". 

< b) Subsidiary accounts shall be main¬ 
tained by classes of restrictions. 

599 Retained earning*—unrestricted. 

(a) All nominal accounts at the end 

of the accounting year shall be closed 
to this account. 
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(b> Any part of retained earnings re¬ 
stricted from payment as dividends shall 
be charged to this account, including ex¬ 
cess profits accruing to the Maritime Ad¬ 
ministration under the "recapture" 
clauses in sections 606 and 607 of the 
Merchant Marine Act. 1936, as amended, 
in effect prior to the enactment of Pub. 
L. 91-469 (84 Stat. 1018), which shall be 
credited to account 550. "Recapturable 
profits—Maritime Administration". 

(c) This account shall include other 
adjustments, net of assigned Federal In¬ 
come taxes, not provided for elsewhere 
in this system but only after such in¬ 
clusion has been authorized by the Com¬ 
mission. 

Revenue Accounts 
(A) Ok dinar y Items 
account 

600 Ve**cl revenue. 

<a) This account shall be credited with 
all revenue from vessel operations. Rev- 
nue items applicable to voyages in prog¬ 
ress at the end of each accounting period 
shall be transferred to account 500. "De¬ 
ferred revenues—unterminated voy¬ 
ages". Revenue items arising in connec¬ 
tion with voyages terminated in prior 
years shall be accounted for as ordinary 
delayed Items. 

<b> Subsidiary accounts shall be main¬ 
tained by vessels and consecutively by 
voyages, according to the classification 
of revenues, as shown In the chart of 
accounts. Subsidiary accounts shall be 
subdivided according to: 

(1) Cargo carriage technology type. 

(2) Refrigerated and nonrefrigerated 
cargoes. 

<3) Military procurement from com¬ 
petitive bid systems. 

(4) Military other. 

(5) Outward, intermediate and Inward 
voyage legs. 

(c) For purposes of postings In sub¬ 
sidiary accounts, coastwise and inter- 
coastal service shall be deemed to be all 
commerce conducted by vessels between 
points in the United States, including 
Districts, Territories and possessions 
thereof embraced within the coastwise 
laws, and foreign commerce shall be 
deemed to be all commerce conducted by 
vessels over the seas other than coast¬ 
wise and intercoastal commerce. Oper¬ 
ators receiving operating-differential 
subsidy shall expand the subdivision in 
their subsidiary accounts to show, sepa¬ 
rately. revenue earned on coastwise and 
intercoastal legs of voyages as described 
in section 605(a) of Title VI of the 
Merchant Marine Act, 1936. as amended, 
as well as commerce between points in 
the United States including Districts, 
Territories, and possessions thereof and 
Puerto Rico embraced within the coast¬ 
wise laws. 

(d) The same subsidiary ledger forms 
may be used for both account 500 and 
account 600, and the sheets may be 
physically transferred or the totals by 
classification transferred to new f sheets, 
as the carrier elects. 


<e) This account shall be divided Into 
the following sub-accounts: 601. 605. 608, 
612. 620, and 624 

601 Freight—foreign. 

(a> This account shall include all rev¬ 
enue accruing from the transportation 
of freight based upon tariff rates or in the 
absence of tariff provisions on basis of 
contracts. 

<b) It will also include the surcharge 
on freight revenue. 

(c) It shall be charged with refunds 
due to errors in classification or compu¬ 
tation of rates and charges: refunds due 
to errors In routing or shipping freight 
to the extent not reimbursed by insur¬ 
ance refunds and uncollectible charges 
on lost, damaged or destroyed freight 
shipments: and with refunds of over¬ 
charges assumed by the carrier under 
the voucher minimum. 

605 Freight—coa»t%vi«e and intcrrasUlaJ. 

(a) This account shall include all 
revenue accruing from the transporta¬ 
tion of freight based upon tariff rates or 
in the absence of tariff provisions on the 
basis of contracts. 

<b) It will also include the surcharge 
on freight revenue. 

(C) It shall be charged with refunds 
due to errors in classification or compu¬ 
tation of rates and charges: refunds duo 
to errors In routing or shipping freight; 
refunds and uncollectible charges on lost, 
damaged or destroyed freight shipments 
to the extent not reimbursed by Insur¬ 
ance and with refunds of overcharges 
assumed by the carrier under the voucher 
minimum. 

608 Pa*»ciigcr—foreign. 

(a) This account shall include all rev¬ 
enue accruing from the transportation 
of passengers based upon tariff rates. It 
shall include the revenue from transpor¬ 
tation of passengers, the rental of state¬ 
rooms, berths, or living accommodations 
and the furnishing of meals. 

(b) The credits to this account shall 
be subdivided as follows among (1) rev¬ 
enue from passenger fares. <2) revenue 
from staterooms. (3) revenue from meals, 
and (4) revenue that cannot be sepa¬ 
rated among items (1), (2), and <3> of 
this paragraph. 

612 l*Mft»rnger roa*l*i*e and inter- 
roaMnl. 

(a) This account shall Include all 
revenue accurtng from the transporta¬ 
tion of passengers based upon tariff rates. 
It shall include the revenue from trans¬ 
portation of passengers, the rental of 
staterooms, berths, or living accommoda¬ 
tions. and the furnishing of meals. 

<b> Hie credits to this account shall 
be subdivided as follow's among (1) 
revenue from passenger fares, (2) reve¬ 
nue from staterooms, (3) revenue from 
meals, and (4) revenue that cannot be 
separated among items (1), (2>, and (3) 
of this paragraph. 

620 Charter revenue. 

This account shall include revenue 
from the charter of vessels to others 
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when the amount receivable for charier 
is not directly related to and dependent 
upon the commodities and volume trans¬ 
ported, such as bareboat and time char¬ 
ters. Compensation Is usually based upon 
dally or monthly hire of the vessel. 

621 Other voyage revenue. 

This account shall include all revenue 
accruing from other services by and ac¬ 
tivities aboard vessels, not otherwise pro¬ 
vided for. such as : 

Advances, prepaid beyond and manifest 
transact km a, net credit. 

Assisting vessels In distress or salvage. 

Barber shop and other services to passengers 
aboard vessels. 

Concessions aboard vessels granted to others. 
Demurrage and dispatch. 

Excess baggage. 

Parcel rooms aboard vessels. 

Radio service aboard vessels. 

Refrigeration aboard vessels. 

Rent from steamer chain and other equip¬ 
ment to passengers. 

Sale of periodicals and newsstand supplies 
to passengers. 

Sale of buffet and bar supplies to passengers, 
net credit. 

Solo of slop chest supplies to crew, net credit. 
Refreshment, weighing and all other vending 
machines aboard vessels. 

(B> Subsidies 

ACCOUNT 

625 Oprrating-dUWrrnlial subsidy. 

(a) This account shall be credited 
with sums accruing to the carrier under 
the subsidy provisions of the operating- 
differential subsidy agreement. 

(b) Subsidiary accounts shall be 
maintained by vessels and consecutively 
by voyages. 

(C) Other Shipping Revenues 
ACCOUNT 

640 (Election! from pooh. 

This account shall be credited with 
collections for each accounting period 
in accordance with pooling agreements 
by transfer from account 055. ‘'Pool 
participation." 

645 Revenue from terminal operation*. 

<a> This account shall Include all 
revenue derived from the rental, lease, 
or use by others of the carrier's terminal 
faculties, including dockage, side wharf¬ 
age. top wharfage, storage, doorways, 
lights, water, protective service, refrig¬ 
eration. precooling, and similar service. 

(b) Subsidiary accounts shall be main¬ 
tained to show separately for each ter¬ 
minal the different kinds of revenues 
earned. 

650 Revenue front cargo handling op¬ 
era I ion*. 

(a) This account shall Include aU 
revenue derived from the performance 
by the carrier for others of stevedoring 
and other cargo handling services, such 
as checking, tallying, receiving, deliver¬ 
ing, coopering, loading, and discharging 
cargo; also use of gear, equipment, etc. 

(b) Subsidiary accounts shall be main¬ 
tained to show separately for each port 
the different kinds of revenues earned. 


655 Ucvrnue from lug and lighter op¬ 
erations. 

(a) This account shall include aU re¬ 
venue derived from services performed 
for others by the carrier s tugs, lighters, 
barges, scows, launches, floating cranes, 
and other equipment, including rental 
and charter hire for use of such equip¬ 
ment. 

<b> Subsidiary accounts shall be main¬ 
tained to show separately for each port 
the different kinds of revenues earned. 

660 Revenue from container related op¬ 
eration*. 

(a) This account shall Include all rev¬ 
enue derived from container related 
operations such as Income from 
inland haulage of military containers, 
container detention charges and con¬ 
tainer interline billings. 

(b> Subsidiary accounts shall be maln- 
lained to show separately for each port 
the different kinds of revenues earned. 

665 Revenue from other shipping op- 
rralkm*. 

(a) This account shall be credited with 
gross revenue derived from the perform¬ 
ance of repairs, and any other services 
or operations for others which arc inci¬ 
dental to the shipping business and for 
which no other account is specifically 
provided. 

(b) Subsidiary accounts shall be main¬ 
tained to show separately for each port 
the different kinds of revenues earned. 

670 Agmey fees, rommiwions and 
brokerage earned. 

(a > This account shall include revenues 
received from others covering gross 
agency fees, commissions, and brokerage, 
less amounts paid to sub-agents there¬ 
from. 

(b> Subsidiary accounts shall be main¬ 
tained by offices, and postings shall show 
sources of earnings and classification 
thereof such as agency fees, management 
and operating commissions, freight bro¬ 
kerage, passenger brokerage, and names 
of sub-agents in instances where such 
payments are charged to this account. 

ID) Other Revenue Accounts 

% ACCOUNT 

675 (merest income* 

(a) This account shall be credited with 
all interest accrued. This account shall 
be charged with amortization of any 
premium and shall be credited with ac¬ 
cumulation of any discount on securities 
at the time of accrual or collection of 
interest thereon. 

Cb) Interest shall not be credited be¬ 
fore actual collection unless its payment 
Is reasonably assured by past experience, 
guaranty, anticipated provisions, or 
otherwise. 

(c) This account shall not include 
interest on securities issued or assumed 
and owned by the carrier. 

(d) This account shall be divided Into 
sub-accounts representing sources of sig¬ 
nificant Interest Income. Interest from 
affiliated companies must be Identified. 


685 Dividend income. 

(a) This account shall include divi¬ 
dends declared on stocks of companies 
except for affiliated companies ac¬ 
counted for under the equity method of 
accounting (see instruction m>, the in¬ 
come from which is the property of the 
accounting company, whether such 
stocks are owned by the accounting 
company and held in its treasury, or 
deposited in trust, or are controlled 
through a lease or otherwise. 

(b) This account shall be divided into 
sub-accounts representing sources of 
significant dividend Income. 

690 Muffllanfoiu other income. 

(a) This account shall Include all In¬ 
come not provided for elsewhere, such 
as: 

Gain from conversion of foreign currencies 
(Trou»ferred front Account 060. "Foreign 
exchange Account") 

Fees collected In connection with exchange 
of coupon bond* for registered bond* 

Goln from sole of securities 
Coin from sole of shipping and nonahtpping 
property 

Gain from company bond* reacquired 

This account shall be charged with 
amounts reflecting a writedown of ledger 
value of securities and other Invest¬ 
ments due to a permanent impairment 
in their value* 

691 Release of premium on long-term 
debt* 

This account shall include for each 
fiscal period such proportion of the pre¬ 
mium on funded debt as Is transferred 
from account 556, "Premium on funded 
debt". 

692 Unusual or infrequent item* 
(credit). 

Included in this account shall be 
material Items unusual in nature or in¬ 
frequent In occurrence, but not both, 
accounted for in the current year In ac¬ 
cordance with the text of instruction K, 
upon approval by the Commission. 

695 Revenue from nomhipping opera¬ 
tion*. 

(a> This account shall include the 
gross Income derived from venture? 
other than shipping and shipping auxil¬ 
iary operations. 

(b> Separate accounts shall be main¬ 
tained for each enterprise and location. 

697 Inrome from affiliated companies 

This account shall be debited or 
credited vrith the following: 

<a> The accounting company's share 
of the current earnings or losses of 
affiliated companies and corporate joint 
ventures required to be accounted for 
under equity accounting (see Instruction 
M). 

(b) The amortization of any differ¬ 
ence between the cost of an Investment 
and the equity of the accounting com¬ 
pany In the net assets of the Investec (see 
Instruction M(3) (a) >. 

Note: Dividends paid or declared by com¬ 
panies on the stock of companies In which 
the accounting company hold* 20 percent or 
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more of tbo voting common stock ahnll be 
credited to balance sheet account 3lfl. "Secu¬ 
rities on related companies'*. 

Operating Expenses 

<A> Direct Vessel Expenses 

(a) Accounts 701-749 shall be charged 
with all direct expenses of operation and 
maintenance of all vessels, for termi¬ 
nated and unterminated voyages. 

ib> Expenses Incurred for vessels In 
idle status shall be included In the 800 
series accounts. 

<c) Subsidiary accounts shall be main¬ 
tained by vessels and consecutively by 
voyages, according to the classification of 
expense as shown in the chart of ac¬ 
counts. 

<d> The same subsidiary ledger forms 
may be used for both account 200 and the 

700 series of accounts, and the sheets 
may be physically transferred or the 
totals, by classifications, transferred to 
new sheets, as the carrier elects. 

(e) At the conclusion of the account¬ 
ing period, all items relating to unter¬ 
minated voyages shall be transferred to 
account 200, ''Deferred expenses, unter¬ 
minated voyages". 

<f> Expenses shall be charged accord¬ 
ing to the provisions of instruction (K). 

ACCOUNT 

701 Crew wage*. 

This account shall Include salaries and 
wages of masters, officers, pursers, radio 
operators, relief crews and other mem¬ 
bers of crews of vessels including: 

(a) Regular wages. 

(b) Overtime. 

(c) Split wages (overlap). 

(d) Bonus. 

(e) Shifting allowance. 

(f) Extra wages. 

(g) Travel wages. 

<h) Accrued wage adjustments. 

(i) Crew transportation. 

(J) Non-watch pay. 

<k) Board and lodging. 

703 Crew fringe benefit*. 

This account shall include all compen¬ 
sation to crew members other than sal¬ 
aries and wages. 8uch compensation will 
Include, but is not limited to, vacation 
pay. sick leave, retirement and pension, 
group insurance, welfare plans, medical 
center contributions and Joint commit¬ 
tee payments. 

701 Union parmrnt* unrelated lo the 
crew. 

This account shall include all pay¬ 
ments to unions, such as quid pro quo 
and compensatory payments, made for 
agreed upon crew reductions. 

708 Payroll luxe*. 

This account shall include taxes com¬ 
puted on the basis of a payroll such as 
old age benefits, unemployment compen¬ 
sation and similar social security taxes. 

710 Domestic »iib«i»trnrr. 

This account shall include the cost 
(Including sales taxes and delivery and 
inspection charges thereon) of all edibles 
(but not bar and slop chest supplies and 
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water) purchased in the United States 
and its Territories and possessions except 
the Virgin Islands, American Samoa, 
Wake Island, Midway Island, Kingman 
Reef, and the Island of Guam (exclud¬ 
ing purchases out of bond) for consump¬ 
tion by passengers, officers, and crews 
of vessels. 

714 Foreign Ml l»*i* truer. 

This account shall Include the coat 
(including sales taxes and delivery and 
inspection charges thereon) of all edibles 
(except bar and slop chest supplies and 
water) purchased in foreign countries 
or in the Virgin Islands, American 
Samoa. Wake Island, Midway Island, 
Kingman Reef, and the Island of Guam, 
or purchased in the United States out of 
bond, for consumption by passengers, 
officers and crew of vessels. 

713 Domrulir ron*umablr stores, -up- 
plir* and equipment. 

This account shall include the cost 
(and related sales taxes and delivery 
and inspection charges thereon) of all 
consumable stores and supplies and ex¬ 
pendable equipment (other than edibles, 
bar and slop chest supplies, fuel, and 
water) purchased in the United States 
and its Territories and possessions, ex¬ 
cept the Virgin Islands, American 
Samoa. Wake Island, Midway Island, 
Kingman Reef, and the Island of Guam 
(excluding purchases out of bond), for 
use aboard vessels. The term "expend¬ 
able equipment'" includes all tools, uten¬ 
sils, instruments, small machinery, and 
paraphernalia of a portable or removabe 
nature, as distinguished from "perma¬ 
nent equipment" fastened to the vessel 
or installed as an Integral part thereof, 
and spares required by the classification 
societies. The cost of such permanent 
equipment and spares shall be Included 
in account 740 "'Vessel Repairs—Domes¬ 
tic," or account 741 "Vessel Repairs— 
Foreign."* 

716 Foreign ron*timi»hle -ton -, *tipplir* 
and equipment. 

This account shall include the cost 
(including related sales taxes and de¬ 
livery and Inspection charges thereon) 
of all consumable stores and supplies and 
expendable equipment (other than 
edibles, bar and slop chest supplies, fuel, 
and water) purchased in foreign coun¬ 
tries or in the Virgin Islands, American 
Samoa, Wake Island, Midway Island. 
Kingman Reef and the Island of Guam, 
or purchased in the United States out of 
bond, for use aboard vessels. 

725 Ollier mu immature exprnar. 

This account shall Include such ex¬ 
penses as laundry and pressing services; 
wages of shoregang labor for cleaning, 
painting, scraping, or other vessel- 
upkeep services usually performed by the 
crew; inspection service charges; and 
the cost of maintaining expendable 
equipment, such as adjusting compasses, 
rating chronometers, retinning utensils, 
mending linens, upholstering chairs, re¬ 
pairing typewriters, and othe- such ex¬ 
penses. 


730 Insurance —hull ami machinery. 

This account shall Include the cost of 
hull and machinery insurance, such as 
premiums, deductibles, and provision for 
deductible average losses. 

732 Insurance—protect ion ami indem¬ 
nity. 

This account shall Include the costs of 
protection and indemnity insurance, 
such as premiums, personal injury 
claims. Illness claims, cargo claims, pro¬ 
vision for deductible average losses and 
Second 8camen's insurance premiums, 

731 Insurance—other marinr-rttW. 

This account shall include the pre¬ 
miums on all classes of marine-risk cov¬ 
erage carried by the carrier which are 
not properly chargeable to account 730 
""Insurance—Hull and Machinery," and 
account 732 "Insurance—Protection 
and Indemnity." 

733 Vwel fur). 

This account shall Include the cost of 
fuel and of services and facilities inci¬ 
dent to delivery, inspection and trim¬ 
ming thereof. 

7 tO Viwl repair—dome-tie. 

This account shall include the cost of 
repairs (not recoverable from insurance) 
directly attributable to replacement by 
duplication of, or restoration to satis¬ 
factory condition of, damaged or worn 
parts of vessels, machinery, and equip¬ 
ment which are integral parts of vessels. 
Including the purchase of permanent 
equipment and spares required by the 
classification societies, in the United 
States and its Territories and posses¬ 
sions. except the Virgin Islands, Ameri¬ 
can Samoa, Wake Island, Midway Is¬ 
land. Kingman Reef, and the Island of 
Guam. The cost of repairing or servicing 
expendable equipment shall be included 
in account 725 "Other maintenance 
expense." 

711 Vi'wmtI repair*—foreign. 

This account shall Include the cost of 
repairs (not recoverable from insur¬ 
ance) directly attributable to replace¬ 
ment by duplication of, or restoration to 
satisfactory condition of, damaged or 
worn parts of vessels, machinery and 
equipment which are integral parts of 
vessels, including the purchase of per¬ 
manent equipment and spares required 
by the classification societies, in foreign 
countries or in the Virgin Islands, 
American Samoa. Wake Island, Midway 
Island. Kingman Reef, and the Island 
of Ouam. 

742 Depreciation— %rs»rl*. 

This account shall Include the accrual 
of depreciation of vessels owned by the 
carrier with a corresponding credit to 
account 332, "Accumulated deprecia¬ 
tion—vessels.'* 

713 Time and trip charter hire. 

This account shall Include the charter 
payments for hiring vessels from non- 
affiliated companies on a time or trip 
basis. 
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744 Time and trip charter hire—affil¬ 
iates 

This account shall Include the charter 
payments for hiring vessels from affili¬ 
ated companies on a time or trip basis. 

745 Short term bareboat charter hire. 

This account shall Include the rental 
or lease payments for hiring vessels from 
nonaffiliated companies on a bareboat 
basis for periods of one year or 1css. 

746 Short-term bareboat charter li ire- 
affiliate*. 

Tliis account shall include the rental 
or lease payments for hiring vessels from 
affiliated companies on a bareboat basis 
for periods of one year or less. 

747 |jO»K-terni bareboat charter hire. 

This account shall include the rental 
or lease payments for hiring vessels from 
non-affiliated companies on a bareboat 
basis for periods of over one year. 

7 18 I^ong-lerin bareboat charter hire— 
affiliates. 

This account shall include the rental 
or lease payments for hiring vessels from 
affiliated companies on a bareboat basis 
for periods of over one year. 

749 Other vpmcI e%pen*e*. 

This account shall include all miscel¬ 
laneous expenses directly incident to the 
operation of vessels which are not prop¬ 
erly chargeable to other vessel account 
classifications, such as: 

(a) Expensesof masters. 

<b) Expenses of pursers. 

(c) Radio equipment rental. 

<d> Seaworthy certificate. 

(e> Vessel communications 
(f) Water. 

<B) Allocated Voyage Expense 

(a) The practice of terminated voyage 
accounting requires the allocation to a 
voyage of indirect costs incurred as a 
result of operating and maintaining con¬ 
tainers and barges as well as terminals. 
The following accounts represent the 
container and barge expense and the In¬ 
direct terminal expenses allocated to ter¬ 
minated and unterminated voyages. 

(b) Subsidiary accounts shall be main¬ 
tained by vessel and consecutively by 
voyage. 

ACCOUNT 

750 Allocated container and barge m- 
pen ac. 

(a) This account shall be maintained 
by those operators engaged In the prac¬ 
tice of terminated voyage accounting 
and shall be charged monthly for all con¬ 
tainer and barge expenses charged to 
accounts 867 through 894. except for ac¬ 
counts 881 through 886 which will be in¬ 
cluded in the Water Line Operating Re¬ 
venue and Expense Statement, with a 
corresponding credit to account 899, 
‘’Allocated container and barge ex¬ 
pense—contra.” 

(b) Subsidiary accounts shall be main¬ 
tained by vessel and consecutively by 
voyage. 


751 Allocated terminal rxpenae. 

(a) This account shall be maintained 
by those operators engaged in the prac¬ 
tice of terminated voyage accounting and 
shall be charged monthly with all indi¬ 
rect terminal expenses allocated to ves¬ 
sels and related voyages with a corre¬ 
sponding credit to account 866, “Allo¬ 
cated terminal expense—contra “ except 
for accounts 859, 860 and 864 which will 
be included in the Water Line Operating 
Revenue and Expense Statement. 

(b) Subsidiary accounts shall be main¬ 
tained by vessel and consecutively by 
voyage. 

(C) Port Expense 

(a) Accounts 752—772 shall be 
charged with all direct expenses related 
to (1) the movement of cargo to and 
from ships, and <2) port expenses In¬ 
curred in the docking and undocking of 
ships. 

(b) Subsidiary accounts shall be main¬ 
tained by individual port, by vessel and 
consecutively by voyages and in some 
cases by cargo technology type. 

ACCOUNT 

752 Cargo handling—loading/di»rbarg¬ 
ing. 

<a) This account shall include the 
cost of removing and handling break 
bulk, bulk, container, and vehicle cargo 
from the pier or in pier sheds, or from 
cars, barges, lighters, scow's, or booms 
alongside, and stowing the same in or 
on any part of the vessel, and the cost 
of discharging cargo from any part of 
the vessel onto the pier or into pier sheds, 
or into or on cars, lighters, scows, or 
booms alongside the vessel and piling 
the same on the pier or in pier sheds, 
such as: 

1. Straight time. 

2. Overtime. 

3. Extra labor. 

4. Fringe benefits. 

5. Union contributions. 

6. Detentions. 

7. Transportation, travel & meals. 

8. Lashing/unloading. 

9. Crane rental. 

10. Clerk/tally. 

11. Contractors commodity charges. 

12. Outsic^ contractors terminal 
charges. 

13. Dunnage, pallets. 

14. Shoring and unshoring. 

15. Watchmen. 

(b) Detail coding shall be maintained 
by cargo carriage technology types. 

(c) Loading or discharging of cargo 
to and from LASH on 8EABEE barges 
shall be charged to account 753, “cargo 
handling—loading/discharging barges.” 

753 Cargo handling—loading/dLrharg- 
ing barges. 

This account shall Include costs of 
loading and discharging barges Into and 
from vessels, including: 

1. Straight time. 

2. Overtime. 

3. Extra labor. 


4. Fringe benefits. 

5. Union contributions. 

6. Detentions. 

7. Transportation—travel and meals. 

8. Clerk/tally. 

9. Contractors commodity rates. 

10. Tug hire. 

751 Cargo handling—container yard. 

This account shall include all the costs 
directly Incident to the handling of con¬ 
tainers within a yard which are not 
properly assigned to account 752, “Cargo 
Handling — Loading/Discharging”, as 
above defined. 

755 Cargo handling—container freight 
station* 

This account shall include all costs 
directly incident to the stuffing and un¬ 
stuffing of containers. In addition, this 
account shall Include the costs directly 
Incident to receiving, delivery and ware¬ 
housing of such cargo at the container 
freight station facility. 

756 Cargo handling—lighter freight 
station. 

This account shall include all costs 
directly incident to the loading and dis¬ 
charging of cargo to and from LASH and 
SEABEE-type barges including tug hire 
for positioning at the lighter freight 
station. In addition, this account shall 
include costs directly Incident to receiv¬ 
ing, delivery and warehousing of such 
cargo at the lighter freight station. 

757 Cargo handling—lighter consolida¬ 
tion. 

Tills account shall be charged for all 
costs incident to storing barges at dock- 
side prior to and after delivery from 
shlpside. 

758 Cargo handling—commercial cargo. 

This account shall be charged for all 
miscellaneous cargo costs which are 
unique to carriage of commercial cargo 
and which are never applicable to car¬ 
riage of military cargo. Such costs might 
include: 

Baggage Handling. 

Bill or Lading Fees 
Equalisations. 

Inspections. 

Measuring Cargo Fee*. 

Railcar Loading and Discharging. 

759 Cargo handling—other. 

This account shall include all expenses 
not properly assignable to accounts 752- 
758 including such costs as surveys, cargo 
dues, etc. and those costs which cannot 
be assigned to a cargo technology type. 

762 Purchased off-dork rontninrr 
freight ftlation services. 

This account shall include the costs of 
off-dock container freight consolidation 
services purchased. 

763 Port transportation expen.se—com¬ 
mercial. 

This account shall include the casts of 
transporting containers and LASH and 
SEABEE type barges being used for com¬ 
mercial cargo within the port area for 
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vessel convenience and local pick-up and 
delivery, such as: drayage. tug hire, fees 
and duties, miscellaneous charges, and 
other such expenses. Detail coding shall 
be maintained by cargo carriage tech¬ 
nology type. 

761 Port transportation cxpon*c—mili¬ 
tary. 

This account shall Include the costs 
of transporting containers and LASH 
and SEA BEK type barges being used for 
military cargo within the port area for 
vessel convenience and local pick-up and 
delivery, such as: dray age. tug hire, fees 
and duties, miscellaneous charges, and 
other such expenses. Detail coding shall 
be maintained by cargo carriage tech¬ 
nology type. For use of this account see 
46 CFR 282.1(d). Maritime Administra¬ 
tion Order 22 (revised). 

765 Inland transportation expense*— 
commercial. 

This account shall Include the cost of 
transporting containers and LASH and 
8EABEE type barges being used for com¬ 
mercial cargo out of the port area to 
Inland terminals or locations, overland 
or upriver, and to other marine terminals, 
such as: rail charges, truck charges, 
handling charges, tug towage, and other 
such expenses. Detail coding shall be 
maintained by cargo carriage technology 
type. 

766 Inland transportation expense— 
military. 

This account shall include the cost of 
transporting containers and LASH and 
SEABEE type barges being used for mili¬ 
tary cargo out of the port area to Inland 
terminals or locations, overland or up¬ 
river, and to other marine terminals, 
such os: rail charges, truck charges, 
handling charges, tug towage, and other 
such expenses. Detail coding shall be 
maintained by cargo carriage techn ology 
type. For use of this account see 46 CFR 
282.1(d), Maritime Administration Or¬ 
der 22 (revised). 

767 .Substituted service transportation 
expense commercial. 

Tills account shall Include the cost of 
transporting full or partially full con¬ 
tainers and LASH and SEABEE type 
barges being used for commercial cargo 
from one port area to other port area<s) 
when such land transportation facilities 
the avoidance of a vessel call at the latter 
port<s>. such as: rail charges, truck 
charges, handling charges, tug towage, 
and other such expenses. Detail coding 
shah be maintained by cargo carriage 
technology type and by the port avoided 
by use of the substituted service. 

768 Substituted nervier transport a! ion 
ex p e n n e m ilitary. 

This account shall include the cost of 
transporting full or partially full con¬ 
tainers and LASH and SEABEE type 
barges being used for military cargo from 
one port area to other port areals) when 
such land transportation facilitates the 
avoidance of a vessel call at the latter 
port(s). such as: rail charges, truck 
charges, handling charges, tug towage, 


and other such expenses. Detail coding 
should be maintained by cargo carriage 
technology type and by the port avoided 
by use of the substituted service. For 
use of this account see 46 CFR 282.1(d), 
Maritime Administration Order 22 (re¬ 
vised). 

770 Wharfage and dockage. 

This account shall Include the cost of 
wharfage and (lockage. Detail coding 
shall be maintained by cargo technology 
type. 

771 Other port expett***. 

This account shall contain detail cod¬ 
ing by cargo technology type and shall 
include port service charges, dues, taxes, 
and other such expenses, such as: 

(a) Pilotage. 

(b) Vessel towage. 

(c) Launch hire. 

(d) Anchor dues. 

(e> Canal tolls other than Panama 
Canal. Suez Canal and Saint Lawrence 
Seaway (see Account 773). 

(f) Cargo dues. 

(g) Entry dues and fees. 

(h) Handling lines. 

(i) Port dues and taxes. 

(J) Dispatch. 

ck> Stowage plan. 

(1) Demurrage. 

(m> Customs. 

772 Port ro»t* of pa+orngrr operation*. 

This account shall Include all port 
costs of passenger vessels (vessels which 
carry more than twelve passengers) that 
would otherwise be charged to accounts 
770. ••Wharfage and dockage" and 771. 
"Other port expenses.- Detail coding 
shall be maintained by cargo technology 
type. 

% 

773 Transit canal toll*. 

This account shall Include canal tolls 
for the Panama Canal. Suez Canal and 
Saint Lawrence Seaway. 

(D) Idlic Vessel Expense 

(a) These accounts shall include all 
expenses incurred during periods of Idle¬ 
ness or inactivity between voyages. 

(b) Subsidiary accounts shall be main¬ 
tained by vessel and by related Idle 
period. 

account % 

801 Crew wage*. 

803 Crew fringe benefits. 

804 Union payment* unrelated to the 
crew. 

808 Payroll taxes. 

810 Subsistence. 

815 Consumable stores, supplies and 
equipment. 

823 Other maintenance expense. 

830 Insurance—hull and machinery. 

832 Insurance—protection and indem¬ 
nity. 

834 Insurance—other marine-risk. 

833 Vessel fuel. 

810 Vessel repairs. 

812 Depreciation—idle vessels. 


843 Time and trip charter hire. 

Ski Time and trip charter hire—aflib 
la tea. 

843 Short-term bareboat r barter hi re. 

816 Sliort-tcrm bareboat eburter hire— 
a Oil tales. 

847 I Amp-term bareboat charter lure. 

818 Long-term bareboat charter hire— 
affiliate*. 

849 Other vessel expense. 

(E> Terminal Expense 

(a) These accounts shall be charged 
for all expenses incident to maintaining 
terminals for handling breakbulk. con¬ 
tainers, vehicle cargo and barges. In ad¬ 
dition. all costs of tug. other barge oper¬ 
ations. and other floating equipment 
shall be maintained under this category. 

(b) Subsidiary accounts shall be main¬ 
tained by Individual terminal- 

(c) Charges to accounts 853-858 will 
be made directly whenever possible. 
When a terminal provides more than one 
function, costs will be allocated between 
the Individual functions as prescribed in 
General Order 12. 

855 Terminal operalicm* expense—con¬ 
tainer yard*. 

This account shall Include all costs and 
fringe benefits related to a carrier oper¬ 
ated container yard. These costs will in¬ 
clude: 

(a) Supervision salaries including ter¬ 
minal management, port captains, port 
engineers and non-union cargo super¬ 
visors. 

(b> Supplies. 

(c) Maintenance and repair of con¬ 
tainer yard property and office equip¬ 
ment. 

(d) Security costs for permanent 
watchmen used within the container yard 
proper. 

(e) Utilities for container yard build¬ 
ings and for lighting of the container 
yard. 

(f) Rent and property taxes for the 
container yard. 

<g) Other maintenance labor Includ¬ 
ing unallocated clerks, sweepers, etc. 

(h) Other, including insurance, busi¬ 
ness fees, etc. 

836 Terminal operation* exprn*e—con¬ 
tainer freight station/breakbulk. 

This account shall include all costs and 
fringe benefits related to a carrier oper¬ 
ated on dock container freight station or 

breakbulk terminal such as: 

(a) Supervision salaries including ter¬ 
minal management, port captains, port 
engineers and non-union cargo super¬ 
visors. 

fb> Supplies. 

(c> Maintenance and repair of sheds, 
terminal property, and office equipment. 

(d) Security costs of permanent 
watchmen used within the CFS and ter¬ 
minal area. 

(e) Utilities. 

it) Rent and property taxes for the 
CFS and breakbulk terminal. 

<g> Other maintenance labor includ¬ 
ing unallocated clerks, sweepers, coopers, 
baggage masters, etc. 
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<h> Other. Including insurance, busi¬ 
ness license fees, etc. 

837 Terminal operation* expeme— 
barges* 

This account shall Include all costs 
and fringe benefits related to carrier op¬ 
erated terminal used to service LASH or 
SEABEE barges. These costs will in¬ 
clude: 

(a) Supervision salaries including ter¬ 
minal management, port captains, port 
engineers and non-union cargo super¬ 
visors. 

(b) Supplies. 

<c) Maintenance and repairs of ter¬ 
minal property, sheds and office equip¬ 
ment. 

<d) Security costs for permanent 
watchmen used within the terminal area. 

(e) Utilities for buildings and yard 
areas. 

(f) Rent and property taxes. 

(g) Other maintenance labor including 
unallocated clerks, checkers, sweepers, 
coopers, etc. 

(h) Other, Including insurance, busi¬ 
ness license fees, etc, 

838 Terminal operation* expense— 

other. 

This account shall include all costs 
and fringe benefits related to a carrier 
operated terminal which cannot properly 
be charged to Account 855, 856 or 857. 
Costs will include: 

(a) Supervision salaries including ter¬ 
minal management, port captains, port 
engineers and non-union cargo super¬ 
visors. 

(b) Supplies. 

(c) Maintenance and repair of ter¬ 
minal property and office equipment. 

<d> Security costs for permanent 
watchmen. 

<e> Utilities. 

(f) Terminal rent and property taxes. 

<g) Other maintenance labor includ¬ 
ing unallocated clerks, checkers, sweep¬ 
ers, coopers, etc. 

(h) Other, including insurance, busi¬ 
ness license fees, etc. 

839 Depreciation—terminal property 
and equipment. 

This account shall Include the accrual 
depreciation of terminal buildings, 
cranes, trucks, furniture and fixtures, 
cargo handling gear, and equipment, 
tools and other terminal gear, and equip¬ 
ment with a corresponding credit to ac¬ 
count 350, “Accumulated depreciation— 
terminal property and equipment/* 

860 Amortization—terminal leavchold* 
and leasehold improvement*. 

This account shall include the amorti¬ 
zation of the cost of acquiring long-term 
leases, and the cost of alterations to. and 
fixtures installed in, leased terminal 
property, with a corresponding credit to 
account 357, “Terminal leaseholds and 
leasehold Improvements.** 

861 Other expeiwc—terminal equip¬ 
ment. 

Tills account shall include costs ap¬ 
plicable to owned terminal equipment 


such as maintenance and repair, licens¬ 
ing. property taxes, insurance, etc. 

862 Operating expense of tug and barge 
operation*. 

This account shall Include the expense 
incurred In the operation by the carrier 
of tugs, other barges, scows, launches, 
floating cranes, and similar floating 
equipment. Detail coding shall be main¬ 
tained by port. 

863 Maintenance expen*c of tug and 
other barge operation*. 

This account shall Include the expense 
incurred in the maintenance by the car¬ 
rier of tugs, other barges, scows, 
launches, floating cranes and similar 
floating equipment and will be identified 
to a port. 

861 Depreciation—other floating equip¬ 
ment. * 

This account shall include the accrual 
of depreciation of tugs, barges, scows, 
launches, floating cranes, and similar 
floating equipment with a corresponding 
credit to account 338, “Accumulated de¬ 
preciation—other floating equipment.** 

866 Allocated terminal expen*r— 

contra. 

Tills account shall be credited with the 
allocation of Terminal Expenses to Ves¬ 
sels and related voyages for the follow¬ 
ing expenses: 

855 Terminal operations expense—con¬ 
tainer yards. 

866 Terminal operations expense—CF8/ 

brook bulk. 

857 Terminal operations expense—barges. 

858 Terminal operations expense—other. 

861 Other expense—terminal equipment. 

862 Operating expenses of tug and barge 

operations. 

863 Maintenance expense of tug and barge 

operations. 

A corresponding debit shall be made to 
Account 751—Allocated Terminal Ex¬ 
pense. 

<F) Container /Barge Expense 

(a> These accounts shall be charged 
with all expenses related to the use of 
containers, chassis and barges which are 
carried aboard vessels. Such costs do not 
Include the labor for loading and unload¬ 
ing nor the transportation charges for 
moving containers and barges: instead, 
such excluded expenses shall be charged 
to the appropriate port cost center ex¬ 
pense accounts: 

ACCOUNT 

867 Container rental and leave expenve. 

This account shall include the rental 
and lease payments to nonaffillated com¬ 
panies for containers. 

868 Container rental and lea»e ex¬ 
pense-affiliate*. 

This account shall include the rental 
and lease payments to affiliated com¬ 
panies for containers. 

869 Refrigerated container rental and 
lea*e expense. 

This account shall Include the rental 
and lease payments to non-affiliated 
companies for refrigerated containers. 


870 Refrigerated container rental and 
leave expense—affiliate*. 

This account shall iclude the rental 
and lease payments to affiliated com¬ 
panies for refrigerated containers. 

871 Cha*»t* rental and lease expense. 

This account shall include the rental 
and lease payments to non-affiliated 
companies for chassis. 

872 ChoMUjt rental and leave expense— 
affiliate*. 

This account shall include the rental 
and lease payments to affiliated com¬ 
panies for chassis. 

873 Trailer rental and lra*e expenve. 

This account shall include the rental 
and lease payments to nonaffillated com¬ 
panies for trailers used In vehicle opera¬ 
tions. 

874 Trailer rental and lease expense— 
affiliates. 

This account shall include the rental 
and lease payments to affiliated com¬ 
panies for trailers used in vehicle opera¬ 
tions. 

873 Barge rental and lease expense. 

This account shall include the rental 
and lease payments to nonaffiliated com¬ 
panies for barges carried aboard vessels, 
such as LASH and SEABEE barges. 

876 Barge rental and leave expense- 
affiliate*. 

This account shall Include the rental 
and lease payments to affiliated com¬ 
panies for barges carried aboard vessels, 
such as LASH and SEABEE barges. 

877 Container related equipment rental 
and !ea»e expeme. 

This account shall Include the rental 
and lease payments to nonaffiliated com¬ 
panies for container related equipment, 
such as container cranes and yard con¬ 
tainer movement equipment. 

878 Container related equipment rental 
and leave expense—affiliate*. 

This account shall include the rental 
and lease payments to affiliated com¬ 
panies for container related equipment, 
such as container cranes and yard con¬ 
tainer movement equipment. 

879 Other eargo handling equipment 
rental and lease expense. 

This account shall include the rental 
and lease payments to nonaffillated com¬ 
panies for other cargo handling equip¬ 
ment not included in accounts 867-878. 

880 Other eargo handling equipment 
rental and leave expense* - affiliate*. 

This account shall Include the rental 
and lease payments to affiliated com¬ 
panies for other cargo handling equip¬ 
ment not included in accounts 867-878. 

881 Depreciation—container*. 

This account shall include the accrual 
of depreciation of containers, with a cor¬ 
responding credit to account 342, “Ac¬ 
cumulated depreciation—con tainere.*' 
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8C2 Drprrvinlicin-rrfripralnl con¬ 

tainer*. 

This account .shall include the ac¬ 
crual of depreciation of refrigerated con¬ 
tainers. with a corresponding credit to 
account 344. "Accumulated deprecia¬ 
tion—refrigerated containers." 

883 Depreciation—rlnwiit and trailer 
equipment. 

This account shall include the accrual 
of depreciation of chassis and trailer 
and other transportation equipment, 
with a corresponding credit to account 
348. "Accumulated depreciation—chas¬ 
sis and trailer equipment." 

885 Depreciation-kttrge*. 

This account shall include the accrual 
of depreciation of barges carried aboard 
vessels with a corresponding credit to 
account 336. "Accumulated Deprecia¬ 
tion—Barges." 

886 Depreciation—container related 
equipment. 

This account shall include the accrual 
of depreciation of container related 
equipment, such as container cranes 
and yard container movement equip¬ 
ment, with a corresponding credit to ac¬ 
count 346. "Accumulated depreciation— 
container related equipment." 

888 Other ripcinr—container*. 

This account shall include the costs of 
containers other than depreciation and 
rental and lease payments, such as In¬ 
surance. taxes, and maintenance and re¬ 
pairs. Costs relating to the handling of 
containers will be charged to the ap¬ 
propriate cargo handling or terminal op¬ 
erations account 

889 Other expense—refrigerated con¬ 
tainer*. 

This account shall include the costs of 
refrigerated containers other than de¬ 
preciation and rental and lease pay¬ 
ments. such as insurance, taxes, main¬ 
tenance and repairs. Costs relating to 
the handling of refrigerated containers 
will be charged to the appropriate cargo 
handling or terminal operations account. 

890 OtKnr expert**—rhn*»«*. 

This account shall Include the costs 
of chassis, other thnn depreciation and 
rental and lease payments, such as in¬ 
surance. taxes, and maintenance and re¬ 
pairs. Costs relating to the handling of 
chassis will be charged to the appro¬ 
priate cargo handling or terminal opera¬ 
tions account. 

891 Other expen*e—trailer*. 

This account shall Include the costs 
of trailers, other than depreciation and 
rental and lease payments, such as In¬ 
surance. taxes, and maintenance and re¬ 
pairs. Costs relating to the handling of 
trailers will be charged to the appro¬ 
priate cargo handling or terminal opera¬ 
tions account. 

892 Other expense—barge*. 

This account shall include the costs 
of barges carried aboard vessels, other 
than depreciation and rental and lease 
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payments, such as insurance, taxes, and 
maintenance and repairs. Costs relating 
to the handling of barges will be charged 
to the appropriate cargo handling or 
terminal operations account. 

893 Ollier expense—other container 
equipment. 

This account shall include the cost 
of maintaining other container equip¬ 
ment Including maintenance and re¬ 
pairs. licensing and property tax. 

891 Othrr r\peu*e— other cargo han¬ 
dling equipment. 

This account shall include the cost 
of maintaining all other cargo handling 
equipment Including maintenance and 
repairs, licensing, property taxes etc. not 
included in accounts 888-893. 

899 Allocated container/barge ex¬ 
pense—contra. 

This account shall be credited with 
the allocation of container/barge ex¬ 
pense to vessels and related voyages with 
a corresponding charge to Account 750 
"Allocated container and barge expense", 
the expenses for which arc Included in 
the following accounts: 

867 Container rental and lea** expense. 

868 Container rental and lease expense— 

aflUttn 

869 Refrigerated container rental and lease 

expense. 

870 Refrigerated container rental and lease 

expense—affiliates 

871 Chassis rental and lease expense. 

872 Chassis rental and lease expense— 

affiliate*. 

873 Trailer rental and lease expense. 

874 Trailer rental and lease expense— 

affiliates. 

875 Barge rental and lease expense, 

878 Barge rental and lease expense— 

affiliates. 

877 Container related equipment rental 

and lease expense. 

878 Container related equipment rental 

and lease expense—affiliates. 

879 Other cargo handling equipment rental 

and lease expense. 

880 Other cargo handling equipment rental 

and lease expense— affiliates. 

888 Other expense—container*. 

889 Other expense—refrigerated containers. 

890 Other expense—chassis. 

891 Other expense—trailers. 

892 Other expense— barges. 

89S Other expense—other container equip¬ 
ment. 

894 Other expense—other cargo handling 

equipment. 

CG) Administrative and General 
Expenses 

fa) These accounts shall include all 
administartive and general expenses in¬ 
curred in the operation of the business 
for which no other specific accounts have 
been provided. 

<b) Additional detail coding shall be 
maintained by vessel and consecutively 
by voyage to facilitate terminated voyage 
accounting, with respect to accounts 950, 
951 and 952. 

ACCOUNT 

901 Lomprn*atM»n of officer* and direc¬ 
tor*. 

This account shall include the com¬ 
pensation of officers and directors, in¬ 


cluding salaries, bonuses, fees and other 

payments for services. 

902 Salaries and wage* of rmployrr*. 

This account shall include the com¬ 
pensation of all employees performing 
administrative and service functions 
that benefit overall operations other 
than compensation of officers and direc¬ 
tors. 

903 Fringe licnrfh*. 

This account shall include the oast of 
all fringe benefits of administrative and 
general personnel, such as: 

(a) Vacation pay. 

<b) Sick leave. 

(c) Payroll taxes (employer’s portion>„ 
<d> Workmen’s compensation. 

(e) Group insurance. 

(I) Pension and retirement. 

(g) Health and welfare. 

(h) Profit-sliaring. 

ID Other. 

905 Legal for*. 

This account shall include fees, re¬ 
tainers, and other expenses for profes¬ 
sional services of attorneys, including 
cost of law books, legal forms, testimony, 
notorial and witness fees, law and court 
expenses, and lawsuits. 

906 Accounting and auditing fee*. 

This account shall include fees and 
other expenses for accounting or inde¬ 
pendent audit sendees rendered. 

907 Other profr**kmnl fee*. 

This account shall include fees and 
other expenses for professional services 
other than legal, accounting or auditing. 

910 Rental expemc. 

This account shall Include the rental 
costs for use of office buildings, general 
offices and storage apace. 

912 Ulilitsou 

This account shall Include the cost of 
utilities, such as: 

<a> Heat. 

(b) Light. 

<«) Power. 

(d> Water. 

(e) Waste removal. 

915 (enuiumirslioa cxprn*c. 

This account shall Include all com¬ 
munication expense, such as the cost of 
telephone, cables, telegrams, radio, post¬ 
age, telex and teletype. 

920 Office expense. 

This account shall include the cost of 
office supplies, printing, equipment 
rental and all other general expenses re¬ 
lating to the operation of offices. 

923 Daln procewting equipment rental 
expense* 

This account shall Include all rental 
costs of data processing equipment. 

923 Due* and »uh*eripllmt». 

This account shall Include member¬ 
ship dues and fees in associations and 
subscriptions to periodicals and news¬ 
papers. 
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926 Donation* nnd contribution*. 

Tills account shall include the cost of 
donations and contributions. 

929 Entertainment and sol Sri tat ton. 

This account shall include all enter¬ 
tainment expenses and expenses of can¬ 
vassing and solicitation in connection 
with the procurement of cargo. 

930 Travel rvprn»r. 

This account shall Include all traveling 
expenses of officers and employees on 
official business of the company. 

931 Insurance expense. 

This account shall Include premiums 
on insurance such as burglary, theft, 
robbery*, premiums on fidelity bonds on 
officers and employees, and other such 
expenses. 

931 Repair* and maintrnanre. 

This account shall include the cost of 
repairing and maintaining general office 
buildings and equipment, furniture, and 
machines. 

940 Management fret nnd coniinU- 
fitonft—affiliate*. 

This account shall include all commis¬ 
sions paid or payable to affiliated com¬ 
panies for general and financial manage¬ 
ment services. 

911 Management fee* and lowtiito 
-tons oilier. 

Tills account shall Include commissions 
paid or payable to persons or concerns 
other than affiliated companies acting 
as managing agents of the carrier. It 
docs not include the customary agency 
fees and commissions paid to general 
and sub-agents at out-ports. Such fees 
should be charged to account 952. 
•‘Agency fees and commissions.** 

943 Advertising—passenger. 

Tills account shall be charged with 
the cost of ail passenger advertising. 

946 Advcrtifttog—other. 

This account shall be charged with 
all other advertising costs of the carrier. 

930 Freight brokerage. 

This account shall include commissions 
paid to brokers for procuring cargo. 

931 Piwngrr brokerage. 

This account shall include commissions 
paid to brokers and booking agencies for 
procuring passenger business. 

932 Agency fee** and rouimtMioiu. 

This account shall include agency 
fees, attendance fees, and commissions 
for services performed by agents at out- 
ports. This account shall not' include 
reimbursements to agents for those ex¬ 
penses Incurred in the administration 
and sui>ervislon of port activities. Such 
expense shall be charged to the appro¬ 
priate port expense account. 

95S Contribution* to pool*. 

This account sliall be charged with 
contributions and other related expenses 
Incurred with participation In pooling 


agreements, by transfer from account 
055. "Pool participation.” 

960 Intrrcat expense. 

This account shall Include all Interest 
expense, other than amounts to affiliates 
which shall be charged to account 961, 
"Interest expense—-affiliates", paid or 
payable. It shall not Include interest on 
obligations issued and assumed and 
owned by the carrier. 

961 Interest rxpenso—affiliate*. 

This account shall include all interest 
paid or payable to affiliated companies. 

963 Doubtful note* and account- re¬ 
ceivable. 

This account shall be charged with 
provisions for reserves against all notes 
and accounts receivable considered 
doubtful of collection. 

970 Depreciation—other -hipping prop¬ 
erty and equipment. 

This account shall Include the accrual 
of depreciation of property and equip¬ 
ment Incident to shipping and its auxili¬ 
ary operations for which no other account 
has been specifically provided, with a cor¬ 
responding credit to account 352. "Ac¬ 
cumulated depreciation—other shipping 
property and equipment.” 

971 Depreciation—non-shipping prop¬ 
erty and equipment. 

This account shall include the accrual 
of depreciation of property and equip¬ 
ment used in ventures other than ship¬ 
ping and shipping auxiliary operations, 
with a corresponding credit to account 
354, "Accumulated depreciation—non¬ 
shipping property and equipment.*' 

973 Amortization—©litre leasehold* and 
leasehold improvement*. 

This account shall include the amorti¬ 
sation of the cost of acquiring long-term 
leases, and the cost of alterations to. and 
fixtures installed hi, leased office prop¬ 
erty. with a corresponding credit to ac¬ 
count 355, "Office leaseholds and lease¬ 
hold Improvements.” 

976 Amortization—debt discount and 
expense. 

This account shall include for each 
fiscal period such proportion of debt dis¬ 
count and expense on funded debt as is 
transferred from account 384, "Debt dis¬ 
count and expense.” 

977 Amortization—organization ex- 
pen*e. 

Amortization of expenses incurred in 
the formation or development of the busi¬ 
ness shall be charged to this account as 
transferred from account 385, "Organi¬ 
zation expense." 

979 MHcellunrou* amortization ex¬ 
pense. 

Amortization of any deferred charges 
for which no other account is specifically 
provided shall be included in this 
account. 

980 Expense of non-ultipping opera¬ 
tion*. 

This account shall Include the gross 
expense other than depreciation incurred 


in ventures otlier than shipping and ship¬ 
ping auxiliary operations. 

983 Inromc or to** from operation* of 
dUeonttotted segment*. 

This account shall include the results 
of operations of a segment of a business 
(see definition 34). after giving effect to 
Federal Income tax consequences, that 
has been or will be discontinued in ac¬ 
cordance with the text of instruction K. 
upon approval by the Commission. 

984 Cain or to** on disposal of discon¬ 
tinued segment*. 

This account shall include the gain or 
loss from the disposal of a segment of a 
business, after giving effect to Federal 
income tax consequences. In accordance 
with the text of Instruction K. upon ap¬ 
proval by the Commission. 

983 Inromc taxr* accrued on ordinary 
inrunc. 

(a) This account shall be debited with 
the monthly accruals for all income taxes 
which are estimated to be payable and 
which are applicable to ordinary income 
(see instruction L>. See text of account 
599, "Retained earnings; unrestricted*’, 
and 987, "Income taxes on extraordinary 
items", for recording other income tax 
consequences. 

(b) Details pertaining to the tax con¬ 
sequences of other unusual and signifi¬ 
cant Items and also cases where the tax 
consequences are disproportionate to the 
related amounts included in the income 
accounts, shall be submitted to the Com¬ 
mission for consideration and decision as 
to proper accounting. 

986 Provision for deferred Income taxe*. 

(a) This account shall include the net 
tax effect of all material timing differ¬ 
ences (see definitions (25) and (23) ) 
originating and reversing in the current 
accounting period and the future tax 
benefits of loss carryforwards recognized 
In accordance with instruction L(3). 

(b> This account shall include credits 
for the amorUzation of the investment 
tax credit if the carrier elected to use the 
deferred method of accounting for the 
investment tax credit. (See instruction 
I»(4)), 

987 Inromc taxes on extraordinary 
item*. 

This account shall include the esti¬ 
mated Income tax consequences (debit or 
credit) assignable to the aggregate of 
items of both taxable income and deduc¬ 
tions from taxable Income which for ac¬ 
counting purposes are classified as un¬ 
usual and extraordinary, and are re¬ 
corded in account 995. "Extraordinary 
Items'*. The tax effect of any timing dif¬ 
ferences caused by recognizing an item 
in the accounts provided for extraordi¬ 
nary items in different periods in deter¬ 
mining accounting income and taxable 
income sliali be included in account 998. 
"Provision for deferred taxes—extraor¬ 
dinary items". 

988 Provision for deferred taxr*—ex¬ 
traordinary item*. 

This account shall include debits or 
credits for the current accounting period 
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for Income taxes deferred currently, or 
for amortization of income taxes de¬ 
ferred in prior accounting periods ap¬ 
plicable to items of revenue or expense 
included in accounts 995. “Extraordinary 
items". <8cc instruction L). 

980 Other (asm. 

(a) This account shall include all taxes 
other than income taxes, sales taxes, and 
taxes computed on basis of payrolls such 
as old age benefits, unemployment com¬ 
pensation. and similar social security 
taxes. 

(b) Sales taxes and taxes assessed 
against carriers for electrical energy, 
telegraph, telephone, radio, cables, 
checks, rental and safe deposit boxes, 
motor vehicle licenses, and other such ex¬ 
penses. shall be Included in the respec¬ 
tive accounts to which the cost of the ma¬ 
terial or services is charged. Social secu¬ 
rity taxes are to be included in the re¬ 
spective accounts to which other fringe 
benefits are charged. 

<c) This account shall also be charged 
with tile costs of business licenses. 

990 MiM’clIancoim expense. 

This account shall include all expenses 
of a general character for which no other 
account is provided Including expenses 
from conversion of foreign currencies. 

991 Unusual or infrequent items 
(debit). 

Included in this account shall be ma¬ 
terial items unusual in nature or infre¬ 
quent in occurrence, but not both, ac¬ 
counted for in the current year in ac¬ 
cordance with the text of Instruction K. 
upon approval by the Commission. 

995 Extraordinary item*. 

(a) This account shall include extraor¬ 
dinary items accounted for during the 
current accounting year in accordance 
with the text of instruction K. upon sub¬ 
mission of a letter from the carrier’s 
independent accountants, approving or 
otherwise commenting on the item and 
upon approval by the Commission. 

(b) This account shall be maintained 
in a manner sufficient to identify the 
nature and gross amount of each debit 
and credit. 

(c) Federal income tax consequences 
of charges and credits to this account 
shall be recorded in account 987—"In¬ 
come taxes on extraordinary Items". 

996 Cumulative effect of changes in ar* 
counting principle*. 

This account shall Include the cumu¬ 
lative effect of changing to a new ac¬ 
counting principle, after giving effect to 
income tax consequences, in accordance 
with instruction <K>, upon approval by 
the Commission. 

Appendix 

CLEARANCE ACCOUNT* 

(r) This group of account* is designed to 
accommodate transactions which cannot be 
allocated directly to balance sheet or income 
and expense accounts until such transac¬ 
tions have *>een completely accounted for. 
In the preparation of periodical financial and 
operating statements. It Is essential that 
these clearance accounts be analysed and the 
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balances reflected therein be distributed to 
appropriate account classifications on such 
statements. 

(b) The balances in this group of accounts 
applicable to terminated voyages, or other 
accounting units of a closed fiscal year, must 
not be carried forward to the succeeding 
fiscal year. 

ACCOUNT 

8kc. .001 Masters and pursers, (a) This ac¬ 
count shall be charged with amounts ad¬ 
vanced to or collected by masters and pursers. 
The account shall be credited with the net 
amount of vessels* payrolls, with cash ad¬ 
vances to members of the crew, with allow¬ 
able expenses Incurred, with endorsed 
travelers checks, and unexpended cash 'bal¬ 
ances returned. 

<b) Subsidiary accounts shall be main¬ 
tained for each master and purser and a 
separate account maintained for each voyage 
or other accounting unit. 

8 ec. .005 Allotments on icages of crews. 
Thu account shall be charged with pay¬ 
ments made to allottees of crews and shall 
be credited with deductions made therefor 
on vessels’ pant oils. 

Sec. .010 it gents and branch houses. <a) 
This account shall serve as a clearance ac¬ 
count for all current transactions with for¬ 
eign and domestic agents, and branch houses 
or the carrier. The account shall be charged 
with cosh advances to agents and branch 
bouses, and with freight and other voyage 
revenue collectible by the agent or branch 
house In Instances where arrangements are 
made with them to disburse vessels there¬ 
from. Freight and other voyage revenues 
collectible by agents who are required to re¬ 
mit in full shall be recorded In account 150. 
“Accounts receivable.** This account shall be 
credited with remittances by the agents 
or branch houses, and with approved dis¬ 
bursements made for the account of the 
carrier. 

(b) Subsidiary accounts shall be main¬ 
tained by names of agents or branch houses. 

Sec. .012 Sub-agency operations, (a) This 
account shall serve as a clearance account 
for all current transactions with other 
principals tor whom the carrier acts as agent. 

(b) The balances In this account shall 
bo reflected In account 185. “Accounts re¬ 
ceivable—miscellaneous,*’ and account 421, 
“Accounts payable” for balance sheet 
purposes. 

Sec. .015 Related companies; accounts 
current, (a) This account shall be charged 
with receivables and credited with payables 
which are customarily subject to current 
settlement. Under no circumstances shall 
loans, advances, or other transactions, the 
settlement of which Is deferred beyond one 
year, be recorded in this account. 

(b) The balance In this account shall be 
reflected in account 163, “Accounts receiv¬ 
able—affiliates'* or account 415, “Notes and 
accounts payable—affiliates,*’ for balance- 
sheet purposes. , 

<c) Subsidiary accounts shall be arranged 
by company, and a description of each trans¬ 
action shall be reflected in the accounts. 

Sec. .025 Collections and deposits for pas¬ 
senger transportation . (a) Gross passenger 
ticket sales and deposits including those for 
future reservations, hotel accommodations, 
shore excursions, passenger taxes, etc., shall 
be credited to this account. 

(b) As transportation Is furnished to pas¬ 
sengers by vessels of the carrier, this account 
shall be chargod and account 600, “Vessel 
revenue.** credited. Deposits or collections 
for other purposes. Including commissions 
earned or payable Incident thereto, shall be 
cleared from this account as soon as prac¬ 
ticable to appropriate accounts designated 
in the Chart. The credit balances remaining 
in this account shall be reflected in account 


495, “Advance ticket sales and deposits/* for 
balance sheet purposes. 

<c) Subsidiary accounts shall be main¬ 
tained In sections corresponding to the 
classifications shown on the dally ticket sales 
report, examples of which are: Prepaid 
orders, one-way tickets, round-trip tickets, 
exchange orders, railroad fares, hotel reser¬ 
vations, sightseeing tours, head tax. U8 
Government stamp tax. foreign government 
passenger taxes, commissions due agents and 
brokers, and commissions earned. 

Sec. .030 Collections and unrecorded 
freight manifests, (a) This account shall be 
credited with all collections of freight rev¬ 
enue from shippers or consignees prior to the 
recording of the revenue manifests. When the 
manifest Is recorded, the balance In this 
account applicable thereto 6hall be cleared 
with a corresponding credit to account 600, 
“Vessel revenue/* 

lb) Subsidiary accounts shall be main¬ 
tained by vessels and consecutively by voy¬ 
ages or other accounting units. 

8ec. .035 Advance and prepaid beyond 
charges, and miscellaneous manifested 
times, (a) When vessels manifests are Jour¬ 
nalised. this account shall be credited with 
advance charges, prepaid beyond charges, 
and miscellaneous manifested Items, such as: 
Consular fees, cargo insurance, handling, 
transshipment, and transfer charges. The ac¬ 
count shall be charged with expenses In¬ 
curred In ths performance of the services 
for which these collections were made. As 
transactions applicable to terminated voy¬ 
ages are completely accounted for net debit 
balances in this account shall be transferred 
to the appropriate 700 account and net credit 
balances to account 600, “Vessel revenue “ 

(b) Subsidiary accounts should be sub- 
divided as between advance charges, prepaid 
beyond charges, and miscellaneous mani¬ 
fested Items. Each group of account should 
be maintained by vessels and consecutively 
by voyages. 

Sec, .040 Bar accounts, (a) This account 
shall be charged with Inventories of bar sup¬ 
plies aboard vessels at the beginning of each 
voyage for sole to passengers, and with all 
purchase*bf such supplies during the voyage. 
The account shall be credited with the inven¬ 
tory of bar supplies on hand at the end of 
each vayage. and with groan sales during the 
voyage. As transactions applicable to termi¬ 
nated voyages are completely accounted for, 
net debit balances in this account shall be 
transferred to the appropriate 700 accounts 
and net credit balances to account 600. 
“Vessel revenue." The balance remaining in 
this account after profits and losses, on sales 
applicable to voyages terminated during the 
accounting period, have been cleared to the 
vessel operating accounts shall be reported 
on the balance sheet under the classifica¬ 
tion “Inventories." 

<b) The subsidiary accounts shall be 
maintained by vessels and consecutively by 
voyages. 

8xc. .046 Slop chest account , (a) This ac¬ 
count shall be charged with Inventories of 
slop chest supplies aboard vessels at the 
beginning of each voyage for sale to mem¬ 
bers of the crew, and with all purchases of 
such supplies during the voyage. The account 
shall be credited with the Inventory of slop 
chest supplies on hand at the end of each 
voyage, and with all gross sales during the 
voyage. As transactions applicable to ter¬ 
minated voyages are completely accounted 
for, net debit balances In this account shall 
be transferred to the appropriate 700 account 
and net credit balances to account 600, “Ves¬ 
sel revenue/* The balance remaining In this 
account after profits and losses, on sales ap¬ 
plicable to voyages terminated during the 
accounting period, have been cleared to the 
vessel operating accounts, shall be reported 
on the balance sheet under the classification 
"Inventories/* 
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(b) The subsidiary Accounts shall be main¬ 
tained alphabetically by vessels and consecu¬ 
tively by voyages. 

Sec. .050 Foreign exchange account . A11 
gains or 1 oases In foreign exchange shall be 
recorded In this account. At the close of each 
accounting period the balance In the account 
shall be transferred to account COO. "Mis¬ 
cellaneous—other Income/* * or account 900, 
‘‘Miscellaneous expend/* as the case may be. 

Sec. .055 Pool participation, (a) This ac¬ 
count shall be charged with contributions to 
pools for the purpose of equalizing revenues 
In accordance wtth pooling a g ree m e nts and 
shall credited with gross collections re¬ 
ceived from pools for the teame purpose. 

(b) Charges against the carrier In admin¬ 
istering the pooling agreements shaU be 
recorded In account 925. “Dues and subscrip¬ 
tions/* The balances in this account at the 
close of each accounting period, as prescribed 
in pooling agreements, shall be transferred 
to account 540. "Collections from pools." 
and account 955. "Contributions to pools/' 

(c) This account shall be maintained to 
show separately transactions under each 
pooling agreement and accounting period. 

Sec. .000 Store*, supplies, and equipment 
aboard vessels. (a) Where Inventories of 
vessels stores, supplies, and/or equipment are 
not taken and priced at the end of each 
voyage, the value of such Inventories shall 


be charged to this account at the beginning 
of each contract period. The account should 
also be credited with the value of inventories 
of stores, supplies, and/or equipment at the 
end of each accounting period, after which 
any balance therein shall be charged or 
credited, as the case may be. to the last voy¬ 
age of each vessel Involved terminated dur¬ 
ing the accounting period. 

(b) The accounts will not be used in in¬ 
stances where inventories of stores, supplies, 
and/or equipment are taken and priced at 
the end of each voyage. 

<e) The balance in the account at the end 
of each accounting period, applicable to the 
subsequent account period, will be reflected 
in balance sheet account 200. “Deferred ex¬ 
pense—un terminated voyages * 

Sec. .095 Pro/It and loss account. At the end 
of the accounting year this account shall 
be credited or charged, as the case may be. 
with the balances in all ordinary, and ex¬ 
traordinary revenue and expense accounts, 
except where otherwise specifically Indi¬ 
cated. After all entries have been made, the 
account shall reflect the net income for the 
accounting year. The net balance In this 
account after adjustments have been made 
for Use accounting year shall be transferred 
to account 599. “Retained earning*—unre¬ 
stricted/* 


Financial Statements 
(a) oalakcx sheet 


Account No. 


-l. 


Currant i_ 

WO. . Cush. 

11&-. .. Special cash deposit*. 

130. 12* . . Marketable securities. 

130. Notes receivable. 

1*0 . Notes receivable aiMUlea. 

M0. .. Accounts-receivable. 

. . lew: Estimated allowance for dwuUfnl note* and account* ravivabi*. 

170.. .... Inventories—stararide. 

two .. Other current assets. 

M8.~ .. Deferred Income tax ebiUf**. 

Total currant onset*. 

Voyage* In neogrras (when a net debit balance). 

300.. .. . IMerted expense* — untennlnated voyage* 

M0 .„ 1.4*8: Deferred revenue*- unterminated voyages 

B peels! fund* and deposits: 

*W .. r . Capita! reams fund. 

308.. .-... Capital construction fund. 

30>_. .. Construction reserve fund. 

3M —.. Interest account* for depcalt In statutory funds. 

305.. . Insurance fund*. 

300-310, III.... Other special funds and drporit*. 

Total special funds and deposits. 

Investment*: 

311 . Securities of related companies. 

319 . Non* unem l notes receivable-affiliated com ponies. 

32® —. Nfmmrrent ocenunt* rccctvftMo-affiliated companies. 

3® . Cash value of life insurance. 

321 ... Other investment*. 

Total In vestment*. 

Property and equipment: 

3*1...... . rloatlhK equipment—ve.Mrl*. 

333 . Lew: Accumulated depredation -vessels. 

33V .. Floatii.? equipment tiarira*. 

315 ..... Lean: Accumulated depreciation-bonces. 

HI . - Other floating equipment. 

338 —.......... I*w Arrumulnted depreciation—other float In* equipment* 

341 -——., Containers. 

30.. . .. Less: Accumulated depreciation —ooutatosn. 

343 .. Refrigerated container*. 

344 —. lee: Accumulated depreciation—refrigerated container*. 

345 . .. Conloi oor-related equJ nment. 

346. —.. l*m; Accumulated depreciation—container-related equipment. 

. Chassis ami trailer equipment. 

846. — ......... Leas: Accumulated depreciation -chassis and trailer equipsoont. 

348 . Terminal property and equipment. 

9SO .. lew: Accumulat'd depreciation—(ersaiual property and equipment. 

hi.. Other shipping properly and equipment 

3 s ®... Le«: Accumulated deprrotiUon other shipping property and equipment. 

3S3-- NotvKhippinr property and equipment. 

- _lew: Accuinulated dapTMl »Uou— nmuliippioR property and equipment. 

365. OflW leaseholds ai>d leasehold ImttfovemeuU. 

3™. L*w»: Accumulated amortisation—office leaseholds and leassbold iuuworamont*. 

3S7- Terminal leosefiolds and leasehold impcovmxwaU. 

*8—.. hr**: Accumulated amortisation—terminal kaanholds and isaishoid improvement*. 

*». Construction work In nroymsa. 

1*0101 pro|*irty and equipment after accumulated ailawanms. 

OUw aeaet*. 

Ill.. Claims pending. 

W? . 8p*re parts oo which constnicUsss-dUIarsnUsl subsidy baa been paid. 

163. Spare parti—other. 

364.— Nonas and amounts racafvaUe hum officers sod employee*. 

368 . Other noncurrant notes and accounts roostvabie. 

130.. ........... Maritime Administration allowance tor obsolete veasels. 
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RULES AND REGULATIONS 

(A) *ALABfCi 0HKKT—continued 


Account No. 


rscdrahUr 


974........ Mixoellaneom other mtU 

Total other Mart* 

150. _.. taw: Estimated-Allowance tor doubtful note* and account* receivable. 

Total other Meet*- After estimated aitowaoe* tor doubtful note- ai 

175..; Deferred charge* and prepaid expense* 

M.. Accumulated deferred Income tax cJiajim. 

»!.. . . Goodwill. 

196. .... . Other Intangible Meet* 

. Lee* Accumulated amortisation—other Intangible aaert* 

Total asset* 

liabilities 

('eluent ttahltttles: 

400 ........_ Note* payable. 

415 .. Note* and accounts payable— aAUate* 

42D — . . Accounts payable. 

440 . Accrue*! UublM W 

4TB . Other currant UaMtltlra 

4x0,... . Deferred iivoomc tax crodR* 

4u5. Advance lick.* w»lr» and drpoaila. 

5’J6 .. Mortgage note*-Maritime Administration. 

52 7 . . U.S. Government tnvurtd or guaranteed merchant marina bondt and note*. 

590 .... Other bond* and debentura* 

514. . Other tone'term debt. 

Total current tUhtlltle* 

Voyages In progrees (when a net CTedit balance). 

500 .. Deferred revenue*—untrntilnaied voyager. 

10Q . Urea: Deferred expense—umriinliiated vojmge* 

Long-term debt (due after 1 year): 
flea. ... Mortgage noire—Maritime Administration. 

537 . 0.8, Government Insured or guaranteed merchant marine bond* and note*. 

510 . Other lionda awl debenture*. 

514 . Ollier long-term del*. 

Total long-term debt. 

Other UahiUtJ?*: 

541 ... Noneurrefit twyable#-affiliated companies. 

549- . Nonwirrrmt note* and account a payable—officer* and employees. 

550 .. ItecaplumMr profile—MnrUime Administration. 

554 . MiaceUbaneou* other liabilities. 

Total otlvar UaUHU** 

Deferred cmllU: 

AMl . Premium on funded debt. 

M3 . Accumulated deferred I ncome tax**. 

554. Miscellaneous deferred crediti. 

Total deferred credit* 

Estimated operating allowances: 

5M.. ... Estimated allowances tor re pain, 

570 . Estimated allowance* for Insurance. 

57!) . Estimated operating allowance*- — MfcsorUaiveOtt* 

Total estimated o|wraUng allowance* 

Total MabUHiea. 

Owner'! equity—canttal dock: 

Ml, . lowed and outstanding. 

Wfl . flubaertbod. 

5*f7 . Less Discount on capital stock. 

Total capital stuck. 

5W . Additional pnid-ln capital. 

Retained muring*: 

ft:::::::::::: Priorjperiod adjustments to beginning retained income account* 

flw .I. Urnirtrlrtol. 

5I>1 . Total retained earning* 

Lem: Treasury stork. 

Total owner's equity. 

Total liabilities and equity. 



< A) tVtfOMK VTATKMKMT 

Account No. 

Assets 




Shipping operation*: 

501-570 . Water 1 1 tv« operating revenue. 

701 m> . Waterline operating expense. 

Gross profit (low) from dripping operation* 

Other Income; 

075 . Interval Income. 

•85. Dividend Income. 

5U0.. Mfeerllnnrous other Income. 

551 ... . Release of premium on Uxig-Urra debt. 

5P2 . Unusual or Infrequent Item* (cradlt). 

5tf7 . Income from amilatrtf rompotrir* 

Other deduction* from Income; 

050 . Interact rxpsnx*. 

561 . Istmit axpan m a lBH a Ma 

555. Doubtful note* and account* rerdvabk. 

575. Amortisation-debt discount and gxpi 

577_... ....... AmortitaUocr—organisation expense. 

079 .... Mltcrlioneous amortisation ri|»nse. 

•00. . * _ Miscellaneous expense. 

5M .. Univtul or Infrequent Hems (debit). 

Net Income from shipping operation* 

Non* hipping operation* 

596 . Revenue from nonxlri ppl ng operation * 

*71... . Depredation—nonxlri pping property and equipment. 

160 . Expense of nowxhtpping opentlonc. 

Nrt income (lorn) from nonahipptng operation* 

Income 4 loos) from continuing operation* lie tore income taie* 

!W . Income taxes accrued on ordinary income. 

S66 . Erovlrton tor <Vefrrm1 Income taxe* 

Income (torn) from continuing operation* 

Discontinued operations: 

569 . .. Income or las* from operation* of discontinued segment* (I ms. apptkabfe Income aim of $.. 

504. (Join or low on <Ila|XiMii of discontinued segments (Mas applicable income taxes of 9. 

Income (toss) before extraordinary Items. 

Extraordinary Items and accounting changes. 
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Account No. 

AttOti 



s m 

ill! 

Kxtraordlnary Hems (net). 

Income lax on extraordinary Items. 

Provision for deforced u**»-extraordinary Items. 
Extraordinary Items: 

Cumulative effect of changes in accounting principles. 
Net Income (km) 



(C) WATEJMJNE OntOATUtO E* VENUE AND IXTKSg STATEMENT 

Account No. 

Shipping operations-Terminated voyage results 
(from sec. 282.6(D)) 

Revenue Expense 

Nat 


0OHMO.M3-N*. Idle vwl *ip<mae.._.. 

640, 0».Collection from tun! contribution! to pool* - 

(iron profit (loss) from shipping operation* twfo 

625. . Opera! ing-diffenMUial only suhddy.. 

Gross prom <kw) from vewrl operations after - 

645__ Revemu» from terminal operatiotw . 

AVI. Revenue front cargo handling operation!-. 

685 . . . Revenue front lug and lighter operations . 

Cfll) . . Revenue from container related operation*. 

66' .... Revenue from other shipping oprrallon*. - 

670. ..Agency foes, corn minion*, and brokerage ra 

(tram* profit (low) from shipping operation*. before 
head. amortisation. and depreciation. 




Overhead 


Administrative and general expense*.. 
Maimgrtneid foes and commission* -nmiii 
lagrinml foes and commission* othei 

ertising—passenger . 

•erti*tng—other. ... 

er tasra... ...■ 

Grass profit <V») front shipping alterations 
luatnm and depreciation. 


604-flM... 

no .Mi_PMMMI 

!H1. . Mannsrinrtit foes and commission* -other 

NS . Advertising—passenger . 

NO. . Advertising—oilier. .,—. 

WN . Other takes 


Arnoctlkotloo-dnprecittlion—Uilpping property and equipment 


742 . Depredation—v easels. ..... 

842 .. Depredation—Idle vessel*. .... 

Kto. . Depreciation—terminal property and equipment .. 

MM .Depreciation—other floating equipment . 

Wl. . . Depredation—container .—. 

m2 . Depredation -refrigerated containers . 

Kd . Depredation - -chassis and trailer equipment . 

885. Depreciation-barge* . - . 

886. .. Depredation-container-related equipment. . 

ICO . DeprecUttoo—other shipping property and rqul|Mnent . 

OTS . AmortuatIon—office leasehold* and leasehold Improvements.. 

. Amortisation—terminal leasehold* and le aga hnM Improve- 

men Is. 

Total waterSne revenue and expense . .. 


Gross profit 'loss) (com shipping operations.. . 

<D) VESSEL ortJLiTlXG STATEMENT 


Account No. 


Vessel revenue-terminated vorates 


001. Freight—foreign. 

008.Freight—coastwise and IntermasUl. 

008. Passenger —foreign. 

013..Passenger—coastwise ami Intercoastal. 

030. Charter revenue. 

034..Other voyage revenue. 

Total vessel revenue. 


Operating expense- terminated voyages 



Vessel expenses: 

701.. Crew wages. 

700... Crew fringe benefits. 

Union naymenis unrelated to the crew. 4 

Payroll taxes. 

Domestic sutHfotenee. 

Foreign MlwlitMXv. 

]>om«*tlc consumable stores, supplies. and equipment 
Foreign consumable stoma, supplies, and equipment 
Other maintenance expense. 

Insurance—hull and machinery. 

Insurance—protection and Indemnity. 

Insurance—other niaflne-ftsk. 

Vessel rod 

Vessel repairs—domestic. 

Vessel repair* —fnrrigu. 

Time ana trip cluuter hire. 

Time and trip charter hire—slfilUlea 
flhoiUm I tare boat charter hire. 

Short-term bareboat charter hlrs—affiliates. 

Long-term bottboat charter hire. 

Long-term Imre Watt charter hire— affiliates. 

Ollier vessel expense* 

Total vessel cipense. 

Voyage expense*. 

750.. Container and t targe expenses: At located container and barge expensa. 

7W... Terminal expenses: Allocated terminal cxjwaw. 

Port rtpMiMr 

Cargo handling -loading/diacharglng. 

Cargo handling—load lug/discharging—barges. 

Cargo handling -container yard. 

Cargo handling—container freight station. 
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RULES AND REGULATIONS 

4 D) rax a at. oruurtjro btatsmcxt— continued 


Account Mo. 


Vow! i*v«nu»-Unnlnat»<l voyage* 


Port »*u>«03»c«—Continual 

i onto handling -lighter freight nUlion. 

Canto handli ng— Ug hlcr consolidation. 

....__ Canto handling—cotiunc.ndal cargo. 

.. Cargo handling—other. 

. Purchased ofT^ock container frHglrt s 

. Port transportation rxpmair—commercial. 

__— Port transportation **|*u»r—military* 

.. Inland transportation exprnar— ^m mrrdaL 

7«7 .. Substituted wt vice t ran solution ctpenja—commercial. 

7t»... Substituted acrvUr tram 

770 ... Wharfage anddoikmgc. 

771 ... Other port etpermrs. 

772..- Port coau of ijoj.v' 1 * 

773 . Transit canal toLls. 

total po t expeni 
Brokerage rtprnar and ggij*ry £ 

MO . Freight brokerage. 

Ml .. Paaarnger broke tag*. 

WJ . Agency fees and oorumhakim. 

Total brokerage c*prm», agency to» and c 


Total voyage Mpnat. 
Total operating aipenae. 
Terminated voyage rural!*. 


| FH Doc.76-050 PUed 1-10-75;8:45 axn J 
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PROPOSED RULES 


ENVIRONMENTAL PROTECTION 
AGENCY 
[ 40 CFR Part 17X ] 

| FRIi 320-4; OPP-420011 

PESTICIDE PROGRAMS 

Submission and Approval of State Plans 

For Certification of Commercial and Pri¬ 
vate Applicators 

On October 9. 1974, the Environmental 
Protection Agency (EPA) published In 
the Federal Register <39 FR 36446) 
standards for the certification of appli¬ 
cators of restricted use pesticides as re¬ 
quired by section 4<a) <1) of the Federal 
Insecticide. Fungicide, and Rodenticide 
Act < FIFRA* . as amended <86 Stat. 973). 
The following proposed regulations are 
designed to ensure that State plans for 
the certification of applicators satisfy 
all the requirements of section 4 and are 
adequate to ensure compliance with the 
applicator certification standards 

During the development of this pro¬ 
posed rulemaking, there was extensive 
discussion, and some confusion, about the 
meaning of the terms “regulations" and 
"guidelines," At various times, both terms 
have been used in attempting to charac¬ 
terize the proposed rules. The impression 
may have been left that "regulations” 
have the force of law while "guidelines" 
do not. Whether called regulations, 
guidelines, or any other term, rules prop¬ 
erly Issued to implement a regulatory 
authority under Federal law < in this case 
FIFRA. as amended* have the force of 
law when the rules prescribe particular 
actions: "rules mean the whole or part 
of an agency statement of general or 
particular applicability and future efTect 
designed to implement, interpret, or pre¬ 
scribe law or policy . . " [Administrative 
Procedure Act. 5 U.S.C. section 551(4)1. 

In response to numerous requests from 
the States and others it has been decided 
to title this proposed rulemaking regula¬ 
tions instead of guidelines. Both pre¬ 
scriptive and non-prescriptive rules are 
included in these regulations. Changing 
the title to regulations has not reduced 
the level of flexibility available in re¬ 
sponding to these regulations. 

Statutory Authority 

Section 4<a) <2> of the amended FIFRA 
<86 Stat 973) requires each State Gov¬ 
ernor desiring to certify applicator of 
pesticides to submit a State plan for that 
purpose and for the Administrator to ap¬ 
prove the plan, or any modification 
thereof, if in his Judgment the plan con¬ 
tains the following mandatory elements: 

(A) designate* a State agency aa the agency 
responsible for administering the plan 
throughout the State; 

(B) contains satisfactory assurances that 
such agency has or will have the legal au¬ 
thority and qualified personnel necessary to 
carry out the plan: 

(C) gives satisfactory assurances that the 
State will devote adequate funds to the ad¬ 
ministration of the plan: 

(D) provides that the State agency wUl 
make such reports to the Administrator in 
such form and containing such Information 
as the Administrator may from time to time 
require; and 


(E) contains satisfactory Assurances that 
State standards for the certification of ap¬ 
plicator a of pesticides conform with those 
standards prescribed toy the Administrator 
under paragraph (1). 

Paragraph 4(a)(2) of the Act. further 
provides that any State certification pro¬ 
gram under this section shall be main¬ 
tained in accordance with the State plan 
approved by the Administrator. 

Discussion or Regulations 

Section 171.7 (a) State Agency. While 
this subparagraph provides for the desig¬ 
nation of a State agency which will be 
the official liaison with EPA and which 
will be responsible for administering the 
plan throughout the State, the warding 
implicitly' acknowledges that there may 
be more than one State agency regulat¬ 
ing the activities of pesticide applicators. 
Accordingly, other cooperating agencies 
should be identified and their function 
and relation to the lead agency described. 
Data on numbers and qualifications of 
personnel involved should be given. This 
will enable EPA to evaluate the adequacy 
of the 8tate plan In terms of qualified 
personnel as required by section 4(a)(2) 
<B) of the Act. All States have already 
designated a lead agency as a necessary 
first step in preparing for certification; 
but in most instances other cooperating 
agencies have not been identified. 

Section 171.7 (b) Legal Authority and 
Qualified Personnel. While this require¬ 
ment might be fulfilled by an affirmative 
statement that the designated agency re¬ 
sponsible for administering the plan 
throughout the State, has or will have, 
the legal authority necessary to carry out 
the plan, there are differences of opin¬ 
ion regarding the legal authorities States 
will need to carry out the plan. Unless 
these authorities are identified, agreed 
to and understood by all concerned. EPA 
might be faced at a future date with the 
necessity of withdrawing approval of a 
plan under section 4<b> because a State 
lacked certain legal authorities which are 
considered necessary' to carry out the In¬ 
tent of the Act. 

It is recognized that many States do 
not currently have all legislative au¬ 
thorities needed to implement Section 4 
and are now in the process of correcting 
deficiencies. The time schedule for this 
process must be developed, taking into 
consideration the mandatory date for 
the implementation of the Act and bien¬ 
nial sessions of legislatures in some 
States. To facilitate this process, these 
regulations include a provision for the 
contingency approval of a State plan 
pending enactment of the necessary leg¬ 
islation <See 1171.7(b)(1)(B)). How¬ 
ever. the approval shall lapse if no leg¬ 
islation is enacted in the next legislative 
session (including any* special session) 
following the date of contingent ap¬ 
proval of the plan. 

Section 171 7(c) Adequate Funds. Con¬ 
sideration was given to requesting de¬ 
tailed information on State funds, in¬ 
cluding a budget for the establishment 
and operation of the State certification 
program Such Information would be 
helpful to EPA in assessing State capa¬ 


bilities to implement viable programs In 
accordance with the intent of the Act 
and 8tate needs for supplemental sup¬ 
port for their programs. However, in the 
interest of reducing the volume of re¬ 
quired data from the States, the regu¬ 
lations will not require budgetary detail. 
It is anticipated that each 8tate will pro¬ 
vide sufficient information to satisfy EPA 
that adequate funding will be available. 
Further, the information regarding num¬ 
bers, Job titles and functions of personnel 
carrying out the plan will reflect one 
portion of the funds necessary for ad¬ 
ministering the plans. However, in doubt¬ 
ful situations, EPA may request more 
specific information as needed to make 
a decision In this area. 

Section 171.7(d) Reports . The Act 
provides for the submission of reports 
related to the implementation and main¬ 
tenance of State plans, thus providing 
the Administrator with the necessary 
assurances that approved plans are, in¬ 
deed. functioning properly. According¬ 
ly, the Reports section of the regulations 
is designed to provide for submission of 
appropriate and relevant data on an an¬ 
nual basis and. recognizing variation in 
budgetary years, at a time to be proposed 
by each individual State. Reporting pro¬ 
visions of this section are also designed 
to shed light on the magnitude and con¬ 
tent of the program, the extent to which 
enforcement has been exercised and 
changes that are necessary to improve 
the effectiveness of various facets of the 
certification program. Annual reporting 
of changes necessary to improve certifi¬ 
cation program effectiveness does not 
preclude States from proposing changes 
to the Administrator at any other time, 
as the need may arise. 

Section 171.7(e) Conformity of 
Standards. The standards tor certifi¬ 
cation of applicators were designed to 
identify clearly what an individual 
should know to be determined to be 
competent. At the same time, the stand¬ 
ards are presented in a manner that 
permits a State to build upon them as 
a base in the development of the details 
each State may need for its own pro¬ 
gram, The State standards should be 
explicit and must be developed to con¬ 
form and be at least equal to those pre¬ 
scribed in i 171.4. for the various 
categories of commerical applicators 
and for private applicators In S 171.5. 

The regulations require a description 
of the types of examinations to be ad¬ 
ministered as an indication of appli¬ 
cator competency. It is anticipated that 
such descriptions and the submission of 
sample questions (or sample examina¬ 
tions) will not only reflect the adequacy 
of the program but will help EPA ac¬ 
cumulate sound approaches for testing 
the competency of applicators which will 
be useful to other States. The Agency 
expects to develop informational mate¬ 
rials which will provide assistance to 
8tates in various areas including methods 
of determining applicator competence. 

If considered necessary at some future 
time. EPA may promulgate special stand¬ 
ards under reserved S 171.4(d) In the 
development of their plans, therefore. 
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States are asked to recognize the possi¬ 
bility of special standards, or their own 
special competency standards, and to 
indicate how they are prepared to ac¬ 
commodate the need for demonstration 
of special training or competency. (See 
5 171.7(e) (2) of these regulations.) 

Furthermore, it is recognized that 
some States may already have applica¬ 
tor standards equivalent to or exceeding 
those of EPA for certain categories of 
users. Section 171.7(e)(4) provides an 
acceptance procedure for individuals so 
qualified. 

The provision in section 4 requiring 
EPA to prescribe standards for certifica¬ 
tion of applicators should result in a high 
degree of commonality among State 
programs throughout the country. It is 
recognized that differences will exist 
between States, especially where there 
are noticeable variations In climate, crop¬ 
ping practices, laws and regulations. 
Where there is sufficient similarity to 
warrant it. 15 171.7(e)(7)] States are 
encouraged to develop programs for 
reciprocity. Multi-State certification is 
not prohibited by the regulations and rec¬ 
iprocity procedures will ease the certi¬ 
fication burden on interstate farming 
operations and commercial business in¬ 
volving pesticide application across 
State lines. The implementation of 
amended PIFRA need not place unneces¬ 
sary hardships on established interstate 
commerce and. In fact, should alleviate 
some of the current problems. 

Other regulatory activities. Provision is 
also made in the regulations for States 
to elaborate on their overall programs 
by including regulatory activities other 
than for the certification of applicator 
programs which will contribute to the 
overall safety and effectiveness of their 
pesticide use programs. 

Section 171.8<a) Maintenance o/ State 
Plans. The regulations refer to the mat¬ 
ter of supervisory responsibility of cer¬ 
tified applicators for the performance 
of persons working under them and de¬ 
tails of how this will be accomplished are 
requested as part of a State plan in 
5 171.8(a)(1). Since the availability of 
the certified applicator must be di¬ 
rectly related to the hazard of the situa¬ 
tion, States should give examples of how 
they will deal with the problem of super¬ 
visory responsibility and the methods 
proposed for enforcement. 

There has been much discussion 
among user groups, educational institu¬ 
tions and regulatory officials as to how 
certified applicators will continue to 
meet the demands of changing technol¬ 
ogy. A number of options are open. There 
is particular merit in required attend¬ 
ance at conferences, workshops, or 
scheduled training courses as this ap¬ 
proach provides a continuing opportu¬ 
nity for the applicator to learn and to 
remain up-to-date on pertinent matters. 
Administration of special examinations 
as significant changes in technology oc¬ 
cur or periodic reexamination arc other 
options. 8ince It Is impossible to forecast 
future developments, the matter has 
been left flexible and States are being 
asked at this time to Include suitable 


provisions to meet the demands of 
changing technology in their plans 
[5 171.8(a)(2)]. At some future time, 
more specific requirements may be 
needed. 

Section 171.9 Federal Agency Pesti¬ 
cide Applicators . The program of cer¬ 
tification of pesticide applicators under 
FIFRA was clearly identified by Con¬ 
gress as one of Federal State coopera¬ 
tion with the process of certification 
being delegated to the States. A number 
of special situations involving certifi¬ 
cation of Federal employees, however, 
made it necessary to establish special 
provisions for these applicators. Some 
Federal employees apply restricted use 
pesticides only at Federal facilities; 
others reside more or less permanently 
in a single State but operate on Federal. 
State, or private property; while still 
others are required to move from State 
to State to carry out their responsibil¬ 
ities. 

Under Executive Order 11752, Federal 
facilities arc to comply with Federal, 
State and local substantive standards 
for the prevention, control and abate¬ 
ment of environmental pollution, but arc 
not required to comply with State or 
local administrative procedures for im¬ 
plementing such requirements. Imple¬ 
mentation of the FIFRA. as amended, 
with respect to Federal facilities is in¬ 
cluded in Executive Order 11752 An 
adequate program for assuring certifi¬ 
cation of Federal employees applying 
pesticides on Federal facilities must 
therefore be provided. 

A situation requiring particular con¬ 
sideration is the matter of special activi¬ 
ties and responsibilities of Federal em¬ 
ployees who may need to be certified to 
apply pesticides on a variety of Federal. 
State and private lands Acting under 
statutes mandated by Congress, some 
Federal agencies must move personnel 
frequently and on short notice to distant 
localities for special pest programs, e.g.. 
to control or eradicate pests introduced 
from outside the country or to assist 
States in continuing pest control pro¬ 
grams. These Federal pest control pro¬ 
grams and Joint Federal State activities 
pose a potentially difficult situation with 
respect to certification in various States. 
For example, there is no way to predict 
in advance which State or 8tates will 
have a pest situation at some time in 
the future which may require the assist¬ 
ance of certain Federal employees. It is 
Impractical and unrealistic for these 
Federal employees to be required to take 
examinations in all States to be qualified 
to work with restricted use pesticides in 
the particular State or States where their 
presence is. from time to time, required. 

Arrangements have therefore been de¬ 
veloped with the Federal Working Group 
on Pest Management *FWGPM) to deal 
with qualifying Federal applicators for 
certification. The FWOPM's Panel on 
Categorization and Training Objectives 
1s developing a plan for establishing Fed¬ 
eral applicator competency standards 
which will conform and be at least equal 
to those developed by EPA. Under this 
system, the FWGPM will be responsible 


for submitting a plan for Federal em¬ 
ployees to the Administrator for ap¬ 
proval. This procedure of accommodation 
has been identified in 5 171.9 as the Gov¬ 
ernment Agency Plan (GAP). 

The GAP will include the elements 
common to all Federal agencies and will 
additionally reflect special requirements 
which any particular agency may have. 
If the plan Is approved by EPA. a copy 
will be sent to each State so that State 
officials can determine whether or not 
the Federal employees qualified under 
the GAP meet State certification require¬ 
ments. States will be asked to describe 
in their State plan any additional re¬ 
quirements 15 171.7(e) (5) 1 that Federal 
employee® must meet to use restricted 
use pesticides in that State, but the ad¬ 
ditional requirements should not exceed 
those required of other applicators in 
that State. A current roster of Federal 
employees who have been determined to 
be qualified under GAP standards will be 
maintained and an appropriate form will 
be issued to Federal employees qualified 
under the GAP. 

It is envisioned that Federal employees 
qualified under the GAP who apply re¬ 
stricted use pesticides on Federal. State 
or private lands within a State will be 
prepared to present documentation to 
appropriate 8tate officials verifying their 
qualifications. The Federal form issued to 
these employees will provide an oppor¬ 
tunity for States that have requirements 
in addition to the GAP to specify other 
qualifications needed to apply restricted 
use pesticides in that State. The form 
would also permit the appropriate State 
official to Indicate acceptance of the ap¬ 
plicator’s qualifications, thus authorizing 
the applicator to use restricted use pesti¬ 
cides within the State. Copies of the 
forms which have been reviewed by State 
officials will be sent to EPA and will be 
used to evaluate and update training pro¬ 
grams for Federal applicators. 

It should be pointed out that there is 
no requirement that Federal agencies 
utilize the GAP. For administrative con¬ 
venience or for other reasons, a Federal 
agency may provide for its employees to 
obtain State certification directly in lieu 
of participating in the GAP. 

States have primary responsibility for 
enforcement procedures to ensure that 
Federal employees qualified under the 
GAP or certified by the State comply 
with State and Federal certification 
standards when applying restricted use 
pesticides on State or private lands. The 
Federal agency involved Is responsible 
for enforcement procedures to ensure 
that restricted use pesticides applied 
within a Federal facility arc applied in 
compliance with the appropriate stand¬ 
ards of certification. Federal facility 
managers are encouraged to develop co¬ 
operative enforcement procedures with 
the State 

Provisions designed to facilitate cer¬ 
tification of Federal agency pesticide ap¬ 
plicators do not apply to nonfederal em¬ 
ployees contracted to perform pesticide 
application for the Federal Government. 
Rather, such employees must be certified 
by the appropriate State(s). 
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Plans are being developed separately to 
provide for Federal employees who must 
respond to unusual emergency situations. 

This discussion supersedes that pub¬ 
lished in the Federal Register, Febru¬ 
ary 22, 1974 < 39 FR 6731 >, on the subject. 

Section 171.10 Certification of Applica¬ 
tors on Indian Reservatiom. The problem 
of certifying applicators on Indian Reser¬ 
vations arose during the development of 
the proposed regulations for submission 
and approval of State plans. While States 
have primary responsibility for conduct¬ 
ing certification within their own politi¬ 
cal boundaries, they do not always have 
jurisdiction over Indian Reservations 
within those boundaries. The Govern¬ 
ment Agency Plan discussed in 9 171.9 is 
not an appropriate mechanism for Quali¬ 
fying or certifying Indian applicators 
since (1> it was designed exclusively for 
Federal employees and (2) it is built 
around commercial applicator standards 
rather than the less inclusive private 
applicator standards which would apply 
to most Indian farmers 

The Agency is specifically seeking com¬ 
ments on the proposed regulations 
14 171.101 providing for the certification 
of pesticide applicators on Indian Reser¬ 
vations. The certification plan to be fol¬ 
lowed may depend upon the extent of 
State Jurisdiction over Indian Reserva¬ 
tions within a State's political bound¬ 
aries. Where a State has assumed Juris¬ 
diction over an Indian Reservation under 
other law’s, that State's pesticide appli¬ 
cator certification plan shall apply to 
all pesticide applicators on that Reser¬ 
vation. In cases where Federal laws apply 
and State law's do not apply, the appro¬ 
priate Indian Governing Body may 
choose to develop its own certification 
plan for Indian private and commercial 
applicators based on EPA or State stand¬ 
ards and submit their plan to the State 
for Incorporation in the State plan or via 
the United States Department of the In¬ 
terior to EPA for approval. 

Provisions designed to facilitate certi¬ 
fication of Indian pesticide applicators 
who are members of an Indian Reserva¬ 
tion not subject to Slate law would also 
apply to non-Indian employees con¬ 
tracted to perform pesticide applications 
for the Indian Governing Body or em¬ 
ployed by a private lessee of Indian Res¬ 
ervation Lands. 'Section 171.7(e)(6) 
provides space for States to indicate any 
arrangements they have for certifying 
or assisting in certification of applicators 
on Indian Reservations.) 

Discussion or Need for Training 

A plan for training of applicators is 
not required in the State plan dealing 
with certification since training is not 
included in section 4. FtFRA. as 
amended. However, training is referred 
to in section 23. and such activities will 
be extremely Important In helping to 
ensure that applicators meet competency 
standards and a chieve the intent of the 
amended FIFRA that restricted use 
pesticides be properly used Because of 
the time schedule involved, training 
should receive special emphasis between 
now and October 1976. Since State edu¬ 
cational organizations, principally the 


State Cooperative Extension Service, ed¬ 
ucational institutions and Industries may 
be involved in training, coordination of 
such training within each State is essen¬ 
tial. A document executed by EPA and 
the USDA provides for such leadership 
through the Federal/State Cooperative 
Extension system, and the lead agency 
may adopt this arrangement at its op¬ 
tion, and include training plans as a 
supplement to its certification plans. 

Discussion or Need for Accident 
Reporting 

Pesticides are registered by EPA largely 
on the basis of laboratory tests designed 
to evaluate their pestictdal effectiveness 
and their possible adverse effects on non- 
t&rget organisms. These laboratory tests 
are supplemented by limited field tests 
designed to predict a product’s efficacy 
and environmental behavior. Such tests 
are by no mean s comprehensive or con¬ 
clusive. In actual use. pesticides may 
have a variety of adverse effects that 
could not be predicted on the basis of 
laboratory and limited field testing. 
Prior to registration. EPA also evaluates 
such parameters as packaging and label¬ 
ing. But again, it is not possible to be 
sure that the pre-registration assess¬ 
ments will reflect all the problems which 
will be encountered during use of a pesti¬ 
cide. Directions for use, for example, may 
well be interpreted in a way that neither 
EPA nor the registrant had anticipated 
The occurrence of such unforeseen prob¬ 
lems may necessitate additional regula¬ 
tory action to protect human health, en¬ 
vironmental quality, and economic val¬ 
ues. The availability of reliable field data 
is therefore essential to EPA in carrying 
out regul atory responsibilities under the 
amended PIFRA 

In recognition of these responsibilities. 
EPA established the Pesticide Accident 
Surveillance System (PASS). In January 
1973. Currently. PASS receives reports 
on pesticide accidents from approxi¬ 
mately 150 State and Federal agencies 
on a voluntary basis. 

While PASS has provided some im¬ 
portant data on pesticide accidents, vol¬ 
untary accident reporting systems may 
not be entirely adequate to provide the 
scope and detail of information needed 
to carry out the Agency’s regulatory re¬ 
sponsibilities. Accordingly. EPA has con¬ 
sidered including a requirement that (1) 
commercial applicators report accidents 
or episodes w'hich occur in connection 
with their handling and use of pesticides 
and which Involve substantial adverse 
effects on. or risk to. human health, en¬ 
vironmental quality, or economic values 
and (2) 8tales in turn report these ac¬ 
cidents through PASS. 

In meetings during the development 
of these regulations, there was extensive 
discussion of such a requirement. How¬ 
ever, one point was made repeatedly at 
these meetings—many States would not 
be able to take all the step® necessary to 
implement an accident report require¬ 
ment (including enactment of legisla¬ 
tion where necessary) without seriously 
diluting their efforts to certify applica¬ 
tors by October 21. 1976. Therefore, EPA 
has decided not to include any language 
establishing mandatory pesticide acci¬ 


dent report requirements in the pro¬ 
posed regulations at this time. However. 
EPA specifically invites comments by 
State officials and other Interested per¬ 
sons on the question of whether EPA 
should require any mandatory reporting 
of pesticide accidents. If. as a result of 
these comments, it is decided not to re¬ 
quire any mandatory reporting of acci¬ 
dents and episodes at this time, EPA 
will continue to rely on the PASS and 
other voluntary reporting systems until 
further evaluation of their adequacy can 
be made. The timetable for tills evalua¬ 
tion is October 21. 1976 If it ts deter¬ 
mined at that time that the voluntary 
systems are not adeq uate t o carry out 
the intent of amended FIFRA. it may be 
necessary to consider issuing a proposed 
rule to require mandatory pesticide acci¬ 
dent and episode reporting by commer¬ 
cial applicators. 

Comments should also specifically ad¬ 
dress the following types of pesticide re¬ 
lated events which the Agency believes 
would provide useful information in 
identifying and perhaps reducing or pre¬ 
venting accidents: 

(a) Humans—(1) All human fatali¬ 
ties; 

(2) Episodes resulting in apparent 
permanent disability; 

(3) Episodes involving hospitalization 
or medical treatment: 

(4) Episodes Involving Illness or injury 
with no hospitalization or medical 
treatment. 

(b) Animals—(1) Episodes involving 
large numbers of animals either domes¬ 
tic or wild This may include fatal, in¬ 
jured. or 111 as well as animals exposed 
but exhibiting no poisoning symptoms. 

(2) Episodes involving animal 
fatalities; 

(3) Episodes Involving poisoning 
symptoms; 

(4) Episode® involving animals that 
apparently have been exposed to pesti¬ 
cides but exhibit no poisoning symptoms. 

(c) Plants—(l> Episodes involving 
destruction or damage to large areas of 
cropland or forest; 

(2) Episodes Involving damage to or¬ 
namental plants Including lawns, and 
small vegetable gardens. fruK trees, etc. 

(d> General Contamination—(1) Con¬ 
tamination of a public or private water 
supply; 

(2) Warehouse or pesticide storage fa¬ 
cilities Involved in disasters such as tor¬ 
nadoes. hurricanes, and fires; 

(3) Spillage of a pesticide during 
transportation or Jettison of a pesticide 
during aerial application; 

(4) Pesticide contamination of food 
or feed crops; 

(5) Incidents resulting from improper 
use or disposal of treated seeds; 

(6) Incidents resulting from Improper 
use or disposal of pesticide containers. 

It is important to note that such a 
system can and should be designed in 
such a way as to facilitate the flow of 
information without requiring excessive 
paperwork by applicators. 

Public Comments 

Interested persons are invited to sub¬ 
mit written comments on the proposed 
regulations to the Federal Register Sec- 
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tion, Technical Services Division (WH- 
589). Office of Pesticide Programs. En¬ 
vironmental Protection Agency. Room 
423, East Tower. 401 M Street 8W.. 
Washington. D.C. 20460. Three copies of 
the comments should be submitted to fa¬ 
cilitate the work of the EPA and others 
interested in inspecting the document. 
The comments must be received on or 
before February 5. 1975 and should bear 
a notation indicating the subject tOPP- 
42001). All written comments filed pur¬ 
suant to this notice will be available for 
public inspection in the office of the Fed¬ 
eral Register Section from 8:30 a.m. to 
4 p.m. Monday through Friday. 

Dated: December 24.1974. 

Ru&sill E. Train. 

Administrator. 

Part 171 is amended by adding 5 171.7 
through 171.10 to 40 CFR to read as 
follows: 

Sec. 

171.7 Submission and approval of State 

plans for certification of commer¬ 
cial and private applicators of re¬ 
stricted use pesticides 

171.8 Maintenance of State plans. 

171.9 Submission and approval of Gov¬ 

ernment Agency Plan. 

171.10 Certification of applicators on In¬ 

dian Reservations. 

AuTHoamr: Sections 4 and 25(a), Fed¬ 
eral Insecticide. Fungicide, and Rodentl- 
clde Act, as amended. 86 Stat, 979. 

§ 171.7 SubmUsion and upproval of 
Stair plans for certification of com¬ 
mercial and private applicator* of 
re*lrictrd use pesticides. 

If any State, at any time, desires to 
certify applicators of restricted use pes¬ 
ticides, the Governor of that State shall 
submit a State plan for that purpose. 
The Administrator shall approve the 
plan submitted by any State, or any 
modification thereof, if the plan in hlr 
Judgment— 

<a> Designates a State agency as the 
agency responsible for administering the 
plan throughout the State. Since sev¬ 
eral other agencies or organizations may 
also be Involved In administering por¬ 
tions of the State plan, all of these shall 
be Identified in the State plan, particu¬ 
larly any other agencies or organizations 
responsible for certifying applicators and 
suspending or revoking certification. In 
the event that more than one State 
agency will be responsible for perform¬ 
ing certain functions under the State 
plan, the plan shall identify which func¬ 
tions are to be performed by which 
agency and indicate how the program 
will be coordinated by the lead agency 
to ensure consistency of programs within 
the State. The lead agency will serve 
as the central contact point for the 
Environmental Protection Agency in 
carying out the certification program. 
The numbers and Job titles of the re¬ 
sponsible officials of the lead agency and 
cooperating units shall be included. 

(b> Contains satisfactory assurances 
that such lead agency has or will have 
the legal authority and qualified person¬ 
nel necessary to carry out the plan: 

(I) Satisfactory assurances that the 
lead agency or other cooperating agen¬ 


cies have the legal authority necessary to 
carry out the plan should be in the form 
of an opinion of the Attorney General 
or the legal counsel of the lead agency. 
In addition: 

(i) The lead agency should submit a 
copy of each appropriate State law and 
regulation. 

(11) In those cases where the required 
legislative authorities have been re¬ 
quested by the Executive but have not yet 
been granted by the 8tale Legislature (or 
have been granted but not yet been fully 
implemented), the lead agency may re¬ 
quest that a 8tate plan be approved con¬ 
tingent upon the enactment of all neces¬ 
sary legislation. Ordinarily, plans ap¬ 
proved on a contingency basis will be for 
a specific period of time, generally not to 
exceed a period of one year from the date 
of approval. During this time, the State 
will have an approved certification pro¬ 
gram and may proceed to certify appli¬ 
cators who will then be permitted to use 
pestici des c lassified for restricted use 
under FIFRA. as amended. If no legisla¬ 
tion is enacted within the time period of 
the contingent program, the approval 
shall l apse. In such Instances, section 
4(b) of FIFRA, as amended, shall not ap¬ 
ply. In the event that the legislation 
passed by the State Legislature differs 
materially from that proposed and sub¬ 
mitted with the original State plan, and 
the Administrator finds that such legisla¬ 
tion does not provide adequate legal au¬ 
thority to ad minister the plan, section 
4(b) of FIFRA. as amended, shall apply. 

(ill) The State plan should Indicate by 
citations to specific laws (whether en¬ 
acted or pending enactment) and/or reg¬ 
ulations (whether promulgated or pend¬ 
ing promulgation) that the State has 
legal authorities as follows: 

(A) Provisions for and listing of the 
acts which constitute grounds for deny¬ 
ing, suspending and revoking certifica¬ 
tion of applicators; and provisions for 
assessing criminal and/or civil penalties, 
and other appropriate action. Such 
grounds should Include, at a mi nimum , 
misuse of a pesticide and falsification of 
any records required to be maintained by 
the certified applicator. 

<B) Provisions for reviewing an appli¬ 
cator's certification to determine whether 
suspension or revocation of the certifica¬ 
tion is appropriate in the event of crim¬ 
inal conv iction under section 14(b) of 
amended FIFRA, a final order Imposing 
civil pen alty under section 14 <a) of 
amended FIFRA. or conclusion of a State 
enforcement action. 

(C) Provisions for right-of-entry by 
consent or warrant by appropriate State 
officials at reasonable times for surveil¬ 
lance, inspection, and observation pur¬ 
poses. 

(D) Provisions making it unlawful for 
persons other than certified applicators 
or persons working under their supervi¬ 
sion to use restricted use pesticides. 

(E) Provisions requiring certified com¬ 
mercial applicators to keep and maintain 
for the period of at least two years rou¬ 
tine operational records containing in¬ 
formation on kinds, amounts, uses, dates, 
and places of application of restricted 
use pesticides; and for ensuring that such 
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records will be available for Inspection 
by appropriate State officials at reason¬ 
able times. 

(2) Satisfactory assurance that the 
lead agency and any cooperating orga¬ 
nizations have qualified personnel neces¬ 
sary to carry out the plan will be dem¬ 
onstrated by Including the numbers. Job 
titles and Job functions of persons so 
employed. 

(c) Give satisfactory assurances that 
the State will devote adequate funds to 
the administration of the plan. 

(d) Provides that the State agency will 
make reports to the Administrator in a 
form and containing information that 
the Administrator may from time to time 
require, including; 

(1) An annual report to be submitted 
by the lead agency, at a time to be spe¬ 
cified by the State, to include the follow¬ 
ing Information: 

<i) Total number of applicators, pri¬ 
vate and commercial, by category, cur¬ 
rently certified; number of applicators, 
private and commercial, by category, 
certified during the last reporting period. 

(11) Any changes in commercial appli¬ 
cator subcategories. 

(ill) A summary of enforcement ac¬ 
tions related to certified applicators dur¬ 
ing the last reporting period, showing 
number and types of actions taken. 

(lv) Any significant proposed changes 
in required standards of competency. 

(v) Proposed changes in plans and pro¬ 
cedures for enforcement activities related 
to certified applicators for the next re¬ 
porting period. 

(vt) Any other proposed changes from 
the State plan that would significantly 
affect the State certification program. 

(2) Other reports as may be required 
by the Administrator shall be submitted 
from time to time to meet specific needs. 

(e) Contains satisfactory assurances 
that the State standards for the certifica¬ 
tion of applicators of pesticides conform 
to those standards prescribed by the Ad¬ 
ministrator under 44 171,4 and 171.5. 
Such assurances should consist of: 

(1) A detailed description of the 
State’s plan for certifying applicators 
and a discussion of any special situations, 
problems, and needs, together with an 
explanation of how the State Intends to 
handle them. The State plan should in¬ 
clude the following elements as a mini¬ 
mum: 

(1) For commercial applicators: 

(A) A list and description of cate¬ 
gories and subcategorles to be used in 
the State, such categories to be consistent 
with those defined in 4 171.3. 

(B) An estimate of the number of 
commercial applicators by category ex¬ 
pected to be certified by the State. 

<C) The standards of competency 
elaborated by the State. These shall con¬ 
form and be at least equal to those pre¬ 
scribed in 4 171.4 for the various cate¬ 
gories of applicators utilized by the State. 
The standards shall also cover each of 
the points listed in the general standards 
in 4 171.4(b) and the points covered in 
the appropriate specific standards set 
forth in 4 171.4(c). 

(D) For each category and subcate¬ 
gory listed under 4 171.7(e)(1)(A)(i). 

13, 1975 






2532 


PROPOSED RULES 


either submission of examinations or a 
description of the types and contents of 
examinations <e.g., multiple choice, true- 
false ) and submission of sample exami¬ 
nation questions; and a description of 
any performance testing used to deter¬ 
mine competency of applicators. 

<11) For private applicators: 

iA) An estimate of the number of 
private applicators expected to be cer¬ 
tified by the State. 

<B> The standards of competency 
elaborated by the State. These shall con¬ 
form and be at least equal to those pre¬ 
scribed in S 171.5(a), including the five 
requirements listed in ft 171.5(a)(l)-<5>. 

(C) Types and contents of examina¬ 
tions and/or submission of detailed de¬ 
scription of methods other than exami¬ 
nation used to determine competency of 
private applicators. 

A description of any special pro¬ 
cedure of testing that a State develops 
to determine the competency of a private 
applicator who is unable to read the label 
as prescribed in ft 171.5(b)(1). 

(2) A description of how the State will 
certify applicators for any special com¬ 
petency standards which may be devel¬ 
oped later under reserved f 171.4(d), or 
other standards imposed independently 
by the State. 

(3) A provision for issuance by the 
State of appropriate credentials or docu¬ 
ments verifying certification of applica¬ 
tors. 

(4) If appropriate, a description of 
any existing State licensing, certification 
or authorization programs for private 
applicators or for one or more categories 
of commercial applicators may be in¬ 
cluded If these programs are determined 
by EPA to meet standards of competency 
prescribed by gft 171.1 through 171.6, 
States may certify applicators so li¬ 
censed. certified or authorized without 
additional examination provided: 

(i) The commercial applicators who 
were licensed, certified, or authorized 
have demonstrated their competency 
based on written examinations and, as 
appropriate, performance testing, con¬ 
forming to the standards set forth in 
I 171.4. and 

(U) The private applicators who were 
licensed, certified, or authorized have 
demonstrated their competency by writ¬ 
ten or oral testing procedures or other 
acceptable equivalent system, conform¬ 
ing to the standards set forth in ft 171.5. 

(5) A statement that the State accepts 
Federal employees qualified under the 
Government Agency Plan (GAP) as 
fully meeting the requirements for cer¬ 
tification by that State; or a description 
of any additional requirements these 
employees must meet to apply restricted 
use pesticides In that State. Any such 
additional requirements shall be con¬ 
sistent with and shall not exceed stand¬ 
ards established for other comparable 
applicators in that State. 

<6) A description of any arrangements 
a State has made to certify or assist in 
the certification of applicators on Indian 
reservations which are under the juris¬ 
diction of Federal laws U 171.10(a) 1. 

(7) A description of any arrangements 
that a State has made or plans to make 


relating to reciprocity with other States 
for the acceptance of certified applica¬ 
tors from those States. However, those 
arrangements should meet these 
conditions: 

(i) The State according reciprocity 
should provide for issuance of an appro¬ 
priate document verifying certification 
based upon the certifying document is¬ 
sued by the other State. 

(U) The State according reciprocity 
should have enforcement procedures that 
cover out-of-State applicators to the 
same extent as those applicators exam¬ 
ined and certified within the State; 

(ill) The detailed State standards of 
competency, for each category identified 
in the reciprocity arrangement should be 
sufficiently comparable to Justify waiv¬ 
ing an additional examination by the 
State granting reciprocity. 

In responding to the preceding require¬ 
ments. a State may describe in its State 
plan other regulatory activities imple¬ 
mented under State laws or regulations 
which will contribute to the desired con¬ 
trol of the use of restricted use pesticides 
by certified applicators. Such other regu¬ 
latory activities. If described, will be con¬ 
sidered by the Administrator in evaluat¬ 
ing whether or not a State’s certified 
applicator program satisfies the re¬ 
quirements of ft 171.7 (a) through <e). 

§ 171.8 Maintenance of Stair plan* *. 

(a) Any State certification program 
approved under ft 171.7 shall be main¬ 
tained in accordance with the State plan 
approved under that section. Accord¬ 
ingly. the State plan should include: 

(1) Provisions to assure that certified 
applicators comply with standards for 
the use of restricted use pesticides and 
carry out their responsibility to provide 
adequate supervision of noncertifled 
applicators. 

(2) Provisions to ensure that appli¬ 
cators continue to meet the requirements 
of changing technology and to assure a 
continuing level of competence and abil¬ 
ity to use pesticides safely and properly. 

(b) An approved State plan and the 
certification program carried out under 
such plan may not be substantially mod¬ 
ified without the prior approval of the 
Administrator. A proposed change may 
be submitted for approval at any time 
but all applicable requirements pre¬ 
scribed by these regulations must be 
satisfied for the modification to be eligi¬ 
ble for approval by the Administrator. 

(c) Whenever the Administrator de¬ 
termines that a State is not administer¬ 
ing the certification program In accord¬ 
ance with the State plan approved under 
1171.7 he shall so notify the State and 
provide for a hearing at the request of 
the State and. if appropriate corrective 
action is not taken within a reasonable 
time, not to exceed ninety days, the 
Administrator shall withdraw approval 
of the plan. 

g 171.9 SubniUftion and approval of 
(»ovrrnment Agency l'l«n. 

ThliTsection Is included to provide for 
certain Federal employees including 
those whose duties may require them to 


use or supervise the use of restricted use 
pesticides in a number of States. 

(a) Sections 171.1 through 171.8 wl11. 
with the necessary changes, apply to the 
Government Agency Plan (GAP) for de¬ 
termining and attesting to the compe¬ 
tency of Federal employees to use or 
supervise the use of restricted use 
pesticides. 

(b) Federal employees qualified unde* 
the GAP shall: 

(1) Be prepared to present the Fed¬ 
eral form issued to them attesting to 
their competency to appropriate State 
officials. 

<2> Fulfill any additional require¬ 
ments States may have enumerated in 
their State plans as provided for undei 
ft 171.7(e) (5). 

(c) The employing Federal agenc> 
shall ensure that employees using or su¬ 
pervising the use of restricted use pesti¬ 
cides within a Federal facility are subject 
to the same or equivalent provisions pre¬ 
scribed under ft 171.7(b)(1)(C)- 

8 171.10 Certification of applicator* on 
Indian Reservation*. 

This section applies to applicators on 
Indian Reservations. 

(a) On Indian Reservations ‘ the ap¬ 
propriate Indian Govening Body 1 may 
choose to utilize the State certification 
program or develop its own plan for cer¬ 
tifying Indian private and commercial 
applicators to use or supervise the use of 
restricted use pesticides based on Fed¬ 
eral or State standards for certification. 
At the option of the Indian Governing 
Body, such a plan may be submitted to 
the State for Incorporation in the State 
plan or. alternatively submitted through 
the United States Department of the In¬ 
terior to the Administrator for approval. 

(b) On Indian lands subject to the 
jurisdiction of a State anyone using or 
supervising the use of restricted use pes¬ 
ticides shall be certified under the appro¬ 
priate State certification plan. 

(c) Indian applicators using or super¬ 
vising the use of restricted use pesticides 
on State or private land shall be certified 
under the appropriate State certification 
plan. 

(d) Non-Indian employees contracted 
to apply restricted use pesticides on In¬ 
dian Reservation lands not subject to 
State jurisdiction shall be certified either 
under a State certification plan accept¬ 
ed by the Indian Governing Body or un¬ 
der the Indian Reservation certification 
plan. 

<c) Nothing in this section is intended 
either to confer or deny authority to the 
States over Indian Reservations not al¬ 
ready conferred or denied under other 
laws or treaties 

I PTC Doc. 75-0 Filed 1-0-75; 8:45 am) 


* The term ’ Indian Reservation" mean* 
any federally-recognized reservation estab¬ 
lished by Treaty. Agreement. Executive Or¬ 
der. or Act of Congress. 

* The term "Indian Governing Body" means 
the governing body of any tribe, band, or 
group of Indians subject to the Jurisdiction 
of the United State* and recognized by the 
United States as possessing power of self- 
government. 
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DEPARTMENT OF 
TRANSPORTATION 

Urban Mass Transportation Administration 
[ 49 CFR Ch. VI ] 

(UMTA Docket No, 74-041 

URBAN MASS TRANSPORTATION 
PROGRAMS 

Interim Guidelines and Procedures for 
Capital and Operating Assistance For¬ 
mula Grants; Advanced Notice of Pro¬ 
posed Rulemaking 

The purpose of this notice Is to pro¬ 
mulgate interim standards, guidelines 
and procedures to Implement section 5 
of the Urban Mass Transportation Act 
of 1964 <49 UB.C. 5 1604), as amended 
by section 103(a) of Pub. L. 93-503 <88 
Stat. 1565; November 26, 1974), the Na¬ 
tional Mass Transportation Assistance 
Act of 1974. As soon as possible the Ur¬ 
ban Mass Transportation Administra¬ 
tion Intends to issue formal regulations 
which will incorporate the procedures 
and policies set forth In these guide¬ 
lines. 

Section 5 creates a new program of 
federal assistance to urban mass trans¬ 
portation systems through grants on a 
formula basis which may be used by 
the recipients either for capital or op¬ 
erating assistance. An aggregate 
amount of $3,975 billion is authorized 
for this program for fiscal years 1975 
through 1980. 

This legislation Is of great significance 
for the future of mass transportation, 
and represents a major opportunity to 
improve the quality of life, particularly 
for those living and working in our ur¬ 
ban centers. It is our intent to imple¬ 
ment the provisions of this legislation 
cooperatively with states and local 
areas, in a manner which maximizes 
local decisionmaking, while carrying 
out the federal oversight required by 
the law. 

The resources and flexibility provided 
by this Act, when used in conjunction 
with the resources and flexibility pro¬ 
vided by the Federal-Aid Highway Act 
of 1973, give states and local areas an 
opportunity to deal comprehensively 
with their urban transportation prob¬ 
lems. For the first time, federal funds 
will be available to assist localities In 
meeting the operating, os well as the 
capital costs of maintaining and im¬ 
proving their mass transportation serv¬ 
ice. Metropolitan areas now have an 
opportunity to assess their total tran¬ 
sit service needs and to meet them with 
federal assistance. The Department of 
Transportation encourages communi¬ 
ties to use this opportunity to re¬ 
examine their needs and reassess their 
priorities—taking the widest possible 
perspective in considering uses for these 
federal resources. 

An attachment to this Notice de¬ 
scribes the formula for apportioning 
these funds and lists the annual amounts 
to be made available to each urbanized 
area with a population of 200,000 or 
over. Funds attributable to urbanized 
areas with a population of under 200.000 


will be apportioned directly to the Gov¬ 
ernor of each state. 

The Act calls for federal approvals at 
several stages of the process for utilizing 
the funds distributed under section 5. It 
is anticipated that this can be accom¬ 
plished expeditiously, with a minimum of 
pre-emption of local decisions. The basic 
elements of this program are outlined 
below, and are explained more fully in 
the attached guidelines. 

1. The Governor, responsible local of- 
flcials. and publicly-owned operators of 
mass transportation services, with the 
concurrence of the UMTA Administra¬ 
tor, shall Jointly designate the re- 
cipient(s) for section 5 funds in urban¬ 
ized areas of 200,000 or more population. 
In any case In which a statewide or 
regional agency or instrumentality' is re¬ 
sponsible under state laws for the financ¬ 
ing, construction, and operation, direct¬ 
ly, by lease, contract, or otherwise, of 
public transportation services, they must 
include such agency as a designated re¬ 
cipient. For areas under 200,000, the 
Governor is the recipient. 

2. A single annual program of proj¬ 
ects for each urbanized area shall be 
submitted for UMTA approval by the 
recipient(B). through the Metropolitan 
Planning Organization. This program 
must be consistent with the comprehen¬ 
sive urban transportation planning proc¬ 
ess required by the federal statutes gov¬ 
erning the Federal Highway and Urban 
Mass Transportation Administrations. 
'Areas which desire project approval 
prior to June 30. 1975, should submit 
their proposed program by March 1. 
1975. Funds apportioned in FY-1975 will, 
however, remain available until Sep¬ 
tember 30,1977.) 

3. For each section 5 project included 
in the approved program of projects, the 
recipient shall submit an application for 
UMTA approval (Areas which desire 
project approval prior to June 30, 1975, 
should submit applications by May 1, 
1975.) 

4. An agreement for undertaking each 
section 5 project shall be executed be¬ 
tween UMTA and the recipient. Cash 
disbursement will be made by UMTA In 
accordance with performance under the 
terms of the project agreement. 

This notice and the attached guide¬ 
lines have been prepared to provide pre¬ 
liminary guidance on the implementa¬ 
tion of section 5. Information on other 
provisions of the Act will be forthcom¬ 
ing at a later date. 

Interested parties and government 
agencies are invited to submit, at their 
earliest convenience, written comments, 
views, or data concerning the interim 
guidelines promulgated hereby, to the 
Chief Counsel, Urban Mass Transporta¬ 
tion Administration. Room 9320, 400 7th 
St. SW. Washington, D.C. 20590. 

All such submissions received, as well 
as the experience gained through the 
administration of the section 5 program, 
will be considered in the preparation of 
the formal regulations Such formal 
regulations will be published in the Fed¬ 
eral Register for notice and comment 
prior to Anal promulgation. 


Issued at Washington. D.C. January 2. 
1975. 

Frank C. Herringer, 

Urban ATass Transportation 

Administrator. 

Urban Mabr Transportation Act or 1964 
as Amended 

preliminary guidelines for project devel¬ 
opment FOR SECTION 6 FUNDS 

A. Introduction and Definitions. 

B. Designation of Recipients. 

C. Allocation for Urbanized Areas Under 
300,000 

D. Planning Requirement. 

R Boundaries for Urbanized Areas. 

F Program Requirement 

O. Project Application. 

Introduction 

General Requirements for Capital and Op¬ 
erating Projects. 

I. Maintenance of Effort. 

2 Improve or Continue Service 

3. Fares: Elderly and Handicapped. 

4 Protection of the Interest of Employees 

6. Social. Environmental and Economic 
Impact. 

6. Public Hearing 

7. Other General Requirements. 

Specific Requirements for Capital Assist¬ 
ance Applications. 

Specific Requirements for Operating As¬ 
sistance Applications. 

A. Introduction and Definitions 

Section 5 of the Urban Moss Transporta¬ 
tion Act of 1964, as amended ithe Act) pro¬ 
vides a six year mass transportation assist¬ 
ance program for urbanized areas appor¬ 
tioned on the basis of a statutory formula. 
Urbanized areas may use section 6 funds by 
developing specific capital assistance and/or 
operating assistance projects under the stat¬ 
utory require menu of the Act as described 
In these guidelines. Apportioned funds will 
be made available subject to required UMTA 
approvals, and cash dlsburscmenU will be 
consistent with current UMTA practices 
Funxia apportioned In each year of the pro¬ 
gram are available for project approval 
through the end of the second fiscal year 
following the fiscal year in which they are 
apportioned. 

The Act requires that projects be devel¬ 
oped through a continuing, cooperative and 
comprehensive urban transportation plan¬ 
ning process, resulting in plans and programs 
for a unified or officially coordinated urban 
transportation system consistent with the 
planned development of the urban area 
UMTA makes an annual determination that 
these planning requirements are met prior 
to making section 5 approvals. 

The Governor, responsible local officials 
and publicly-owned operators of mass trans¬ 
portation services will designate reclplenU 
for funds under section 6 for urbanized areas 
of 200,000 or more population. In any case, 
however, in which a statewide or regional 
agency Is responsible under state laws for 
the financing, construction and operation— 
directly, by lease, contract or otherwise—of 
public transportation services, they must in¬ 
clude such agency as a designated recipient. 
In urbanized areas of under 200.000 popula¬ 
tion. the Governor or his designee is the 
recipient. Tho recipient will receive and dis¬ 
pense section 5 funds and must have legal 
capacity to enter Into project agreements 
with UMTA. 

The Act requires the submission of s pro¬ 
gram of projects to UMTA for use of sec¬ 
tion 5 funds. The annual program of Section 
5 projects must be consistent with the cur¬ 
rent approved Transit Development Program 
and the comprehensive planning process. 
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The amount of Federal assistance requested 
under section 5 cannot exceed the appor¬ 
tioned funds available to the area. Section 5 
requires that the program of projects results 
frorfi the planning process undertaken co¬ 
operatively by the State, responsible local 
officials, and local transit operators. The sub¬ 
mission of the program of projects by Sec¬ 
tion 5 recipients will be through the Metro¬ 
politan Planning Organisation which must 
endorse the program 

This Act declares It to be In the national 
interest to encourage and promote the de¬ 
velopment of transportation systems em¬ 
bracing various modes of transport. In sup¬ 
port of this objective. UMTA Invites the 
Inclusion of projects in the annual program 
which are designed to supplement regular 
route service such as neighborhood and com¬ 
munity-level transit service 8uch projects 
may Include demand-responsive transporta¬ 
tion. Jitneys and special services for the 
elderly, handicapped and transit disadvan¬ 
taged Both private and public mass trans¬ 
portation operators are eligible for assist¬ 
ance under section S of the Act. 

Approval for funding of project* will be 
based upon submissions required under the 
Act The capital assistance project applica¬ 
tion will follow the existing format for proj¬ 
ects funded under section 3 of the Act. with 
the additions required by section 5. The Fed¬ 
eral share will be up to 80 percent for capital 
assistance projects. 

An operating assistance project applica¬ 
tion must address the statutory requirements 
as described in theee guideline# The Federal 
share for an operating assistance project may 
be up to SO percent of the project cost, sub¬ 
ject to the availability of section & funds and 
local matching share. 

Section 16 of the Act requires that UMTA 
prescribe a uniform system of accounts and 
records to replace the various systems cur¬ 
rently in use. No project shall be approved 
after July 1. 1978. unlees the recipient or 
user of the funds Is subject to both the’ 
reporting system and the uniform system of 
accounts records. Until such a uniform sys¬ 
tem is prescribed. UMTA will accept the 
system currently used 

DxrtxmoNs 

•'Governor'* mean* the Governor, or his 
designee, of any one of the fifty States or of 
Puerto Rico, and the Mayor of the District 
of Columbia. 

"Local fiscal year" Is the fiscal year of the 
mass transportation operator. 

"Mass Transportation" means transporta¬ 
tion by bus. or rail or other conveyance, 
either publicly or privately owned, which 
provides to the public, general or special 
service (but not including school buses or 
charter or sightseeing service) on a regular 
and continuing basis. 

"Metropolitan Planning Organisation" 
means the organisation designated by the 
Governor as being responsible, together with 
the State, for carrying out the provisions of 
23 UB.C. 134 | Federal-Aid Highway planning 
requirements), and capable of meeting the 
requirements of 49 U8.C. 1603(a). (Urban 
Maas Transportation planning requirements) 

"Project application'* means the surveys, 
plans, specifications, and estimates required 
to be submitted under section 6(b) (1) of the 
Act. Surveys, plans, specifications, and es¬ 
timates consist of the documentation spec¬ 
ified In these guidelines 

"Recipient" means a Governor (or his 
designee) or any agency designated under 
section 6(b)(9) of the Act that has the 
responsibilities or capacities listed In Part 
B of these procedures. 

"Responsible Local Officials" are principal 
elected officials of general purpose local gov¬ 


ernments, acting through the Metropolitan 
Planning Organization designated by the 
Governor. 

"Urbanised area" means an area so desig¬ 
nated by the Bureau of the Census, within 
boundaries which shall be fixed by responsi¬ 
ble State and local officials In cooperation 
with each other, and In consultation with 
the publicly-owned operators of mass trans¬ 
portation services subject to approval of the 
Administrator of UMTA. At a minimum, such 
boundaries shall encompass the entire ur¬ 
banized area within the State as designated 
by the Bureau of the Census. 

B. Designation or Rucipinm 
REQUIREMENTS 

Section 6 funds will be made available to 
urbanized areas through recipients which 
must be public entities and legally capable 
of receiving and dispensing Federal funds 
The Governor, responsible local officials and 
publicly-owned opera tore of mass transporta¬ 
tion service* must jointly designate re¬ 
cipient^) for urbanized areas of 200.000 
or more population. In any case in which a 
statewide or regional agency or Instru¬ 
mentality is responsible under State laws 
for the financing, construction and opera¬ 
tion—directly, by lease, contract or other- 
w l»©—of public transportation services, the 
Governor, responsible local officials and 
publicly-owned operators must Include such 
agency as a designated recipient The Gover¬ 
nor Is the recipient for urbanized areas un¬ 
der 200,000 population. 

Section 6 of the Act requires that the 
recipient must have the legal capacity to as¬ 
sume all of the following specific responsi¬ 
bilities: 

(1) Receive and dispense Federal fund* for 
transit purposes; 

(2) Submit a program of projects to UMTA 
and the Governor through the Metropolitan 
Planning Organisation; 

(3) Submit project applications to UMTA; 

(4) Enter Into formal project agreements 
with UMTA; 

(6) Certify that a public hearing has been 
conducted. 

The recipient must have the legal capacity 
to enter into a formal project agreement 
(contract) with UMTA. However. It need not 
be the direct user of funds or provider of 
services. Thus, public entitles, such as general 
purpose governments and agencies thereof, 
councils of government, planning organi¬ 
zations. transit or transportation authorities, 
which can satisfy the foregoing requirements, 
may be designated as recipients. 

The designation of a single recipient Is 
encouraged for an urbanized area, for con¬ 
tiguous urbanized areas, or for multistate ur¬ 
banized areas; however, several recipients may 
be designated. 

PROCEDURES ros designation 

Submittal to UMTA. Designation shall be 
accompanied by documentation indicating 
the joint concurrence of the Governor re¬ 
sponsible local officials and publicly-owned 
operators of mass transportation services. On 
behalf of the parties to this designation, the 
Governor will submit the names of the re¬ 
cipients to the Administrator, including an 
opinion of each designated recipient's coun¬ 
sel as to its legal capacity to perform the 
functions of a recipient. 

Administrator's Concurrence, Designations 
must be concurred in by the Administrator 
Notification of the Administrator's concur¬ 
rence will be made to the recipients. 

Designation By The Administrator It is 
envisioned that all concerned parties will 
concur on the identity of the recipients. How¬ 
ever, in the event that agreement cannot be 
reached, the Administrator has the authority 


to designate a recipient, in order to allow 
needed funds to flow to an area 

Revisions to Designations. Designations 
may be revised at any time under the same 
process used for initial designations. 

C. Allocation roa Urbanized Areas Under 
200.000 

Funds attributable to urbanized areas un¬ 
der 200,000 In each State will be apportioned 
to the Governor for expenditure In theee ur¬ 
banized areas m amounts which he or she 
shall determine consistent with the compre¬ 
hensive planning requirements. Nothing In 
these guidelines precludes the development 
of a formula by the Oovernor for distribu¬ 
tion of the funds: however, a formula Is 
not a requirement. 

The Oovernor shall determine the amounts 
to be available to each such urbanized area. 
It is expected that over the life of the pro¬ 
gram period (6 years), each urbanized area 
will receive fair and equitable treatment. In 
general, this will result In every urbanized 
area receiving an amount approximating the 
amount attributable to It under the appor¬ 
tionment formula 

Funds apportioned for urbanized areas 
under 200.000 shall not be made available for 
expenditure In urbanized areas of 200,000 or 
more population. 

D. Planning Requirement 


BACKGROUND 


UMTA currently makes an annual deter¬ 
mination of the eligibility of urbanized areas 
for UMTA assistance under the planning re¬ 
quire menu of the Act. This determination 
encompasses the geographic area for which 
urban transportation planning is being con¬ 
ducted. and takes into account the organiza¬ 
tional arrangements, the planning process 
and the resulting plans and programs. The 
planning requirements of the Act are 
amended to require that projects be de¬ 
veloped through a continuing, cooperative 
and comprehensive urban transportation 
planning process This process must result in 
plans and programs for a unified or officially 
coordinated urban transportation system, 
consistent with the planned development of 
the urban area. 

In accordance with the FHWA and UMTA 
Intent to combine procedures for urban 
transportation planning, a proposed regula¬ 
tion has recently been Issued which will 
merge the administration of the respective 
statutory planning requirements in urban¬ 
ized areas When promulgated, this proposed 
regulation (39 FR 39660 (1974)—Urban 

Transportation Planning | will be sufficient 
to Implement the planning requirements of 
Section 6. However, until It is revised to re¬ 
flect this new Section and finally promul¬ 
gated. UMTA will continue to make an an¬ 
nual determination based on the following 
criteria. * 


UMTA will annually review the status of 
planning in the area and determine the 
eligibility of the area for UMTA assistance 
under the planning requirements of the Act 
The determination will take Into account, 
but not be limited to: 

Existence of a Metropolitan Planning 
Organization, designated by the Governor 
Existence of an effective decision-making 
process 


Existence of an adequate on-going trans¬ 
portation planning process consistent with 
the planned development of the urban area 
Existence of a Transit Development Pro¬ 
gram resulting from the transportation 
planning process with an endorsed program 
of section 5 projects. 
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A finding of current validity of the tram* 
port at ton plan by the Metropolitan Planning 
Organization 

Existence of an adequate unified work pro¬ 
gram. 

Existence of current and valid agreements 
establishing responsibilities for carrying out 
transportation planning. 

A deficiency in any particular factor will 
not necessarily result In a negative deter¬ 
mination UMTA, consistent with Its current 
practice. may make a positive determination 
with conditions that specify corrective ac¬ 
tions be taken or with limitations as to the 
categories of projects that may be approved. 
In order to make this determination. UMTA 
may request information relating to these re¬ 
quirements from the Metropolitan Planning 
Organization. 


PROJECT REVIEW 

No project will be approved unless It Is 
developed through the continuing, coopera¬ 
tive and comprehensive urban transportation 
planning process and Included In plans and 
programs for a unified or officially coordi¬ 
nated urban transportation system consist¬ 
ent with the planned development of the 
urbanised area Prior to project approval, 
UMTA will determine that the area has met 
the planning requirements of the Aot and 
that the project Is Included In the approved 
annual program of projects. 

E Boundaries ft>t Uibanoid Areas 

Section 5 permits the fixing of boundaries 
to define the geographic extent of projects 
funded under section 6. The boundaries shall 
be fixed so that they encompass at a mini¬ 
mum. the entire urbanized area designated 
within a State by the Census Bureau and. 
If desired, adjacent areas which may be in¬ 
cluded by responsible State and local officials 
In cooperation with each other and In con¬ 
sultation with publicly-owned operators of 
mass transportation services. All Section 5 
projects consisting of the construction or 
Improvement of fixed facilities shall be 
within these boundaries All other 8ectton 5 
capita! assistance, as well as operating 
assistance projects, must serve mass trans- 
porta tier; within the urbanized ares but 
need not be constrained by these boundaries. 

Boundaries set for the purpose of section 
5 and for the Title 23 Highway Program 
should be the same Regulations governing 
the establishment of boundaries under Title 

33 were proposed In 39 TO 36350 <1974)_ 

Urban Area Boundaries Prior to final pro¬ 
mulgation. the regulations will be revised to 
include the section 5 requirement Proposed 
boundaries must be submitted for approval 
to the UMTA and PHWA Administrators 

These boundaries should not be confused 
with the boundaries used for apportionment 
of section 5 funds. The computation for ap¬ 
portionment of section 5 funds is based 

-EM' - *•» «eo«r*phlc bounds 
aenned by the Bureau of the Census and will 
not be affected by boundaries established for 
project purposes 

P. Program Requirement 
background 

This section defines the steps to be fol¬ 
lowed In the programming of section A 
projects. 

UMTA currently requires a Transit De¬ 
velopment Program <TDP) which is a prod¬ 
uct of the urban transportation planning 
Process and Is a staged multiyear program of 
rede rally and non-Federally funded ™ ntr i 
transportation Improvements. The TDP is 
necessary to satisfy the requirement that 
projects approved under Section A are needed 
to carry out a program for a unified or 


officially coordinated urban transportation 
system as part of the comprehensively plan¬ 
ned development of urban areas. If a cur¬ 
rent TDP is on file with UMTA. It need not 
be resubmitted 

In addition to the TDP. an annual program 
of projects will now be required to ldenttfy 
the capital and opearting projects to be 
submitted for approval under section A. Proj¬ 
ect applications will not be considered unless 
the project has been Included In an ap¬ 
proved annual program of projects. 

As described under the Planning Require¬ 
ment section of these guidelines, Joint pro¬ 
gramming procedures are being proposed by 
UMTA and PHWA <39 FR 39665 119741- 
Transportation Improvement Program). 
When adopted, these Joint regulations will 
include section 5 projects and will replace 
the requirements outlined in this section of 
the guidelines 

GENERAL REQUIREMENT 

The recipient (r) shall submit to the Ad¬ 
ministrator. through the Metropolitan Plan¬ 
ning Organization, a single annual program 
of projects for use of section A funds for each 
urbanized area both over and under 200.000 
population The annual program of projects 
shall Identify the operating and capital proj¬ 
ect* proposed for Federal assistance in the 
local fiscal year for which assistance is sought 
and shall encompass the geographic area for 
which long-range transportatlpn planning Is 
being conducted Where more than one ur¬ 
banized area is included in this geographic 
area, only one annual program of projects is 
to be submitted. The annual program of proj¬ 
ects may Indicate use of apportioned funds In 
or for a multUtatc urbanized area without 
constraint as to State boundaries The pro¬ 
gram of projects may be amended at any 
time through the process by which It was 
originally developed 

PROGRAM CONTENT 

The annual program of projects shall con¬ 
sist of projects with a total Federal funding 
requirement not to exceed the amount of sec¬ 
tion 5 funds apportioned to the urbanized 
area or, in the case of urbanized areas under 
200,000, shall not exceed the amount of funds 
apportioned to the Oovernor and made avail¬ 
able by the Oovernor to the urbanized area 

The annual program of projects shall In¬ 
clude: 

A narrative description of how the pro¬ 
gram of projects relates to the Transit De¬ 
velopment Program and how each project 
contributes to a unified or officially 
coordinated transportation system 

Descriptive material sufficient to Identify 
each project 

The name of the recipient who will submit 
a formal project application to UMTA. and 
the name of the entity that will actually 
cany out the project. 

An expression of Intent to submit a pro¬ 
gram of actions for improving the efficiency 
of transit services with the FY 1976 program 
of projects. 

raOJECT INITIATION FOR INCLUSION IN THX 
PROGRAM OF PROJECTS 

Section 5 operating and capital assistance 
projects to be Included tn the program of 
projects may be initiated by recipients, local 
public and private operators of mass trans¬ 
portation services, or principal elected offi¬ 
cials of general purpose local governments 
in consultation with local operators of mass 
transportation services 

ACTION REQUIRED *T METROPOLITAN PLANNING 
ORGANIZATION 

The Metropolitan Planning Organisation 
shall annually endorse the program of proj¬ 


ects as a product of the continuing compre¬ 
hensive planning process The Metropolitan 
Planning Organization shall then forward 
the endorsed program to the Administrator 
and to the Oovernor(S). 

APPROVAL 

UMTA shall provide a 30-day review pe¬ 
riod from the date of submission during 
which the Oovernor may submit comments 
to UMTA unless the Oovernor has Indicated 
that no comments will be forthcoming. 

Upon the determination of the Admin¬ 
istrator that the program or portion there¬ 
of is tn conformance with these proce¬ 
dures and that the urbanized area is 
eligible under the planning requirements 
for assUlance, notice of program accept¬ 
ance will be given to the recipients and 
the Metropolitan Planning Organization 
When so notified, the area becomes eligible 
for Section A assistance, and the recipients 
may submit project applications to UMTA 

REQUIREMENTS TO CONSERVE ENERGY AND TO 
tR!PROVE THE EinCTENCY OF TRANSIT SERVICE 

UMTA intends to promulgate special 
requirements to conserve energy and Im¬ 
prove the efficiency of transit service pur¬ 
suant to section A(d)(2) of the Act. The 
requirements will take the form of a regula¬ 
tion stipulating the subml** 4 — of a short- 
range. staged implementation plan for 
Fiscal Year 1976. Beginning in Fiscal Year 
1977, an annual program of projects shall 
not be approved unless It contains docu¬ 
mented evidence of reasonable progress in 
the implementation of the staged plan 

It is anticipated that the energy conser¬ 
vation and transit efficiency improvement 
plan will be required to: 

1. Indicate measures that will be adopted 
to increase the efficiency, effectiveness and 
fuel economy of transit operations, such 
as: designation of a coordinated network 
of exclusive or reserved transit lanes on 
oxprcMways, arteriaU and city streets 
wherever such lanes can substantially con¬ 
tribute to more efficient, rapid and reliable 
movement of transit vehicles, especially 
during peak periods: procedures to enforce 
such lanes, improved scheduling and dis¬ 
patching techniques; real-time bus con¬ 
trol; traffic signal preemption; and other 
actions designed to give buses preference or 
to facilitate their movement in mixed flow 
of traffic. 

2. Consider the need for and assess the 
feasibility of additional traffic manage¬ 
ment. pricing and regulatory measures 
which might contribute to conserving 
energy and to improving the efficiency of the 
overall transportation system, such as: park¬ 
ing restrictions, use of differential tolls and 
transit fares to promote off-peak travel; pro¬ 
motion of staggered work hours; creation of 
transitways; provision of fringe parking along 
principal transit routes; and other actions 
designed to make more efficient use of the 
existing transportation facilities 

3. Identify positive management actions 
on the part of transit operators which would 
improve the efficiency and productivity of 
transit operations. 

O Project Application 

INTRODUCTION 

A project application Is to be submitted 
for each capital or operating assistance proj¬ 
ect contained in the annual program of 
projects approved by UMTA Capital and op¬ 
erating assistance projects must meet cer¬ 
tain general requirements as well as specific 
requirements applicable to the type of proj¬ 
ect for which funding is sought. The fol¬ 
lowing material describes those require¬ 
ments and provides Information regarding 
the content of the project application 
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GtNIUL atQUIXrMKNTS rO» CAPITA!. AMD 
OraUTINO PSOJBCTm 

1. Maintenance of Effort. 

a. Requirement—The maintenance of 
effort requirement la Imposed to ensure that 
State and local support, and mass transpor¬ 
tation non-fare box revenues will be main¬ 
tained for provision of mass transportation 
services. 

The level of effort which must be main¬ 
tained during the local fiscal year for which 
assistance is sought la equal to the average 
amount of State and local government funds 
and non-fare box masa transportation reve¬ 
nues expended on the operation of mass 
transportation service in the two immedi¬ 
ately preceding local fiscal years. The local 
fiscal years are those of the operator of mass 
transportation services. Failure to maintain 
this effort disqualifies a mass transportation 
operator from receiving assistance under sec¬ 
tion 5. The following Hems are to be In¬ 
cluded in the maintenance of effort calcula¬ 
tion: 

State and local government funds applied 
to masa transportation operating expenses. 

Mass transportation system non-fare box 
revenues such as advertising, concessions, 
and property leases. 

Cost of contributed services necessary for 
the operation of mass transportation serv¬ 
ices which are not otherwise reimbursed 

While the maintenance of effort shall be 
maintained in total, nothing precludes 
changes within the individual amounts com¬ 
prising the total maintenance of effort. The 
maintenance of effort sum shall not Include 
revenues from fare collections, school bus 
and charter bus services revenues. State and 
local government funds applied to the ac¬ 
quisition of property and capital facilities 
or to the repayment of long-term debt. In¬ 
come not directly attributable to the pro¬ 
visions of mass transportation services, cost 
of contributed property and capital facilities 
and amounts made available through the 
Federal Revenue Sharing Program. 

It is also expected that current exemptions 
from State and local taxes will be main¬ 
tained 

b. Documentation—The calculation of the 
required maintenance of effort for operators 
of mass transportation services requesting 
assistance under section 5 shall be a part of 
the project application. This shall consist 
of a “Statement of Revenues and Expenses" 
and a “Statement of Changes In Financial 
Position*' indicating projected or actual 
amounts for the local fiscal year for which 
assistance Is sought and showing actual 
amounts for the two Immediately preceding 
local fiscal years. The statements shall In¬ 
dicate and summarise the items included In 
the maintenance of effort calculation. Con¬ 
tributed services shall be documented as to 
their valuation and as to the basis for allo¬ 
cation of benefits to transportation opera¬ 
tions. 

In the event that accounting principles and 
practices have changed during the local fiscal 
years reported, a restatement of the changed 
reporting period will be necessary for com¬ 
parison purposes 8uch changes In ac¬ 
counting principles shall be described and the 
effects of such changes documented. For pur¬ 
poses of reporting to UMTA. changes In ac¬ 
counting principles will be subject to UMTA 
approval. 

The following certification must be made 
by an independent certified public account¬ 
ant with regard to the financial statements: 

"The comparative financial statements re¬ 
lating to maintenance of effort, fairly pre¬ 
sent the actual and projected sources of funds 
and results of operations for all local fiscal 
years reported, in conformity with generally 


accepted accounting principles applied on a 
consistent basis.* 4 

2. Improve or Continue Service. 

a. Requirement—The operators of mass 
transportation services receiving Section a 
assistance shall use the assistance to Improve 
or continue such services. However. Improve¬ 
ment and continuation does not preclude 
selected reductions and reallocations of serv¬ 
ices where the changes can bo shown to im¬ 
prove the overall mobility within the urban¬ 
ized area. 

b. Documentation—'The project applica¬ 
tion shall contain assurances that the project 
will be used to Improve or continue mass 
transportation services 

c. Notice—UMTA may issue further guide¬ 
lines pursuant to this requirement. 

3. Fares: Elderly and Handicapped. 

a. Requirement—In order to receive sec¬ 
tion ft assistance, an operator of mass trans¬ 
portation services must provide for charging 
no more than one-half of the peak hour fare 
to elderly and handicapped persons during 
non-peak hours. As defined In 16(d) of the 
Act. “handicapped person" means any Indi¬ 
vidual who. by reason of Ullness, Injury, age. 
congenital malfunction or other permanent 
or temporary Incapacity or disability. Is un¬ 
able without special facilities or special plan¬ 
ning or design to utilise mass transportation 
facilities and services ss effectively as per¬ 
sons who are not so affected. The definition of 
“elderly" may be determined by the operator 
but must include, as a minimum, persons 6ft 
years of age and over. The one-half fare re¬ 
quirement must be met prior to execution of 
the formal project agreement 

b. Documentation—The project applica¬ 
tion shall Include a description of the pro¬ 
cedure for carrying out this requirement 

4. Protection of the Interests of Employees. 

a. Requirement—Section 13c of the Act 
requires that fair and equitable arrangements 
as determined by the Secretary of Labor 
must be made to protect the interests of em¬ 
ployees affected by eection 5 assistance. Such 
arrangements shall include provisions pro¬ 
tecting Individual employees against a wor¬ 
sening of their positions with respect to their 
employment. 

b. Notice—UMTA Is currently discussing 
with the Secretary of Labor a simplified pro¬ 
cedure for meeting the section 13c require¬ 
ment. Documentation procedures will be 
announced as soon as possible. In the In¬ 
terim, the existing Section lSc procedure will 
bo applicable. 

6. Social. Environmental and Economic 
Impact. 

a. Requirement—The requirements under 
Protection of the Environment on pages 
I IB-8 through 1IB-11 of the UMTA “External 
Operating Manual* 4 for environmental 
analysis must be met. Additional considera¬ 
tions are required far projects funded under 
section 5. The analysis must document con¬ 
sideration of the best overall public Interest, 
taking Into account the need for fast, safe 
and efficient transportation, public services, 
and conservation of environment and na¬ 
tural resources, and the cost of eliminating 
or minimizing adverse social, economic, and 
environmental effects such as: 

Air. noise and water pollution. 

Destruction or disruption of manmade and 
natural resources, aesthetic values, com¬ 
munity cohesion and the availability of pub¬ 
lic faculties and services. 

Adverse employment effects, and tax and 
property value losses 

Injurious displacement of people, busi¬ 
nesses and form* 

Disruption of desirable community and 
regional growth. 

For construction projects, the required en¬ 
vironmental. social and economic analysis 


must Include analysis of the effects of the 
proposed location and design consideration 
given to various alternatives considered. 

Operating assistance projects and capital 
assistance projects for rolling stock may in¬ 
volve few of the listed Impacts. Where no 
significant impact on the environment Is 
expected, this should be substantiated in a 
statement declaring that the effects are 
negative. 

The above provisions are not applicable to 
projects for preliminary engineering. 

b. Documentation—The detailed environ¬ 
mental. social and economic analysis of sec¬ 
tion ft projects should be contained In a 
report to be submitted to UMTA as a part 
of the project application. A draft of the 
report shall be available for the required 
public hearing. 

6. Public Hearing. 

a. Requirement—The recipient shall hold 
a public hearing on each proposed section ft 
project. A public hearing may be held before 
the project application Is submitted to 
UMTA. 

The recipient shall publish a notice of 
Intent to hold the public hearing In news¬ 
papers of general circulation in the lo¬ 
cality, including newspapers oriented to the 
minority communities. This notice shall be 
advertised at least twice, with the first adver¬ 
tisement occurring not leas than 30 days 
before the date of the hearing. The notice 
shall indicate that the proposed project ap¬ 
plication, the program of section ft projects, 
the Transit Development Program and the 
draft report describing the environmental, 
social and economic Impacts of the proposed 
project or projects, will be made available 
on a reasonable basis for public inspection. 

The notice shall describe the proposed 
oroject in detail sufficient to Inform mem¬ 
bers of the general public of: (I) The pur¬ 
pose or intent of the pubic hearing: (2) the 
nature and location of the project: (3) the 
estimated cost and method of financing the 
project; (4) the number of families and busi¬ 
nesses likely to be displaced by the project: 
(ft) any significant effects anticipated as a 
result of the project; (6) conformance to 
comprehensive land use and transportation 
planning: and (7) any other features of the 
project which raise significant economic, so¬ 
cial or environmental issues. 

In addition to publication, the notice shall 
also be provided to the principal elected 
public official of each general purpose unit 
of government within whose jurisdiction the 
proposed project will be located. In the case 
of fixed facilities the notice shall be pro¬ 
vided to the principal elected official of the 
general purpose unit of government In which 
the project Is to be physically located. In the 
case of projects Involving non-fixed facilities 
or the payment of operating expenses, the 
notice must be provided to the principal 
elected official of each general purpose unit 
of government within the service area of the 
ma*» transportation operator receiving the 
assistance The notice may also include a 
statement that, should the Urban Maos 
Transportation Administration prepare a 
formal statement of the environmental im¬ 
pacts of the project, the availability of such 
statement from UMTA will be made known 
by publication In the same manner as pub¬ 
lication of the notice of hearing. 

b. Documentation—The applicant must 
submit a copy of the published notice, a tran¬ 
script of the public hearing, and the final 
report on environmental, social and economic 
Impacts of the project with the plans, speci¬ 
fications and estimates. If Impact Issues were 
raised at the public bearing that were not 
addressed in the draft report available at 
the hearing, supplemental materia) should 
be added prior to submittal of the final re¬ 
port to UMTA. 
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The final report shall also include the 
views. If any. of the principal elected official* 
of any Jurisdiction In which the project Is 
to be located. In addition, it shall address 
any views of those elected officials in whose 
Jurisdiction a project Involving the Improve¬ 
ment or construction of a fixed facility Is to 
be located with respect to corridor, location 
and design. 

If UMTA determine* thst the notice of 
public hearing or the hearing Itself was In¬ 
adequate to give parties with significant 
social, economic or environmental interests 
an adequate opportunity to present their 
views with regard to the proposed project. 
It may require the applicant to hold an addi¬ 
tional hearing If there is any substantial 
change In the scope of the project after a 
hearing Is held, an additional hearing will 
be required. 

7. Other Oeneral Requirements 
Other Oeneral Require menu which must 
be met by capital and operating assistance 
projects, funded under section ft. are luted 
below with page reference (where available) 
to UMTA's External Operating Manual 
or to the Act. 

a. Protection of Private Transportation 
Companies (p. HB-fl). 

b. Charter Bus Operations, section S(f). 
UMT Act. 

c. School Bus Operations, section 3(g). 
UMT Act. 

d. Non -discrimination In Program Bene¬ 
fits (Title VT Civil Rights Assurance) <p. 
IIB 13 and Appendix 3. Exhibit N.) 

e. Special Needs of the Elderly and Handi¬ 
capped (p. HB-14). 

f. Review of Area Planning (p. IIB-7). 

SPECIFIC BXQU1XXMKNTB VOS CAPITAL 

assistance applications 

Capital assistance proJccU funded under 
section S shall meet the Oeneral Require¬ 
ments listed above The requirements for 
capital assistance projects described In sec¬ 
tion IIB of the UMTA External Operating 
Manual shall also be met. In those cases, 
where the requirements are duplicative (such 
as Environment and Public Hearing), the 
seotlon ft requirement will take precedence 
UMTA encourages the use of section ft 
funds for routine bus purchases. Any ap¬ 
plication for section 3 capital grant funds 
for assistance in annus 1 or periodic bus re¬ 
placement programs will describe, as an 
element of project justification, the attempts 
made by the applicant to use section ft funds 
and Federal-Aid Urban System funds to 
meet the need of all or part of its bus re¬ 
placement program. 

Eligible projects Include the acquisition, 
construction, and improvement of facilities 
and equipment for use. by operation, lease 
or otherwise. In mass transportation service. 
Eligible projects may Include the designing, 
engineering, locating, surveying, mapping, 
acquisition of right-of-way, relocation as¬ 
sistance. and acquisition and replacement of 
bousing sites necessary to carry out the 
project 

The Federal share of the net project coat 
shall not exceed 80 percent. Additional re¬ 
quirements which must be met by capital 
assistance projects funded under section 5 
and their references in the current UMTA 
External Operating Manual are: 
a. Use of Project Equipment, (p 113-12). 
h Amount of Capital Orant and Net 
Project Cost (p. IIB-2) 
c. Relocation Requirements (p. 11-13) 
d Provisions of tho Davis-Bacon Act (p 
UB-3I). 

srartnc xequiskscents roe o isolating 

ASSISTANCE APPLICATIONS 

1. Definition of Operating Assistance Pro- 
—An operating assistance project repre- 
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sent* the eligible operating expenses incurred 
or projected during a local fiscal year by a 
mass transportation operator or system 
serving an urbanized area. A project may 
combine assistance for more than one opera¬ 
tor, Lt.. the project may cover an entire 
transportation system. 

2. Project Period—The project period shall 
be for the local fiscal ye at except thst for 
the first year only those expenses which are 
incurred on or after November 26. 1074, can 
be Included. Should the first year commence 
prior to November 26. 1974, It will be neces¬ 
sary to allocate operating expenses to the 
portion of the project period prior to Novem¬ 
ber 25. 1974. and to the portion of the project 
period falling after November 2ft. 1974 Ap¬ 
portioned funds may be used In one or more 
local fiscal years, so that lese than the total 
apportionment may be used for any one local 
fiscal year. However, a separate application 
must be made for each local fiscal year's ex¬ 
penses for which assistance is sought. 

3. Federal Share—The Federal share of an 
operating assistance project shall be limited 
to: 

(1) Up to 60 percent of the total eligible 
expenses Incurred In operating a public 
transportation system In the fiscal years for 
which assistance is eought: 

(2) Availability of section ft funds ap¬ 
portioned to the urbanized area In which 
the public transportation system operates: 

(3) Availability of local share, as defined 
below, to match Federal funds. 

Federal funds must be applied to eligible 
operating expenses. 

4 Local Share for Operating Assistance 
Projects—Federal funds must be matched 
by one or more of the following sources: 

(1) State and local government funds. 

(2) Non-fare box transit system operating 
revenues such as advertising, concessions, 
and property leases; but not school and 
charter bus revenues. 

(3) The cost of contributed services nec¬ 
essary for the operation of mass transporta¬ 
tion services (any such cost must be docu¬ 
mented as to Its valuation and as to the basis 
for allocation of such cost to transit opera¬ 
tions) . 

(4) Undistributed cash surpluses 

(ft) Replacement or depredation funds or 
reserves available In cash. 

(6) New capital. 

To be eligible as local share, funds from 
the above sources must be expended for mass 
transportation services for the local fiscal 
year of the project. Local share shall not 
include amounts made available through 
other Federal programs Including Federal 
Oeneral Revenue Sharing except to the ex¬ 
tent specifically permitted by law. 

ft. Project Documentation—The operating 
assistance project shall be described as 
follows: 

(a) A “Statement of Revenues and Ex¬ 
penses'' and a “Statement of Changes In Fi¬ 
nancial Position" shall specify the results 
of operations and the source and applica¬ 
tion of Federal. State and local Oovernment 
funds and other transportation revenues. 
Contributed property and services shall be 
shown as a footnote to the above statements 
or on a separate statement Encumbrances 
need not be Included. (This documentation 
requirement will be satisfied by the docu¬ 
mentation requirement for maintenance of 
effort ) 

(b) An explanation shall be given of 
changes from the preceding fiscal year to 
Include, but not limited to the following: 

Projected changes In level of service. 

Projected changes In expenses for provid¬ 
ing the existing level of service. 

Anticipated changes In revenues and con¬ 
tributed services 

6. Definition of Eligible Expenses—Eligible 
expenses are those operating expenses In¬ 


curred on an accrual basis during the proj¬ 
ect period by a mass transportation operator 
(operators) in an urbanized area. Such ex¬ 
penses. to be eligible, whether charged to the 
project on a direct or indirect basis, must 
be In conformance with the require menu of 
Federal Management Circular 74-4 (FMC 74- 
4). “Cost Principles Applicable to Oranu and 
Contracts with State and Local Govern¬ 
ments," (formerly OMB Circular A-87) ex¬ 
cept as modified or further clarified herein. 

(a) For purposes of Interpretation of FMC 
74-4. the term - grantee" shall refer to the 
private or public entity providing the trans¬ 
portation service, the term "grant program" 
shall refer to the Improvement and/or con¬ 
tinuance of mass transportation service and 
the cost allocation plan shall be submitted 
directly to UMTA upon approval of the 
project application by UMTA. 

(b) Eligible operating expenses shall be 
limited to direct labor, material and over¬ 
head expenses as well as expenses for con¬ 
tractual services directly Incident to the 
management and operation of transporta¬ 
tion services. Supportive services provided 
by general purpose local governments or 
planning agencies must have a direct bene¬ 
fit to the provision of transportation serv¬ 
ices. Consistent with the provisions of FMC 
74-4. the cost allocation plan shall docu¬ 
ment the basis for allocation of such sup- 
portive services expenses to transit opera¬ 
tions. 

(c) Operating expenses Incurred prior to 
the enactment of the National Mass Trans¬ 
portation Assistance Act of 1974 (November 
26.1974) are not allowable 

(d) Expenses incurred by a mass trans¬ 
portation operator In the developmeAt of 
a program of projects, where this technical 
support ts unique to the operation of a 
system or direct* time and resources from 
the operation of the system, may be Included 
ss expenses of the transportation operator. 
However, where this technical support dupli¬ 
cates staff capability of other agencies or 
where such support Is provided by contract 
with another public or private entity, such 
expenses are Ineligible. 

(e) Expenses Incurred by the Governor, 
the designated recipient or other party In 
Its capacity as an intermediary for providing 
Section 5 funds between UMTA and the 
entity providing the mass transportation 
service are not eligible operating expenses. 

(f) Expenses that are reimbursed by other 
Federal programs or other urban transporta¬ 
tion activities of DOT are not eligible, 

(g) For public mass transportation opera¬ 
tors. depredation is not allowable. For pri¬ 
vate nrn» transportation operators, depre¬ 
ciation Is allowable to the extent that (a) 
capital equipment and facilities acquisition 
are not subsidized by Federal. State and 
local government funds; (b) such deprecia¬ 
tion has not been previously recognized for 
income tax purposes; and (o) the depre¬ 
dation method shall not cause depreciation 
to be accelerated beyond the IRS guidelines. 

(h) For public mass transportation opera¬ 
tors. proceeds from the sale of capital equip¬ 
ment and facilities will not offset eligible 
operating expenses. If such equipment or 
facilities had originally been acquired with 
UMTA assistance, a pro rata share of the 
net proceeds will be refunded to UMTA. For 
private mass transportation operators, pro¬ 
ceeds from the sale of equipment or facili¬ 
ties In excess of the depredated value of 
such equipment or fadlltles shall offset 
eligible operating expenses. 

(I) For private mass transportation opera¬ 
tors. provision for income taxes la not an 

* eligible operating expense. 

(J) Pension benefits and contributions to 
a pension plan are ellgtble only If they are 
actually paid 


FEDERAL REGISTER, VOL 40, NO. ft—MONDAY, JANUARY 13. 1975 






PROPOSED RULES 


2f>39 


(k) Interest and other financial coot* a*, 
soclated with borrowing* to provide work¬ 
ing capital to pay current operating expenses 
are eligible operating expenses. 

(l) Costs of advisory councils are eligible 
only with prior UMTA approval 

(m) Interest income earned on working 
capital will offset eligible operating expenses. 

Any category of expense not described tn 
PMC 74—4 or above, may be submitted to 
UMTA for a determination as to eligibility. 

Changes in accounting principles which 
affect the method by which operating ex¬ 
penses are compiled will be documented as 
described under the maintenance of effort 
section. In addition, an explanation shall be 
given for expenses which are currently carried 
as operating expenses of the transportation 
operator but which previously were not car¬ 
ried as such. 


Schzduijc or Apportion mints 

Under section &(b) (l) funds are authorized 
for apportionment to Governors and ur¬ 
banized areas for each of six years The 
amounts are as follows: 


Fiscal year: 
1075 ... 
197(1 ... 

1977 .... 

1978 ... 

1979 ... 

1980 ... 


tn millions 

. 8300 

- 500 

. 860 

- 775 

. 860 

- 900 


6-Year total___3, 975 

Under this program funds are to be ap¬ 
portioned to urbanized areas (as defined by 
the Bureau of the Census) according to a 
formula under which one-half is propor¬ 
tional to urbanized area population and one- 
half Is proportional to population weighted 
by a factor of density. In the attached pro¬ 
jections. the second-half of this formula is 
computed on the basis of the product of an 
area s population times its population density 


expressed as percent per square mile of land 
area. A mathematical spec Iff cat Ion of the 
formula is attached as a technical appendix 

Amounts attributable to urbanized areas 
of 200,000 population and above are Appor¬ 
tioned directly to the urbanized for use by 
recipients to be designated by the Governors, 
responsible local officials, and public transit 
operator*. In accordance with a single proi 
gram of projects for the urbanized area. 
Apportionments for multi-State urbanized 
areas have been computed on the basis of the 
area as a whole, although these apportion¬ 
ments have been broken down Into State 
portions in order to illustrate the sub-alloca¬ 
tion that would result from applying the 
same formula within such areas as has been 
used in computing the Initial apportionment 
among all urbanized areas 

Amounts attributable to urbanised areas 
with population less than 200.000 are appor¬ 
tioned to the Governors of each State. In 
order to project these apportionments, the 
proportions attributable to each such area 
have been Individually computed and then 
accumulated into a single State proportion 
of the total funds to be apportioned. In this 
computation, multi-State urbanized areas 
were flmt treated as a whole to arrive at Its 
proportionate share of the total and then 
each State’s share of that total was com¬ 
puted on the basis of the same formula ap¬ 
proach 

Both tables show the population, land 
area and density figures used in the computa¬ 
tion, the composite proportion of the total 
fund allocable to that area, or portions there¬ 
of. resulting from application of the formula; 
(factor weight); and the dollar allocation re¬ 
sulting from that factor weight to the next 
lowest even dollar amount. 

Data on population and population density 
has been taken from the latest available Bu¬ 
reau of the Census reports of the 1970 Census 
Specific sources are cited In the Technical 
Appendix. 
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Tsc HNicAX. Afi-CNoix: Explanation or 
Aptoitionmixt Formula axd Data Sontcti 

Section 6(b)(1) of the Urban Maas Trana- 
portaUon Act of 1964. an amended by the 
National Mass Transportation Act of 1974, 
directs the Secretary to apportion authorized 
funds on the basts of a formula under which 
urbanized areas would be entitled to receive 
an amount equal to the sum of: 

-(A) One-half of the total amount so 
apportioned multiplied by the ratio which the 
population of suoh urbanized area or part 
thereof, • • • bears to the total population of 
all urbanized areas • • •; and 

(B) One-half of the total amount so ap¬ 
portioned multiplied by a ratio for that ur¬ 
banized area determined on the bests of popu¬ 
lation weighted by a factor of density, as 
determined by the Secretary " 

The mathematical expression of the appor¬ 
tionment formula utilized to devise the at¬ 
tached allocation projections is as follows; 


Apportionment 


Factor Weight* 




Where. 

P-population of urbanised vu 
depopulation density of urbanised area 
I-Mil urbanised area cmat 

Ip-sum of the populations tor 278 urbanised areas Is 
calculated to eaual 121.73CL27X 
Zpd -the mm of the population time* density products 
tor 276 urbanised arras Is calculated to equal 
486 . 000.41230 


In cases wherein the urbanized area la 
divided by two or more State boundaries, an 
apportionment factor weight Is calculated 
for the whole area. State allocation is made 
on the basis of the ratios of each State 
urbanized area component to the sum of all 


component population and population 
density values, and applying those ratios to 
the apportionment factors of the whole 
urbanized area 

The primary source of data was the Bureau 
of the Census Report of The County and 
City Data Book of 1972. Additional Bureau of 
the Census reports. FC(1) and HC(3) series, 
were consulted to verify data items and 
multi-state components. 

Population densities are calculated by the 
Bureau of the Census on a land area to the 
nearest tenth of a square mile; land area Is 
reported to the nearest whole square mile. 

Due to significant number limitations in 
computation and printout, the various factor 
weight columns may not add to the printed 
totals. This also applies to the illustrations! 
splits of the funds apportioned to multi- 
state urbanized areas over 200.000: the area 
total is the correct apportionment amount. 

(PR Doc 76-426 Plied 1-10-75:8:46 am| 
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Title 10—Energy 

CHAPTER II—FEDERAL ENERGY 
ADMINISTRATION 

PART 211—MANDATORY PETROLEUM 
ALLOCATION REGULATIONS 

Allocation of Old Oil; Entitlement Notice 

Pursuant to the authority of the Emer¬ 
gency Petroleum Allocation Act of 1973. 
Pub. L. 93-159. the Federal Energy Ad¬ 
ministration has established the Old Oil 
Entitlements Program, and in accord¬ 
ance with the provisions of 10 CFR 
211.67. the notice specified in $ 211.67(1) 
is hereby published. 

Based on reports submitted to FEA by 
refiners and eligible firms as to crude oil 
receipts, crude oil runs to stills and eli¬ 
gible product imports for November 1974 
and an application of the entitlement 
adjustment for small refiners provided in 
10 CFR 211.67(e), the adjusted national 
old oil supply ratio for November 1974 is 
calculated to be .4105. 

The Issuance of entitlements for the 
month of November 1974 to refiners and 
eligible firms Is set forth as an Appendix 
to this notice. The Appendix lists the 
name of each refiner and other eligible 
firm to which entitlements have been is¬ 
sued. the number of entitlements issued 
to each such refiner or other firm, and 
the number of barrels of old oil included 
in each refiner’s adjusted crude oO 
receipts. 

Pursuant to 10 CFR 211.67(1) <4> and 
as fixed by FEA notice <39 FR 43103. De¬ 
cember 10. 1974), the price at which 
entitlements issued for the month of No¬ 
vember 1974 shall be sold and purchased 
will be $5. In accordance with 10 CFR 
211.67(b), each refiner that has been is¬ 


sued fewer entitlements for the month of 
November 1974 than the number of bar¬ 
rels of old oil included in its adjusted 
crude oil receipts is required tapurchase 
a number of entitlements for the month 
of November 1974 equal to the difference 
between the number of barrels of old oil 
included in that refiner's adjusted crude 
oil receipts for that month and the num¬ 
ber of entitlements issued to and retained 
by that refiner. Refiners which have been 
issued a number of entitlements for the 
month of November 1974 in excess of 
the number of barrels of old oil included 
in their adjusted crude oil receipts for 
November 1974, and eligible firms which 
have been issued entitlements for No¬ 
vember 1974, shall sell such excess en¬ 
titlements to refiners required to pur¬ 
chase entitlements. 

The listing of entitlement issuances 
contained in the Appendix reflects the 
application of Special Rule No. 3 (39 FR 
43814. December 19,1974) which operates 
to relieve certain small refiners from the 
requirement to purchase entitlements for 
the first 30.000 barrels per day of their 
dally average volume of crude oil runs to 
stills for the month of November 1974. 
Accordingly, for those small refiners 
whose purchase requirements were to¬ 
tally exempted pursuant to Special Rule 
No. 3. the Appendix specifies issuance of 
an Incremental number of entitlements 
equal to the number such refiners would 
have otherwise been required to pur¬ 
chase. The total number of entitlements 
so exempted from the purchase require¬ 
ments of 10 CFR 211.67(b) is 4.187.997. 
A factor of .7675 has been applied to 
the number of entitlements available for 
sale by each refiner and eligible firm, 
which has the effect of reducing the total 
number of entitlements available for sale 


by an amount equal to the total pur¬ 
chase requirements exempted pursuant 
to Special Rule No. 3. 

Refiners which have reported no vol¬ 
umes of old oil receipts and crude oil 
runs to stills for November 1974, and 
eligible firms which have filed reports 
indicating no eligible product imports for 
this month have not been included in 
the listing contained in the Appendix, 
The total volume of entitlements re¬ 
quired to be purchased and sold under 
this notice is 13,825,979, 

Entitlement purchases required under 
10 CFR 211.67(b) for the month of No¬ 
vember must be effected by January 31. 
1975. On or prior to February 10. 1975, 
each refiner and eligible firm which has 
been Issued entitlements for November 
shall file with FEA the monthly trans¬ 
action report specified in 10 CFR 211.66 
(i) certifying its purchases and sales of 
entitlements for the month of Novem¬ 
ber. FEA will mail monthly transaction 
report forms for November 1974 to re¬ 
porting firms in January 1975. Refiners 
and eligible firms which have been un¬ 
able to locate firms for required entitle¬ 
ment transactions by January 25. 1975 
may contact FEA at 202-634-7610 to 
obtain assistance in locating a firm with 
outstanding purchase or sale require¬ 
ments. For refiners and eligible firms 
that have failed to consummate entitle¬ 
ment transactions on or prior to Janu¬ 
ary 31. 1975. FEA may direct sales and 
purchases of entitlements pursuant to 
the provisions of 10 CFR 211.67(J>. 

Issued in Washington. D.C.. Janu¬ 
ary 10. 1975. 

Robert E. Montgomery, Jr.. 

General Counsel , 
Federal Energy Administration. 
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Would you like 


to know IF ANY CHANGES HAVE BEEN 
MADE IN CERTAIN TITLES OF THE CODE OF 
FEDERAL REGULATIONS without reading 
the Federal Register every day? If so, you 
may wish to subscribe to the “List of 
CFR Sections Affected.” 



List of CFR Sections Affected s 10“ 

per year 

The "List of CFR Sections Affected” is designed to lead users of the 
Code of Federal Regulations to amendatory actions published in the 
Federal Register, and is issued monthly in cumulative form. Entries 
indicate the nature of the changes. 


Also available on a subscription basis . . . 

The Federal Register Index 

Indexes covering the contents of the daily Federal Register are issued 
monthly and annually. Entries are carried primarily under the names of 
the issuing agencies. Significant subjects are also carried. 


58- 00 

per year 


A finding aid is Included at the end of each publication which lists Federal 
Register page numbers with the date of publication in the Federal Register. 


Order from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 

Note to FR Subscribers: FR Indexes and the “List of CFR Sections Affected" will 
continue to be mailed free of charge to regular FR subscribers. 














